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PREFACE. 


The  present  treatise  is  the  outcome  of  lectures  delivered 
in  McGill  University  during  the  last  ten  or  twelve  years,  and 
although  intended  primarily  for  the  use  and  convenience  of  the 
student  of  hydraulics,  it  is  hoped  that  it  may  also  prove 
acceptable  to  the  engineer  in  general  practice. 

In  order  to  render  the  treatment  of  the  subject  more  com- 
plete, free  reference  has  been  made  to  standard  authors  on  the 
subject.  The  examples  introduced  to  illustrate  the  text  have 
also  been  selected  in  part  from  the  works  of  such  well-known 
writers  as  Weisbach,  Osborne  Reynolds,  and  Cotterill,  but 
the  greater  number  are  such  as  have  occurred  in  the  course  of 
the  author's  own  experience.  The  tables  of  coefficients  of 
discharge  have  been  prepared  from  the  results  of  experiments 
-carried  out  in  the  Hydraulic  Laboratory  of  the  University. 
These  experiments  are  still  being  continued  and  may  probably 
form  the  subject  of  a  special  paper. 

The  author  desires  to  acknowledge  many  suggestions 
offered  by  Mr.  Bamford,  and  to  express  his  deep  obligation 
to  Professor  Chandler  for  much  labor  and  time  given  to  the 
revision  of  proof  sheets. 

Henry  T.  Bovey. 

Montreal,  November,  1895. 
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PREFACE  TO  SECOND  EDITION. 


The  present  edition  of  the  work  on  *  *  Hydraulics  * '  ha^ 
been  practically  rewritten,  the  various  chapters  having  been 
rearranged  and  in  some  cases  completely  altered  in  order  to 
allow  of  necessary  corrections  and  of  the  introduction  of  much 
new  matter. 

In  Chapter  I,  articles  on  the  whirling  and  rotation  of  fluids 
have  been  inserted,  the  article  on  **  Weirs  and  Notches  "  has 
been  completely  rewritten,  and  there  has  been  added  a  resume 
of  Bazin's  experimental  work  on  weirs,  a  complete  account  of 
which  appears  in  the  Annates  des  Pants  et  Chaussees, 

In  Chapter  II  will  be  found  a  large  amount  of  new  material, 
including  the  results  of  experiments  collaborated  and  tabulated 
by  Mr.  C.  W.  Tutton  of  Buffalo,  to  whom  I  also  owe  many 
thanks  for  various   useful   suggestions  and  for    the  graphical 
representation  of  the  results  of  the  pipe-flow  experiments. 

Chapter  III  has  been  considerably  changed  and  lengthened. 
The  results  of  the  experiments  by  Bazin,  Ganguillet  and 
Kutter,  and  others  are  given  in  detail  and  tables  giving  the 
values  of  the  constants  in  the  several  standard  formula;,  both 
in  English  and  metrical  units,  are  added  at  the  end  of  the 
chapter. 

Chapter  IV  contains  new  articles  on  **  accumulators, 
presses,  and  water-engines.*' 

Chapter  V  has  been  completely  rewritten  and  now  includes . 


VI  PREFACE   TO  SECOND  EDITION. 

a  discussion  of  the  analysis  of  the  impact,  Borda,  centrifugal, 
and  other  turbines. 

Chapters  VI,  VII,  and  VIII  in  the  new  volume  replace 
Chapter  VII  of  the  old  volume.  Chapter  VI  deals  exclusively 
with  water-wheels;  Chapter  VII  contains  new  matter  and 
treats  of  the  various  classes  of  turbines  which  have  not  been 
dealt  with  in  Chapter  V.  Chapter  VIII  is  entirely  new  and 
deals  with  centrifugal  pumps.  Much  of  the  information  incor- 
porated, in  this  chapter  has  been  obtained  through  the  kindness 
of  Mr.  A.  F.  Hall  of  Boston,  who  has  given  valuable  hints  and 
suggestions  and  who  has  also  furnished  important  practical 
examples. 

It  is  hoped  that  the  large  amount  of  new  material  and  the 
various  tables  which  have  been  added  to  this  volume  will 
indicate  the  progress  which  is  being  made  in  reducing  the 
subject  of  Hydraulics  to  an  exact  science  and  that  these  addi- 
tions, more  especially  the  tables,  will  add  considerably  to  the 
usefulness  of  the  book  for  the  purposes  of  the  practical  engineer. 

I  have  now  only  to  express  my  gratitude  to  my  colleague, 
Dr.  Coker,  for  suggestions  made  from  time  to  time  and  for  his 
great  kindness  in  revising  the  proof  sheets. 

Henry  T.  Bovey. 

October,  1901. 
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HYDROSTATIC   PRINCIPLES. 


Fundamental  Principles  of  Hydrostatics.— F/i//V/j  may  be  * 
divided  into  two  classes  : 

Liquids,  which  are  incompressible,  or  nearly  so.  showing  no  sensible  ' 
chanf^e  of  volume  under  changes  of  pressure,  and 

Gases,  which  are  compressible,  changing  in  volume  with  changes  of 
pressure. 

The  pressure  of  a  perfect  fluid  on  any  surface  with  which  it  is  in  con- 
tact is  perpendicular  to  the  surface. 

The  pressure  of  a  fluid  at  any  point  of  a  surface  is  the  pressure  per 
unit  of  area. 

The  pressure  at  any  point  of  a  fluid  is  the  same  in  every  direction. 

Any  pressure  applied  to  the  surface  of  a  fluid  is  transmitted  equally 
to  all  parts  of  the  fluid. 

The  density  of  any  uniform  substance  is  the  mass  of  a  unit  of  volume 
of  the  substance. 

The  intrinsic  weight  of  a  substance  is  the  weight  of  a  unit  of  volume 
of  the  substance,  expressed  in  terms  of  some  standard  unit  of  weight. 
The  difference  in  the  unit  due  to  change  of  locality  is  very  slight,  the 
ratio  of  polar  to  equatorial  gravity  being  32.2527  :  32.088. 

The  specific  gravity  of  a  substance  is  the  ratio  of  the  weight  of  any 
volume  of  the  substance  to  the  weight  of  an  equal  volume  of  a  standard 
substance. 

If  fluid  volumes  V,  V\  V" — of  densities  p,  p',  p"— are  mixed  together, 
the  density  of  the  mixture  =  ^'(p  V)  -«-  ^(  V), 

If  fluid  volumes  V,  V\  V"~-oi  specific  gravities  j, /, /' — are  mixed 
together,  the  specific  gravity  of  the  mixture  =  ^(sV)  -*-  ^(V), 

The  pressure  in  a  homogeneous  fluid  at  rest  under  gravity  increases 
uniformly  with  the  depth,  or,  in  other  words,  the  difference  of  the  pres- 
sures at  any  two  points  varies  as  the  vertical  distances  between  the 
points. 

•  •  • 
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XIV  HYDROSTATIC  PRINCIPLES. 

Analytically ,  the  difference  of  pressure  =  ws,  w  being  the  intrinsic 
weight  of  the  fluid  and  z  the  difference  of  level. 

The  free  surface  of  a  liquid  at  rest  under  gravity  is  a  horizontal  plane.. 

The  common  surface  of  two  liquids  of  different  densities,  which  do 
not  mix.  is  a  horizontal  plane,  when  at  rest  under  gravity.  If  a  number 
of  liquids  of  different  densities,  e.g.,  mercury,  water,and  oil,  are  poured 
into  a  vessel,  they  will  come  to  rest  with  their  common  surfaces  horizon-^ 
tal  planes,  the  densities  of  the  liquid  increasing  downwards. 

The  surfaces  of  equal  pressure  are  horizontal  planes. 

The  pressure  of  a  liquid  on  any  horizontal  area,  A^  is  equal  to  the 
weight  of  a  column  of  the  liquid  of  which  the  area  is  the  base  and  of 
which  the  height,  Zy  is  equal  to  the  depth  of  the  area  below  the  surface, 
i.e.,  wAz  (disregarding  the  pressure  on  the  free  surface). 

The  whole  pressure  of  a  fluid  on  a  submerged  surface  is  the  sum  of 
all  the  normal  pressures  exerted  by  tiie  fluid  on  every  portion  of  the  sur- 
face and  (disregarding  the  pressure  on  the  free  surface)  is  equal  to  the 
weight  of  a  column  of  liquid  of  which  the  base  is  equal  to  the  area  of 
the  surface,  and  the  height  is  equal  to  the  depth  of  the  centroid  of  the 
surface  below  the  surface  of  the  liquid.    Thus : 

{a)  The  total  normal  pressure  on  a  wall  of  width  b,  sloping  at  B  to 
the  vertical  and  retaining  water  which  rises  over  a  length  z  of  the  wall 

,     z               wbz^  cos  0 
=  wbz  —  cos  0  =r * 

2  2 

{b)  The  total  pressure  on  a  circular  valve  of  diameter  d,  with  its  cen- 

troid  z  below  the  surface  =  w  —  z, 

4 

{c)  The  total  normal  pressure  on  a  lock-gate  of  width  b  and  on  which 

z         I 

the  water  rises  to  a  height  z  =  wbz~  —  —wbs^. 

2  2 

The  pressure  between  a  pair  of  lock-gates  =  pressure  on  the  hinge 
post  =  \wbz^  sec  a,  2a  being  the  angle  between  the  gates. 

The  centre  of  pressure  of  a  plane  area  is  the  point  of  action  of  the 
resultant  fluid-pressure,  (R)^  upon  the  plane  area. 

If  ^,  J  are  the  horizontal  and  vertical  distances  of  the  C.  of  P.  from 
the  vertical  and  horizontal  axes  through  the  C.  of  G.  of  the  area, 

_  __  wD       wD  ^    D         ^  -  __  J»/  _  tt>-^>^'  _  ^ 
^"IT^  iiiAA  -  AA '  ^  "  A^  ""  tt>A/i  "*  ^  • 

D  being  the  product  of  inertia  about  the  axes ;  /  the  moment  of  inertia 
of  the  area  about  the  axis  of  y ;  //  the  depth  below  the  surface  of  the 
centroid,  and  k  the  radius  of  gyration. 


HYDROSTATIC  PRINCIPLES.  xv 

Ex.  I.  Depth  of  C.  of  P.  of  a  parallelogram  with  one  edge  in  surface 
=  f  of  depth  of  opposite  edge. 
,    Ex.  2.  Depth  of  C.  of  P.  of  a  triangular  area,  the  middle  points  of  the 

sides  being  at  depths  dx,  d^,  d%  below  the  surface.  =  -^ *  , 

tfi  +  «i  +  a% 

and  {a)  if  vertex  is  in  surface  and  base  horizontal,  depth  =  j-  of  depth  of 
base ; 
(3)  if  base  is  in  surface,  depth  =  J  of  depth  of  vertex  ; 
{c)  if  vertex  is  in  surface  and^  and  2  are  depths  of  ends  of  base,  the 
•  •  I  y*  —  2^ 

The  resultant  pressure  on  the  surface  of  a  solid,  wholly  or  partially 
immersed  in  a  fluid,  is  equal  to  the  weight  of  the  displaced  liquid  and 
acts  vertically  upwards  in  a  line  passing  through  the  centroid  of  the  dis- 
placed liquid.  In  other  words,  a  solid  immersed  in  a  liquid  appears  to 
lose  as  much  of  its  weight  as  is  equal  to  the  weight  of  the  fluid  it  displaces. 

If  a  homogeneous  body  float  in  a  liquid,  its  volume  will  bear  to  the 
volume  immersed  the  inverse  ratio  of  the  specific  gravities  of  the  solid 
and  liquid. 

A  body  of  weight  W^  carrying  a  load  P,  floats  in  a  liquid,  G  and  h 
being  the  centres  of  gravity  of  the  body  and  of  the  displaced  water,  so 
that  GH  is  vertical.  If  the  load  P  is  shifted,  the  body  will  heel  through 
an  angle  0  and  the  point  //,  also  called  the  centre  of  buoyancy,  will 
move  on  a  curve  or  surface  of  buoyancy  to  a  new  position  H\  the  line 
G'H  connecting  H'  with  the  new  position  of  the  C.  of  G.  of  the  body 
being  vertical.  If  0  is  small,  the  ultimate  position  of  M,  the  intersec- 
tion of  HG  SLnd  H'G\  is  called  the  metacentre,  and  M  is  tlierefore  the 
centre  of  curvature  of  the  surface  of  buoyancy  at  H,  For  stability  of 
equilibrium  M  must  be  above  G,    Theoretically, 

A  being  the  water-line  area  and  F  the  volume  of  liquid  displaced  by 
body. 

Capillary  Phenomena.— If  a  glass  tube  of  fine  bore  is  placed  verti- 
cally in  a  liquid  like  water,  which  wets  the  glass,  the  water-surface  on 
the  outside  next  the  glass  is  elevated  and  slightly  concave,  while  on  the 
inside  the  water-surface  is  concave  and  there  is  a  marked  elevation  above 
the  outside  surface. 

With  a  liquid  which  does  not  wet  the  glass,  like  mercury,  an  opposite 
effect  is  observed.    There  is  a  depression  on  the  outside  and  the  surface 
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is  slightly  convex,  while  on  the  inside  the  surface  is  convex  and  there  ia 
a  marked  depression  below  the  outside  surface. 

Surface  Tension. — At  the  bounding  surface  separating  air  from 
any  liquid,  or  between  two  liquids,  there  is  a  surface-tension  which  is 
the  same  at  every  point  and  in  every  direction. 

At  the  line  of  junction  of  the  bounding  surface  of  a  gas  and  a  liquid 
with  a  solid  body,  or  of  the  bounding  surface  of  two  liquids  with  a  solid 
body,  the  surface  is  inclined  to  the  surface  of  the  solid  body  at  a  definite 
angle,  depending  upon  the  nature  of  the  solid  and  the  liquids. 

The  surface-tension  is  independent  of  the  curvature  of  the  surface 
but,  if  the  temperature  be  increased,  it  diminishes. 


USEFUL  CONSTANTS. 


The  following  abbreviations  are  used:     Metre  =  m.;  sq.  metre  =  m.*; 
cubic  metre  =  m.';  centimetre  =  cm.;  sq.  centimetre  =s  cm.*;  cubic  centi- 
metre =:   cm.';    kilometre  =  kilo.;    grain   =  gr.;    gramme  =  gm.;    kilo 
gramme  =  k.;  kilogramme  metre  =  km. 

I  British  ton  =  2240  lbs. 
=  1016  k. 


I  in. 

rr  2.54  cm. 

I  cm. 

=  .3937011  in. 

1  ft. 

=  30.4799  cm. 

I  m. 

=  3.280843  ft. 

I  mile 

=  1.6093  kilo. 

I  kilo. 

=  .62137  mile. 

I  knot 

:=  I  naut.  mile  per  hr. 

=r  6080  ft.  (av.)  per  hr. 

I  sq.  in. 

=  6.4516  cm.* 

I  cm.* 

=  .155  sq.  in. 

I  sq.  ft. 

=  929.03  cm.* 

I  m.* 

=  10.7639  sq.  ft. 

I  sq.  yd. 

=  .836126  m.* 

I  acre 

=  43,560  sq.  ft. 

=  .40468  hectare. 

I  hectare 

=  10,000  m.* 

=  100  ares. 

=  2. 471 1  acres. 

I  sq.  mile 

=  640  acres. 

=  2.59  sq.  kilo. 

=  259  hectares. 

I  sq.  kilo. 

—  100,000  m.* 

=  24.711  acres. 

lib. 


Ik. 


r=  16  oz.  =  7000  gr. 

=   4535924  k. 
=  453-5924  gm. 
=  445,000  dynes. 
=  a.  204622  lbs. 
=  981,000  dynes. 


I  U.  S.  ton 


I  Fr.  tonne 


=  2000  lbs. 

=  907.143  k. 
=  1000  k. 

=  .9842  British  ton. 

=  2204.62a  lbs. 


I  cu.  in.  of  water  at  4**  C.  =  252.89  gr. 

I  cm.»  •*  •*        =  I  gm. 

I  cu.  ft.       **  ••        =  62.43  lbs. 

I  litre  ••  •'        =  I  k. 

I  imp.  gal.  at  62^  F.         =  xo  lbs. 

I  cu.  ft.  of  water  at  62«  F.  =  62.3  lbs. 

I  cu.  ft.  of  air  at  o*  C.  ) 

V   =  .0807  lb. 


and  I  atm. 

I  cu.  ft.  of  hydrogen  at  ) 
00  C.  and  I  atm.         [  ='-»932^m. 

I  =.00557  lb. 


I  litre  of  air  at  o<>  C. 
and  I  atm. 


Water  compresses  ioSoo^b  of  its 
bulk  under  a  change  of  pressure  of 
I  atm.,  or  about  72th  of  its  vol.  un- 
der a  pressure  of  2  tons  (of  2240  lbs.) 
per  sq.  in. 

I  lb.  per  sq.  In.  =  .0703  k.  per  cm.* 
I  k.  per  cm.*  =  .0703lb.persq.in. 
I  lb.  per  sq.  ft.    =  4.8826  k.  per  m.* 

=  479^ynespercm.' 
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No.  of  lbs.  per  ) 
sq.  in.  ) 


=14.223  k.  per  cm. 


H 

No.  of  k  per  m.*  ==  j 


.4907     ins.     of 

mercury, 
ins.  of  mercury 

-t-  2.0378. 
4.8826  lbs.   per 

sq.  ft. 


I  in.   of  mer- 
cury at  o*  C 

I  mm. mercury  j 
at  o**  C.  J 


•034534  k»  per  cci-' 


=.0013596  per  cm.' 


I  cu.  m. 
I  cm.' 
I  cu.  ft. 


I  m*. 
I  litre 


I  imp.  gal. 


I  U.  S.  gal. 


=  16  387  cm.* 

=  .061  cu.  in. 

=  .028317  m.* 

=  28.317  litres. 

=  35'3M8   cu.  ft. 

=  1000  cm.* 

=  1.7598  pints. 

=  .22  imp.  gal. 

=  .1605  cu.  ft. 

=  277.27  cu.  ins. 

=  4- 545963  litres. 

=  231  cu.  ins. 

=  .83254  imp.  gal. 

981    cm.    per 

sec.  per  sec. 

322     ft.     per 

sec. per  sec 

g  at  Greenwich      =  32.19078  ^t. 

=  981.17  cm. 
32.182  ft. 
980  9  cm. 
32.196  ft. 
981.34  cm. 
32.088  ft. 
:|q78.04  cm. 
32.152  ft. 
980  cm. 
:  32.1765  ft. 
980  73  cm. 
{  its  wt.  in  lbs. 
:  •{      at    London 
1^     -+-  32.2. 


g  at  London 
^at  Manchester  = 
g  at  the  equator  = 
g  at  Baltimore 
gtiX  Montreal 


The    inertia    or  | 
mass  of  a  body  ) 


ins.    of 
mercury. 


I  standard  atm.  ]  ^9.95 

ofi4.7^bspcr  \-\      me 
sq.  in.  J 

=  760  mm. 

I  metric  atm.  of  1  a    a    '   ^     ^t 

\       (  28.96    ins.    of 
14.223  lbs.  per  y=^ 

•^  1       ^      mercury. 

=  I  dyne  X  i  cm. 


sq.  m. 
I  erg 
X  gm.-cm. 
I  ft.-ib. 


I  km. 


No.  of  ft. -lb. 


I  B.  T.  U. 


I  k.  degree  C. 


I  calorie 


I  watt 


=  981  ergs. 
=  .13825  km. 
=  i.3562Xio'ergs. 
=  7-233  ft. -lbs. 
=  9.81  X  10' ergs, 
=  7.2178  km. 
=  777  B.  T.  U. 

51399    lbs.  de* 
grcc  C. 
=  1058  joules. 
=  r058  X  10'  ergs* 
=  4200  joules. 
=  4200  X  10'  ergs. 
=  I  k.  raised  i"  C. 
=  426.9  km. 
=  3080.9  ft. -lbs. 

=  I  joule  per  sec. 

f  work  done  by 

a  current  of 

I  amp.  at  i 

volt. 

=  550  lbs.  per  sec. 

_  ( 746  X  io»  ergs 

""I      per  sec. 

=  746  watts. 

i.oi  forces-dc- 
cheval. 

I  force-de-cheval  =  i  *^     ^ 

{     power. 

=  736  watts. 

_  j  545  ft. -lbs.  per 

{      sec. 
=  75  km.  per  sec. 
I  radian  =57.296  degrees. 

To  convert  common  into  hyper- 
bolic and  hyperbolic  into  common 
logarithms,  multiply  the  former  by 
2.3025  and  the  latter  by  .43429. 


I  horse-power 


-! 


HYDRAULICS. 


CHAPTER   I. 

GENERAL  PRINCIPLES.     FLOW  THROUGH  ORIFICES.  OVER. 

WEIRS,   ETC. 

I.  Fluid  Motion. — The  term  **  hydraulics/*  as  its  deriva- 
tion {vSoapy  water;  av\6^^  a  tube  or  pipe)  indicates,  was 
primarily  applied"  to  the  conveyance  of  water  in  a  tube  or  pipe, 
but  its  meaning  now  embraces  the  experimental  theory  of  the 
motion  of  fluids. 

The  motion  of  a  fluid  is  said  to  be  steady  or  permanent 
when  the  molecules  successively  arriving  at  any  given  point 
are  animated  with  the  same  velocity,  are  subjected  to  the  same 
pressure,  and  are  the  same  in  density.  As  soon  as  the  motion 
of  a  stream  becomes  steady  a  permanent  regime  is  said  to  be 
established,  and  hydraulic  investigations  are  usually  made  on 
the  hypothesis  of  a  permanent  regime.  With  such  an  hypothe- 
sis, any  portion  of  the  fluid  mass,  which  leaves  a  given  region, 
is  replaced  by  a  like  portion  under  conditions  which  are  identi- 
cally the  same. 

TTie  terms  *♦  steady  motion*'  and  **  permanent  regime** 
are  often  considered  to  be  synonymous. 


2  FLUID  MOTION, 

The  general  problem  of  flow  is  the  determination  of  the 
relation  which  exists  at  any  point  between  the  density,  pres- 
sure, and  velocity  of  the  molecules  which  successively  pass  that 
point. 

The  actual  motion  of  a  fluid  is  exceedingly  complex,  and, 
in  order  to  simplify  the  investigations,  various  assumptions  are 
made  as  to  the  nature  of  the  flow. 

2.  {a)  Stream-line  Motion. — The  molecules  may  be  re- 
garded as  flowing  along  definite  paths,  and  a  succession  of 
such  molecules  as  forming  a  continuous  fluid  rope,  which  is 
termed  an  elementary  stream  or  a  fluid  filament  ;  or,  if  the 
motion  is  steady,  and  the  paths  therefore  fixed  in  space,  is 
termed  a  stream-line. 

Experiment  shows  that  the  velocity  of  flow  in  any  cross- 
section  varies  from  point  to  point,  and  it  is  often  assumed  that 
the  section  is  made  up  of  an  infinite  number  of  indefinitely 
small  areas,  each  area  being  the  section  of  a  fluid  filament. 

{ja)  Motion  in  Plane  Layers. — In  this  motion  it  is  assumed 
that  the  molecules,  which  at  any  given  moment  are  found  in  a 
plane  layer,  will  remain  in  a  plane  layer  after  they  have  moved 
into  any  new  position. 

(r)  Laminar  Motion. — On  this  hypothesis  the  stream  is 
supposed  to  consist  of  an  infinite  number  of  indefinitely  thin 
layers.  The  variation  in  velocity  from  point  to  point  of  a 
cross-section  may  then  be  allowed  for,  by  giving  the  several 
layers  different  velocities  based  upon  the  law  of  fluid  resistance 
between  consecutive  layers. 

3.  Density;  Compressibility;  Head;  Continuity. 

The  freezing-point  of  pure  water  is     32°  F.      or      0°  C. 
boiling-      **      **    **  **     **  212''  F.      or  loo**  C. 

max.  density    **    **  *'     *'     Sq"".  i  F.  or      4°  C. 

standard  mean  temperature   **    62°  F.      or  16°. 66  C. 

The  comparative  densities  and  also  the  comparative  vol- 
4imes  are  the  same  at  32°  F.  and  46*^  F. 
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The  bulk  of  fresh  snow  is  12  times  the  bulk  of  the  equiva- 
lent water. 

I  cu.  ft.  of  fresh  snow  weighs  5.2  lbs.  and  its  s.  g.  is  .0833. 

I   cu.  ft.  of  ice  at  32°  F.  weighs  57 J  lbs.  and  its  s.  g.  is 
,922. 

I  cu.  ft.  of  average  sea-water  at  62^  F.  weighs  64-lbs.  and 
its  average  s.  g.  is  1.028. 

I  cu.  ft.  of  pure  water  at  32"*  F.  weighs  62.418  lbs. 

*^  39°.  I  F.  '*  62.425  ** 
**  52''. 3  F.  '*  62.400  ** 
**  62°  F.  **  62.355  *' 
**  212°  F.      **       59.640  " 


1 1 


1 1 


i  i 


t  ( 


t  ( 


4  i 


i  t 


1 1 


1 1 


i  i 


1 1 


I  cu.  yd. 

I  cu.  metre   ** 


contains 


i  6.2355  gallons  or 

(  6.2328  imperial  gallons. 

168.36  gallons. 
220.09        ** 


4  ( 


<< 


<  ( 


( ( 


(i 


a 


i  I 


t< 


The  vol.  of  I  lb.  of  pure  water  at  32**  F: 

39**.  I  F. 
52^3  F. 
62°  F. 
212°  F. 

52°.  3  F. 
**       sea- water  at  62®  F. 

I  tonne  of  pure  water  at  39®.  i  F. 

I  kilog.         **        »*  ** 


The  vol.  of  I  ton 


t  ( 


( t 


i « 


t  ( 


( < 


<  ( 


4  ( 


44 


1 1 


44 


i  4 


is  .016021  cu.  ft. 
**  .016019 
**  .016 
**  .016037 
*•  .01677 

"35.9 
**35 

"  35-3156 
'*      -0353 


I  gallon  of  pure  water  at  62°  F.  weighs  10  lbs.  and  its  vol. 
^=  277.123  cu.  ins.  =  .16037  cu.  ft. 

I  imperial  gallon  of  pure  water  at  62®  F.  weighs  10.00545 
lbs.  and  its  vol.  =  277.274  cu.  ins. 


FLUID  DENSITY. 


—  O  c 

*J  •  o 

^0.  •* 


en 


in 

00 


«. 

d* 


«n 
en 


be 


en 
en 

O 


tn 

N 

O 


en 

o 


ao 


en 
en 


o 

O 


O 

N 

O 


GO 


% 


o 

« 

in 


u 

o 
> 

H 
:z; 

M 

Q 

Q 

< 

o 
< 

X 

u 

o 

PQ 

< 


►  . 

1° 


o 

.  GO  O   • 

e4 

.  o*o  • 

o 

.  r-»  in  • 

00 

.  GO  r»  • 

S: 

:8;g:: 

• 

•  •  •  • 

-1- «  1^ 
m  o  GO 


8:g: 


o  •-•  n 

m  M   0« 

\0  ^2  in 


HI    «^ 


in  C^  in 

O  en  O 
in  m  m 

^  O*  O^ 
O^  O^  o* 


N  M  C«  in  O^ 

en  o  ^  H<  u-k 
r-»  ^  O  r>-  «^ 

^  T  3"  **^  •^ 

^^  O^  O^  ^^  ^^ 
^^  ^^  ^^  ^^  ^^ 


O  m  r« 
c«  e«  M 


§:§: 


•*  -  « 


<=  o  ^* 

**  M   O 


£8 

•—  u 


«l 

>  . 


did 


r  5  •» 


oo 


^ 


CI 
M 


1^ 


in  en 
m  en 


wwen't-  in\0  r>.  r-»ao  o*  O  m  en  O 


**  *■*  w  enen^t-invoo  i^oo  o^o»o  ^ 

W   «   M 


OO 

oo 
oo 


oo  O  O  ^ 


oo 


o 


e« 


oo  O 


M 


OO  O 


*«■ « 


Q*0  "^  enininr>.oo  O  O  w  t"in«o  r^O^O^  enmooo 
^  t<«  !>■  r^  r^  r*>  r<»  r^oo  oooooooooococo  o^Qt^o^ovQs 


O 

o 
o 


en 

O 

o 
o 


o  o 

•    • 

o  o 


en  •- 

o  o 
o  o 

•    ■ 

o  o 


00 

8 


M    en 

8    I 


8  2  w  t  O  O  M  Q 
O  O  O  m  O  "^  O 
»Hi-ii-iMt-iNMen 


M 

oo 

o 


00 

M 

o 


M 
M 


in  in 

^0  O 


e«  oo 

•    • 


? 


M 

O 


8 

O 


en 

O 


en 


in 
•n 
en 

t 

O 


en 


00  r^  • 

O  M  • 

OO  O^  • 

^^  ^^ 

8^S^  '. 

•  •  • 

o*  o*  c* 
o»  2*  ^ 

O^  CT*  o» 


o  9^00  *^ 
r>.  O  «  en 

GC  00  r^o 

ov  o»  o»  g:* 
o  ?s  ?s  5^ 

o^  o^  o^  o^ 


in 


f  «  00 

O  r^  w 


S: 


• 
• 

•  '*'*• 

•  r» 

.  0  M  • 

.  0* 

•  OO  «0   • 

•  00  • 

•  OO  00  . 

.  c*  . 

,  o>  o»  ■ 

.  0^  . 

.  o^o  . 

• 
•       « 
>        1 

■ 

>     •     •    * 

en  en 

-r  e* 

00  00 

ON  a 


O  « 


•  •    • 

iM  M  en  t-  ^  invo  1^  r^.  r^oo  o*  O 


o 
o 


TO 


OO 


in 

in 


O 
O 


en 
en 


M  M  ei  C4  en^minOvO  roenoo 


oo 


o  ^  i^ 


00  o 


M 


GO  enO 


rf  « 


00 


o  t 


M 


w  enininr».O*0  »*  w  ^ 
enenencnenen^*'^'*^ 


inoooo  O  >^  ^  eninint>>o^ 
^^'♦^minmininininm 


3S 


w  M  "t"  ino  00 

^5  ^O  ^O  ^O  ^3  ^3 


FLUID  COMPRESSIBILITY.  5 

The  temperatures  in  this  table  may  be  taken  as  abscissae,  and 
the  corresponding  values  in  the  three  remaining  columns  as 
ordinates.  Curves  of  comparative  density,  weight  per  cubic 
loot,  and  weight  per  gallon  are  thus  obtained,  and  the  values 
corresponding  to  any  specified  temperature  can  be  easily  and 
very  accurately  determined  from  these  curves  by  direct  meas- 
urement. 

The  weights  per  cubic  foot  in  the  table  have  been  calcu- 
lated by  means  of  Rankine's  approximate  formula, 

w  '  lOOoT 

62.425  ~"    7"^  +  250,000  ' 
-21/    being    the  weight    per   cubic    foot   corresponding   to   the 
absolute  temperature  T,  i.e.,  461°  -|-  ordinary  temperature. 

The  specific  weights  obtained  by  this  rule  for  the  lower 
temperatures  are  very  exact,  but  for  the  higher  temperatures 
they  become  too  large.  Thus  the  rule  gives  59.76  lbs.  as  the 
freight  of  a  cubic  foot  of  pure  water  at  212®  F.,  while  actual 
measurement  makes  the  weight  59.64  lbs. 

The  comparative  densities  between  0°  C.  and  40*^  C.  are 
the  values  obtained  by  Chappuis. 

Compressibility, — Fluids  are  sensibly  compressible  under 
heavy  pressures,  and  the  compression  is  proportional  to  the 
pressure  up  to  about  1000  lbs.  (68  atmospheres)  per  sq.  inch. 
Grassi's  experiments  indicate  that  the  compressibility  of  water 
•diminishes  as  the  temperature  increases.     Water  compresses 

about  47i  millionths  (i.e.,    — '- = ,    nearly)    of  its 

^'*  \  20,000       20,000  ^1 

bulk  for  each  atmosphere.  This  is  equivalent,  approxi- 
mately, to  a  reduction  of  -^  in  the  bulk  under  a  pressure  of 
2  tons  per  sq.  inch. 

If  a  volume  F  of  a  fluid  is  compressed  by  an  amount  J  V 
under  an  increase  ^p  of  the  pressure,  then  the  amouut  of  com- 
pression per  unit  of  vol.  is 

-p-  and  is  called  the  cubical  compression.     The  ratio  of  the 


FLUID  COMPRESSIBILITY. 


Table  of  Elasticity  of  Volume  of  Liquids^ 

(Reduced  from  Grassi^s  resuiu.) 


Liquid. 


Mercury . . . 

Water 

Sea- water.. 
Ether 


Alcohol.... 
on 


Blaiticity  of  Vomme. 


i 


717,000,000 
42.000,000 
45,900,000 
52,900,000 
16,280,000 
15,000,000 
25.470,000 
23,380,000 
44,090.000 


Tenpcraiure. 


O" 
I8' 


C. 
C. 

c. 


o'  C. 
14*      C. 

73' C. 
13.1'*  C. 


N.  B. — The  value  for  oAercury  is  prot>abiy  erroneous. 

increment  of  pressure  to  the  cubical  expansion,  viz., 


JF 


or  V 


Ap 


is  termed  the  elasticity  of  volume.  This  is  sensibly  constant 
within  wide  limits,  and  is  generally  denoted  by  the  letters 
Dor  K. 

The  vertical  distance  between  the  free  surface  of  a  mass  of 
water  and  any  datum  plane  is  called  the  head  with  respect  to 
that  plane.     If  the  water  extends  down  to  the  level  of  the 
plane,  a  pressure  /  is  produced  at  that  level,  and  the  value  or 
/,  so  long  as  the  water  is  at  rest,  is  given  by  the  equation 

w  w 

w  being  the  specific  weight  of  the  water  and  /„  the  pressure  at 
the  free  surface.  Thus  the  pressure  maybe  measured  in  terms 
of  the  head,  and  hence  the  expression  **  head  due  to  pressure  '* 
or  **  pressure  head.** 

A  column  of  water  at  62°  F.  and  2.3093  ft.  in  height 
exerts  a  pressure  of  i  lb.  per  sq.  inch. 

A  column  of  water  at  62^  F.  and  33.947  ft.  or  10.347 
metres  in  height  exerts  a  pressure  of  14.7  lbs.  per  sq.  in.,  or 
one  atmosphere. 

A  column  of  water  at  62°  F.  and  i  ft.  in  height  exerts  a 
pressure  of  .433  lbs.  per  sq.  inch. 
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Head, — A  head  of  water  is  a  source  of  energy.     A  volume 
of  water  descending  from  an  upper  to  a  lower  level  may  be 
employed  to  drive  a  machine,  which  receives  energy  from  the 
water  and  again  utilizes  it  in  overcoming  the    resistance^  o 
other  machines  doing  useful  work. 

Let  Q  cu.  ft.  of  water  per  second  fall  through  a  vertical 

distance   of  //  ft.      Then   the  total  power  of  the   fall  =  wQ/i 

wQh 
ft. -lbs.,  =    —  -  h.p. ,  u*  being  the  weight  of  the  water  in  pounds 

per  cubic  foot. 

Let  K  be  the  proportion  of  the  total  power  which  is 
absorbed  in  overcoming  frictional  and  other  resistances.  Then 
the  -effective  power  of  the  fall  =  wQh{i  —  A'),  and  the  effi- 
ciency is  I  —  K. 

Conti?iuity, — Imagine  abounding  surface  enclosing  a  space 
of  invariable  volume  in  the  midst  of  a  moving  mass  of  fluid. 
The  principle  of  continuity  affirms  that,  in  any  interval  of  time, . 
the  flow  into  the  space  must  be  equal  to  the  outflow  during  the 
same  interval.  Giving  the  inflow  a  positive  and  the  outflow  a 
negative  sign,  the  principle  may  be  expressed  symbolically  by 

:eQ  =  o. 

The  continuity  of  a  mass  of  water  will  be  preserved  so  long^ 
as  the  pressure  exceeds  the  tension  of  the  air  held  in  solution. 
It  is  on  account  of  the  pressure  of  this  air  that  pumps  cannot 
draw  water  to  the  full  height  of  the  water-barometer,  or  about 

Generally  speaking,  the  pressure  at  every  point  of  a  con- 
tinuous ftuid  must  be  positive.  A  negative  pressure  is  equiva- 
lent to  a  tension  which  will  tend  to  break  up  the  continuity 
presupposed  by  the  formulae.  Should  negative  pressures  result 
from  the  calculations,  the  inference  would  be  that  the  latter 
are  based  upon  insufficient  hypotheses. 

The  pressure  in  water  flowing  through  the  air  cannot  at  any 
point  fall  below  the  atmospheric  pressure.      There  are  cases. 
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however,  as  when  water  flows  through  a  closed  pipe  (Art.  6, 
Chap.  II),  in  which  the  pressure  may  fall  below  this  limit  and 
become  almost  nil.  In  this  case  there  is  a  danger  of  the  air 
held  in  solution  being  set  free,  thus  tending  to  interrupt  the 
continuity  of  the  flow,  which  may  even  be  wholly  stopped  if 
the  air  is  present  in  sufficient  volume. 

Consider  a  length  of  a  canal  or  stream  bounded  by  two 
normal  sections  of  areas  /I,,  A^,  and  let  t\,  v^  be  the  mean 
normal  velocities  of  flow  across  these  sections.  Then,  by  the 
principle  of  continuity, 

A-i\  =  Q  =  A,^7\^, 

and  the  velocities  are  inversely  as  the  sectional  areas. 

Again,  assume  that  a  moving  mass  of  fluid  consists  of  an 
infinite  number  of  stream-lines,  and  consider  a  portion  of  the 
mass  bounded  by  stream-lines  and  by  two  planes  of  areas  A^, 
A^  at  right  angles  to  the  direction  of  flow.  If  v^ ,  7^^  are  the 
mean  velocities  of  flow  across  the  planes. 

t\A^  =:  Q  =  v^A  if  the  fluid  is  incompressible. 

Assuming  that  the  fluid  is  compressible,  and  that  the  mean 
specific  weights  at  the  two  planes  are  w^  and  w^,  then  the 
weight  of  fluid  flowing  across  A^^  is  equal  to  the  weight  which 
flows  across  A^ ,  since  the  weight  of  fluid  between  the  two  planes 
remains  constant.     Hence 

w^A^7\  =  w^A^v^. 

4,  Bemottilli's  Theorem. — This  theorem  is  based  on  the 
following  assumptions :  • 

(i)  That  the  fluid  mass  under  consideration  is  a  steadily 
moving  stream  made  up  of  an  infinite  number  of  stream-lines 
whose  paths  in  space  are  necessarily  fixed. 

(2)  That  the  velocities  of  consecutive  stream-lines  are  not 
widely  different,  so  that  viscosity,  or  the  frictional  resistance 
between  the  stream-lines,  is  sufficiently  small  to  be  disregarded. 
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(3)  That  the  fluid  is  incompressible,  so  that  there  can  be 
no  internal  work  due  to  a  change  of  volume. 

In  any  given  stream-line  let  a  portion  A  By  Fig.  i,  of  the 
fluid  move  into  the  position  A  'B  in  /  seconds. 


Fig.  I 


Now  the  External  work 


Let  a^,  p^,  v^ ,  z^  be  the  normal  sectional  area,  the  intensity 
of  the  pressure,  the  velocity  of  flow,  and  the  elevation  above 
a  datum  plane  zz  of  the  fluid  at  A,  Let  a^y  p^f  ^2»  ^%  denote 
similar  quantities  at  B. 

Since  the  internal  work  is  nil,  the  work  done  by  external 
forces  must  be  equivalent  to  the  change  of  kinetic  energy. 

i  the  work  done  by  gravity 
~*  I  +  the  work  done  by  pressure. 
But  when  the  fluid  AB  passes  into  the  position  A'B\  the 
work  done  by  gravity  is  equivalent  to  the  work  done  in  the 
transference  of  the    portion  BB\  and  therefore,   /  being   the 
time, 

the  work  done  by  gravity  =  wa^ .  AA\  z^  —  wa^ .  BB\  z^ 

=  wa^ .  t\t .  z^  —  wa^  .v^.z^ 
=  wQt{z^  -  ^j), 
since  AA^  =  v^t,  BB'  =  v^t,  and  a^v^  =  Q  z=  a^v^. 

Again,  tke  work  done  by  the  pressures  on  the  ends  A  and  B 

=  QKPx  -  /i). 
The  work  done  by  the  pressure  on  the  surface   of  the 
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Stream-line  between  A  and  B  is  nil,  since  the  pressure  is  at 

every  point  normal  to  the  direction  of  motion. 
The  change  of  kinetic  energy 

=  kinetic  energy  oi  A'B'  —  kinetic  energy  oi  AB 
=  kinetic  energy  oi  BB'  —  kinetic  energy  of  A  A', 

since  the  motion  is  steady,  and  there  is  therefore  no  change  ia 

the  kinetic  energy  of  the  intermediate  portion  A'B,     Thus 

W  V}  W  Vy 

the  change  of  kinetic  energy  =  -  a^B'  -^ a^AA'-^ 

S  2        ^  2 

w  V?        W  Zf.^ 

g    ^  ^     2         g    ^    ^      2 

Hence,    equating  the  external   work  and   the    change  of 
kinetic  energy, 

"'GA^.  -^,)  +  QKP,  -P^  =  "^Q^i-i  -  ^). 

which  may  be  written  in  the  form 

or 

But  A  and  B  are  arbitrarily  chosen  points,  and  therefore, 
at  any  point  of  a  stream-line,  the  motion  being  steady  and  the 
viscosity  nil,  the  gradual  interchange  of  the  energies,  due  to 
head,  pressure,  and  velocity,  is  expressed  by  the  equation 

w  v' 
wz  +  p  +  —y  =  wH,  a  constant;  ...     (3) 

or 

^  +  w  +  J  ^^^^^'^^^^^^       •     .     .     (4> 

z  being  the  elevation  of  the  point  above  the  datum  plane,  p  the 
pressure  at  the  point,  w  the  specific  weight,  and  v  the  velocity 
of  flow.     This  is  Bernouilli's  theorem. 
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Thus  the  total  constant  energy  of  wH  ft. -lbs.  per  cubic  foot 

of  fluid,  or  H  ft. -lbs.  per  pound  of  fluid,  is  distributed  uniformly 

along  a  stream-line,  wH  being  made  up  of  wz  ft. -lbs.  due  to 

w  v' 
head,  p  ft. -lbs.  due  to  pressure, ft. -lbs.  due  to  velocity^ 

and  H  being  made  up  of  z  ft.-T%^.  due  to  head,  —  ft.-n^s.  due 

to  pressure,  and  —  ft.-Ib^  due  to  velocity. 

Hence  the  total  energy  is  made  up  of  three  elements,  and 
each  clement  may  be  utilized  by  a  specially  designed  motor. 
The  now  almost  obsolete  overshot-wheel  is  driven  by  the 
weight  of  the  water  filling  the  buckets  on  one  side  and  descend- 
ing from  a  higher  to  a  lower  level.  In  the  breast-wheel  and 
certain  turbines,  the  energies,  due  both  to  the  weight  (wz)  and 

to  the  velocity  ( ],  are  transformed  into  useful  work.      The 

/  W7f^  \ 

rotation  of  impulse-wheels  is  due  to  the  kinetic  energy  \ \ 

of  a  jet  of  water  issuing  from  a  nozzle  and  impinging  upoa 
curved  buckets.  Finally,  the  piston  of  the  hydraulic  engine  is 
actuated  by  water  admitted  into  the  cylinder  from  a  closed 
pipe  in  which  the  water  under  pressure  moves  with  a  low 
velocity. 

Assuming  that 

{a)  the  motion  is  steady, 

(^)  the  frictional  resistance  may  be  disregarded, 

{c)  the  fluid  is  incompressible, 
Bernouilli*s  theorem  may  be  applied  to  currents  of  finite  size 
at  any  normal  section,  if  the  stream-lines  across  that  section 
are  sensibly  rectilinear  and  parallel.  There  is  then  no  interior 
work  due  to  a  change  of  volume,  and  the  distribution  of  the 
pressure  in  the  section  under  consideration  will  be  the  same  as 
if  the  fluid  were  at  rest,  that  is,  in  accordance  with  the  hydro- 
static  law.     This   is  also  true  whether  the  flow  takes   place 
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under  atmospheric  pressure  only,  or  whether  the  fluid  is  wholly 
or  partially  confined  by  solid  boundaries,  as  in  pipes  and 
tranals,  or  whether  the  flow  is  through  another  medium  already 
occupied  by  a  volume  of  the  fluid  at  rest  or  moving  steadily  in 
a  parallel  direction.  In  the  last  case  there  must  necessarily 
be  a  lateral  connection  between  the  two  fluids,  but  the  pressure 
over  the  section  must  follow  the  hydrostatic  law  throughout  the 
separate  fluids,  and  there  can  be  no  sudden  change  of  pressure 
at  the  surface  of  separation,  as  this  would  lead  to  an  interrup- 
tion of  the  continuity. 

The  hypotheses,  however,  upon  which  these  results  are 
based,  are  never  exactly  realized  in  actual  experience,  and  the 
results  can  only  be  regarded  as  tentative.  Further,  they  can 
only  apply  to  an  indefinitely  short  length  of  the  current,  as  the 
viscosity,  which  is  proportional  to  the  surface  of  contact,  would 
otherwise  become  too  great  to  be  disregarded. 

5.  Applications  of  Bernottilli's  Theorem. — If  a  glass  tube, 
open  at  both  ends,  and  called  a  piezometer  {nieQeiv^  to  press; 

pterpoVf  a  measure)  is  inserted 
vertically  in  the  current.  Fig.  2, 
at  a  point  -A^,  s  ft.  above  the  point 
O  in  the  datum  line,  the  water 
will  rise  in  the  tube  to  a  height 
i^A'' dependent  upon  the  pressure 
at  N,  The  effect  of  the  eddy 
motion,  produced  at  iV by  obstruct- 
ing the  stream-lines,  maybe  dimin- 
ished by  making  this  end  of  the 
tube  parallel  to  the  direction  of 
flow.  Disregarding  the  effect  of 
the  eddies  and  taking  /  and  /^  to 
be  the  intensities  of  the  pressure  at  N  and  of  the  atmospheric 
pressure,  respectively,  then, 


1^ 


o 
Fig.  2. 


w 
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IS 


and  therefore 


^+^  = 


w 


'  '   w 


=  ON-\-MN-\- 


'   w 


W 


.(5> 


The  locus  of  all  such  points  as  J/  is  often  designated  *  *  the 

ft 

line  of  hydraulic  gradient,  *  *  or  the  *  *  virtual  slope,  * '  terms  also 
used  when  friction  is  taken  into  account. 

Let  the  two  piezometers  AB^  CD,  Fig.  3,  be  inserted  in 
the  current  at  any  two  points  B  and  D,  z^  ft.  and  s.^  ft. 
respectively  above  the  points  E  and  F  in  the  datum  line. 


Fig.  3. 


Let  /,  be  the  intensity  of  the  pressure  at  B  in  pounds  per 
square  foot,  p^  that  at  D,  and  let  the  water  rise  in  these  tubes 
to  the  heights  BA,  DC,     Then, 


w 


+  AE=z,+ 


A 


and 


A  +  c^  =  ^,  +  A, 
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and  therefore 

(^.  +  S)  -  (^« + ^)  =  ^^ -  ^^=  ^^'  •  (6) 

the  line  AG  being  parallel  to  the  datum  line. 

Thus,  [2^  +  ^\  —  (^,  +  -*)  is  equal  to  the  fall  of  the  free 

surface  level  between  the  points  B  and  D, 

Let  7\y  v^  be  the  velocities  of  flow  at  B  and  I),     Then,  by 
Bernouilli^s  theorem, 

""»  +  "^  +  2^  =  ""^  +  ^  +  ^'      •     •     •     (7) 
and  therefore  the  fall  of  free  surface  level  between  B  and  D 


{" + a  -  ('. + 'i) = ^ 


2  _  y. « 
*  1 


2^ 

Equation  (7)  may  also  be  written  in  the  form 

so  that  the  velocity  at  D  is  equal  to  that  acquired  by  a  body 
with  an  initial  velocity  v^  falling  freely  through  the  vertical 
distance  CG, 

Froude  illustrated  Bcrnouilli's  theorem  experimentally  by 
means  of  a  tube  of  varying  section,  Fig.  4,  conveying  a  current 
between  two  cisterns.  The  pressure  at  different  points  along 
the  tube  is  measured  by  piezometers,  and  it  is  found  that  the 
water  stands  higher  and  the  pressure  is  therefore  greater, 
where  the  cross-section  is  larger  and  the  velocity  consequently 
less.  Reynolds  illustrates  the  principle,  that  the  pressure  in  a 
frictionless  pipe  of  varying  section  increases  and  diminishes 
with  the  section,  by  forcing  water  at  a  high  velocity  through  a 
i-in.  pipe  drawn  down  in  the  middle  to  a  bore  of  .05  inch.     At 
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this  point  the  pressure  is  so  much  diminished,  that  the  water 
hisses  and  boils.  To  the  same  cause  is  due  the  hissing  sound 
heard  in  water-injectors  and  in  partially  opened  valves.  If  the 
section  of  the  throat  at  A  is  such,  that  the  velocity  is  that 
acquired  by  a  body  falling  freely  through  the  vertical  distance 


/  ■-. 


Fig.  4. 

A  between  A  and  the  surface  level  of  the  water  in  the  cistern, 
and  if  /  be  the  pressure  at  A ,  and  s  the  elevation  of  A  above 
datum,  then,  neglecting  friction, 

'   w    '    2^  '        '    «/ 

But  7'*  =  2gh,  and  therefore  f  =z  p^,  so  that  the  pressure 
at  A  is  that  due  to  atmospheric  pressure  only.  Thus,  a 
portion  of  the  pipe  in  the  neighborhood  of  A  may  be  removed, 
as  in  the  throat  of  the  injector. 

Again,  let  the  cross-section  in  the  throat  at  B  be  less  than 
-,   that  3t  A,     The  pressure  at /?  will  be  less  than  the  atmos- 
*    pheric  pressure,  and  a  column  of  water  will  be  lifted  up  in  the 
curved  piezometer  to  a  height  //'. 

Let  a^ ,  iT, ,  /j ,  7'j  be  the  sectional  area,   elevation  above 

datum,  pressure,  and  velocity  at  B. 
Let  <ij,  ^j,  /j,  7'j  be  similar  symbols  at  E, 
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Then 

p 
Put  H^zzi  ^2  -}-  -  * ,  the  height  above  datum  to  which  the 

water  is  observed  to  rise  in  the  piezometer  inserted  at  E^  and 
also  let  H,  =  s,+^  -^  h\     Then 

I  7'.'  a?  —  a? 


2g^  '  "         2g-       a^ 

since  a{o^  =  a^\ ,  a^  being  the  sectional  area  at  E,     Therefore 

an  equation  giving  the  theoretical  velocity  of  flow  at  the 
throat  B.  Hence  the  theoretical  quantity  of  flow  across  the 
section  at  i?  is 


This  is  the  principle  of  the  aspirator  and  also  of  the  Venturi 
water-meter,  which,  as  now  used,  is  said  to  be  correct  to 
within  \  per  cent. 

The  actual  quantity  of  flow  is  found  by  multiplying  equa- 
tion (10)  by  a  coefficient  C,  whose  value  is  to  be  determined 
by  experiment  and  may  be  taken  to  be  approximately  unity 

If  the  pressure  at  E  is  positive,  then  H^  is  merely  tlic 
height  to  which  the  water  is  observed  to  rise  in  an  ordinary 
piezometer  inserted  at  E, 

Again,  Froude  also  points  out  that  when  any  number  of 
combinations  of  enlargements  and  contractions  occur  in  a  pipe, 
the  pressures  on  the  converging  and  diverging  portions  of  the 
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pipe  will  balance  each  other  if  the  sectional  areas  and  direc- 
tions  of  the  ends  are  the  same. 

Ex.  I.  One  cubic  foot  of  water  per  second  flows  steadily  through  a 
frictionless  pipe.  At  a  point  A,  100  ft.  above  datum,  the  sectional  area 
of  the  pipe  is  .125  sq.  ft.,  and  the  pressure  is  2500  lbs.  per  sq.  ft.  Find 
the  total  energy  at  A  per  cubic  foot  of  water.  At  a  point  B  in  the  datum 
]ine,  the  pressure  is  1250  lbs.  per  sq.  ft.  and  the  sectional  area  .062$ 
sq.  ft.     Find  the  loss  of  energy  per  cubic  foot  of  water  between  A  and  B. 

The  velocity  of  flow  2XA  =  =  8  ft.  per  sec 

The  total  energy  at  A  per  cubic  foot  of  water 

2500        8*  -    ,. 

=  ,00+    ^'^r  +  g^  =  141  ft,.lbs. 

The  velocity  of  flow  at  -5  =  —7—  =  16  ft.  per  sec. 
The  total  energy  at  B  per  cubic  foot  of  water 

1250        16'  .     ,. 

Hence,  the  loss  of  energy  between  A  Sind  B  per  cubic  foot  of  water 

=  141  —  24  =  117  ft.-lbs. 

Ex.  2.  A  horizontal  frictionless  pipe,  in  which  the  pressure  is  100  lbs. 
per  square  inch,  gradually  contracts  to  a  throat  of  one  tenth  of  the' 
diameter  and  then  again  gradually  enlarges  to  a  pipe  of  uniform  diame- 
ter.    What  will  be  the  maximum  velocity  of  flow  at  the  throat  ? 

The  velocity  at  the  throat  will  be  greatest  when  the  pressure  there 

is  nil.     Hence,  if  v  is  the  throat  velocity  and  therefore  —  the  pipe 

100 

velocity, 

100  X 


144     I  /  V  y__       z^ 

■*■  64\T^y  -  °  ■*■  64' 


62i 
and  V  =  121.437  ft.  per  sec. 

6.  Rotation  of  a  Flttid. — In  any  stream-line  moving  freely 
in  space,  let  ABCD  be  an  element  of  mass  m  and  normal 
thickness  </«(=  BC^.  It  is  acted  upon  by  the  pressures  on 
AD  and  BC^  a  pressure  of  intensity/  on  the  area  AB(=  a), 
a  pressure  of  intensity  /  +  ^  on  the  area  CD,  its  weight  m^ 


i8 


ROTATION  OF  FLUIDS. 


inclined  at  an  angle  a  to  the  normal,  and  the  centrifugal  force 
f«— ,  r  being  the  radius  of  curvature. 

T 


-a. 


''-v 


Fig.  5. 


Resolving  along  the  normal, 


a  ,ap  —  nt mg  cos  flf  =  o, 


or 


a.  dp—  m\^—  +  ^  cos  aj  = 


z£/rtr .  dn  tv^ 


(7  +^cosaj,* 


or 


dp        w{i?  \ 


dn       g\r 

If  the  stream-line  is  in  a  horizontal  plane,  a  =  90**,  and 
then, 


dp 

dn 


w  ▼' 


But  by  equation  (4),  Art.  4,  since  z  is  now  constant, 


dH 
dn 


_  1    dp      V  dv_v/v      dv\_2v    ifv  I  dv\ 
~  w  *  dn  '  g '  dn  ~  g^r  "^  dn'  ~  g  *  2  t  "'"  dn' 
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I  /v      dv\ 
The   expression   —I — |-;i~)    ^^    designated    the    average 

angular  velocity,  or  the  rotation  of  the  fluid. 

Again,  if  the  stream-line  is  horizontal  and  is  also  circular,- 

dB  =  dr,  and 

dp  _  w  v' 

dr  "  g7' 

a  differential  equation  connecting  the  pressure  and  the  velocity. 
If  V  is  a  known  function  of  r,  the  pressure  can  be  at  once 
determined. 

7,  Whirling  Fluids. — Let  a  fluid  mass  whirl  like  a  rigid 
body  about  a  vertical  axis  YY,  with  an  angular  velocity  g?. 

Consider  the  relative  equilibrium  of  an  element  of  mass  m 


V  . 


--^mw"» 


mg 


Fig.  6. 


at  P  distant  x  horizontally  from  the  axis  and  y  vertically  from 
the  origin  O  in  YY, 

Take  PA  horizontally  to  represent  the  centrifugal  force 
viGo^Xf  and  PB  vertically  to  represent  the  weight  w^.  The 
remaining  forces  must  be  equal  and  opposite  to  the  resultant  of 
these  two  forces,  viz.,  the  diagonal  PC  of  the  parallelogram 
AB,     The  magnitude  of  this  resultant  is 


PC  =  V(wj^f  +  (maJ^xy 


=  ^«.fY  I 


+ 


co*x^ 
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Its  slope,  a,  is  given  by 


^  =  tan  a  =  -  * 


dx 


moS^x 


ojf^x' 


Integrating, 


-y^  -^  l^g.^+  <^» 


c  being  a  constant  of  integration. 

Thus  an  infinite  number  of  logarithmic  curves  can  be  drawn 
such  that  the  tangent  at  any  point  in  any  one  of  the  curves  is 
in  the  direction  of  the  resultant  force  at  that  point.  These 
curves  are  called  lines  of  force ^  and  the  surfaces  cutting  these 
lines  of  force  orthogonally  are  designated  level  or  equipotential 
surfaces. 

If  fi  is  the  slope  of  a  level  surface,  then 


tnc^x        oi^x 


dy 
+  ^  =  tan  /?  =  cot  a  = 

Integrating, 

c  being  a  constant  of  integration. 

Thus  the  level  surfaces  are  paraboloids  of  revolution. 

For  the  free  surface  this  result  is  obtained  more  simply  as 
follows :  The  fluid  element  of  mass  m  in  the  free  surface  at  P 


>m€ox 


Fig.  7. 


is  kept  in  relative  equilibrium  by  (a)  the  centrifugal  force  fnoe^x^ 
(b)  its  weight  mg,  and  {c)  the  fluid  pressures,  which  must  neces-* 


EXAMPLES.  2 1 

sarily  have  a  resultant  normal  to  the  free  surface  at  P.  Draw- 
ing the  horizontal  PN  and  the  normal  PG  to  meet  the  axis  of 
rotation  in  N  and  G,  PNG  is  evidently  a  triangle  of  forces^. 

-    ,       ^       NG         mg         NG        ,   ^^^       g 
and  therefore  -=rxr^  =  — ^^^  = »  and  A(7  =  —-,  a  constant. 

/</V  fnOirX  X  GOT 

Thus,  the  sub-normal  is  constant,  and  the  free  surface  must  be 
a  paraboloid  with  its  vertex  at  the  point  O  where  the  free 
surface  cuts  the  axis  of  rotation. 

Ex.  I.  Deduce  the  law  of  pressure  variation  {a)  for  water  in  a  vessel 
moving  slowly  towards  a  hole  in  the  centre,  the  stream-lines  being  ap- 
proximately horizontal  circles  and  the  velocity  of  any  fluid  particle 
inversely  as  its  distance  from  the  axis  {b)  for  water  rotating  as  a  rigid 
body  about  an  axis  (as  in  a  full  centrifugal  pump  before  delivery  com- 
mences), the  velocity  of  any  fluid  particle  being  directly  proportional  to- 
ils distance  from  the  axis. 

(a)  Take  v  =  — ,  then 

r 


\  dp  _    I  z/«  _  1  a* 
tu  (ir  ~'  g   r  "^  g  r* ' 

Therefore                          —  =c r  =r 

{b)  Take  v  z=,  br,  then 

I  dp  _\  v"       I 

.    =           =     err, 
w  dr       g  r       g 

Therefore                          ^  -  ^  +    *  ^r"  - 

(f  + 

W  2g  Ig 

Ex.  2.  A  cylindrical  vessel,  lo  ft.  in  height  and  i  ft.  iii  diam.,  is  half 
full  of  water.  Find  the  number  of  revolutions  per  minute  which  the 
vessel  must  make  so  that  the  water  may  just  reach  the  top.  the  axis  of 
revolution  being  coincident  with  (a)  the  axis  of  the  vessel,  {b)  a  gen- 
erating line. 

(a)  The  free  surface  of  the  water  is  the  paraboloid  POP,  Fig.  8,  with 
its  vertex  at  O,  since  the  vol.  of  the  paraboloid 

=  \  vol.  of  circumscribing  cylinder, 

=  vol.  of  water  in  vessel. 

-.,  £        AT^       latus  rectum       i    PN^       i 

Then  -^  =  NG  = = rr— ^  =  —. 

fli?  2  2     ON        8o' 


and  0}=  ^32  X  80  =:  16V10. 
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The  linear  speed  of  the  rim  at  P  =  ^co  =  84/10, 
and  the  number  of  revols.  per  min.   =  —^ — til?  = 


X    I 


482.96. 


?^ 


■J 


I  .1 

Fig.  8.  Fig.  9. 

(d)  The  free  surface  is  now  tlie  paraboloid  OP,  with  its  vertex  at  O, 
Fig.  9. 

il  -  L  ^^' ^ 

CO*   ~  2    ON  ~~   20  * 


Then 


and 


a)  =  4/640  =  84/io. 


Thus  the  number  of  revols.  per  min.  =  -^^  2»     ■     ~  241.48. 


2  . 


.  I 


8.  Orifice  in  a  Thin  Plate. — If  an  opening  is  made  in  the 
wall  or  bottom  of  a  tank  containing  water,  the  fluid  particles 
irnmediately  move  towards  the  opening,  and  arrive  there  with 
a  velocity  depending  upon  its  depth  below  the  free  surface. 
The  opening  is  termed  an  **  orifice  in  a  thin  plate,*'  when  the 
water  springs  clear  from  the  inner  edge,  and  escapes  without 
again  touching  the  sides  of  the  orifice.  This  occurs  when  the 
bounding  surface  is  changed  to  a  sharp  edge,  as  in  Fig.  10, 
and  also  when  the  ratio  of  the  thickness  of  th«  bounding  sur- 
face to  the  least  transverse  dimension  of  the  orifice,  does  not 
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exceed  a  certain  amount  which  is  usually  fixed  at  unity,  as  in 
Figs.  II  and  12. 

Owing  to  the  inertia  acquired  by  the  fluid  filaments,  there 
^11  be  no  sudden  change  in  their  direction  at  the  edge  of  the 
orifice,  and  they  will  continue  to  converge  to  a  point  a  little 
in  front  of  the  orifice,  where  the  jet  is  observed  to  contract  to 
the  smallest  section.     This  portion  of  the  jet  is  called  the  vena 


Fic.  II. 


Fig.  12. 


€ontracta^  or  contracted  vein,  and  the  fluid  filamentsflow  across 
the  minimum  section  in  sensibly  parallel  lines,  so  that  here,  if 
the  motion  is  steady,  Bernouilli's  theorem  is  applicable. 

The  dimensions  of  the  contracted  section  and  its  distance 
from  the  orifice  depend  upon  the  form  and  dimensions  of  the 
-orifice  and  upon  the  head  of  water  over  the  orifice. 

Let  Fig.  1 3  represent  the  portion  of  the  jet  between  a  cir- 
cular orifice  of  diameter  AB  and  the  contracted 
^  section  of  diameter  CD^  EF  being  the  distance 
between  AB  and  CD,  Then,  taking  the  average 
results  of  a  number  of  observations,  it  is  found  that 
AB^  CD  and  EF  are  in  the  ratios  of  100  to  80  to 


50. 

Fig.  13.  Thus  the  areas  of  the  contracted  section  and  of 

the  orifice  are  in  the  ratio  of  16  to  25,  and,  generally  speaking, 
this  is  assumed  to  be  the  ratio  whatever  may  be  the  form  of 
:ihe  orifice. 


94  TORRICELLI'S   THEOREM. 

9.  Torricelli's  TheoKm. — Let  Fig.  14  represent  a  jet 
issuing  from  a  thin-plate  orifice  in  the  side  of  a  vessel  contain- 
ing water  kept  at  a  constant  level  AB 

Let -Y!^  be  the  datum  line,  jWA'' the  contracted  section,  and 
consider  any  stream-line  mn,  m  being  in  a  region  where  the 


velocity  Is  sensibly  zero,    and   «  in   the   contracted  section. 
Then,  by  Bernouilli's  theorem,  the  motion  being  steady, 

^+^_L.^  =  ^  +  ^_|_™.         .       .        .       (1), 

p,  /,  being  the  pressures  at  «  and  m,  and  z^  s.  their  elevations 
above  datum.     Hence 

If  the  flow  is  into  the  atmosphere, 

/  =.  the  atmospheric  pressure  =  p^,  and 
■Px'=  ^  ■  *^  +  A  ■ 
O  being  the  point  in  which  the  vertical  through  m  intersects 
the  free  surface.     Thus 

7g  =  2|-2+0m  =  h *3> 

ll  being  the  depth  of  n  below  the  free  surface. 
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The  result  given  by  equation  (3)  was  first  deduced  hy 
Torricelli. 

The  depth  below  the  free  surface  is  very  nearly  the  same 
for  all  points  of  the  contracted  vein,  and  the  value  of  v  as 
given  by  (3)  is  taken  to  be  the  theoretical  mean  velocity  of 
flow  across  the  contracted  section. 

Equation  (3)  is  equivalent  to  the  statement  that  when  the 
orifice  is  opened,  the  hydrostatic  energy  of  the  water,  viz., 
ll  ft. -lbs.  per  pound,  is  converted  into  the  kinetic  energy  of 

V* 

• —  ft. -lbs.   per  pound.     Thus,  if  the  jet  is  directed  vertically 

o 

upwards,  it  will  very  nearly  rise  to  the  level  of  the  free  surface, 
and  would  reach  that  level  were  it  not  for  air  resistance,  or  for 
viscosity,  or  for  friction  against  the  sides  of  the  orifice,  or  for  a 
combination  of  these  retarding  causes. 

If  the  jet  issues  in  any  other  direction,  it  describes  a  para- 
bolic arc  of  which  the  directrix  lies  in  the  free  surface. 

Let  OTVf  Fig.  15,  be  such  a  jet,  its  direction  at  the  orifice 
at  O  making  an  angle  a  with  the  vertical.     With  a  properly 


Fig.  15. 


formed  orifice  a  greater  or  less  length  of  the  jet  will  have  the 
appearance  of  a  glass  rod,  and  if  this  portion  were  suddenly 
solidified  and  supported  at  the  ends,  it  would  stand  as  an  arch 
Without  any  shearing  stress  in  normal  sections 
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Again,  the  horizontal  component  of  the  velocity  of  flow  at 
any  point  of  the  jet  is  constant  (=  v  sin  a),  so  that,  for  the 
unbroken  portion  of  the  jet,  equidistant  vertical  planes  will 
intercept  equal  amounts  of  water, -and  the  height  of  the  C.  G. 
of  the  jet  above  the  horizontal  line  OV,  will  be  two  thirds  of 
the  height  of  the  jet. 

10.  Efflux  through  an  Orifice  in  the  Bottom  or  in  the 
Side  of  a  Vessel  in  Motion. — If  a  vessel  containing  water  2  ft. 
deep  ascend  or  descend  vertically  with  an  acceleration  /,  the 
pressure  /  at  the  bottom  is  given  by  the  equation 


/y  being  the  atmospheric  pressure.     Therefore 


a 


D 


/-/« 


w 


= i'  -  9- 


Before   an   orifice    is    opened,    if 

^^      the  heavier  vessel  is  reduced  to  rest 

^^^'^  by  applying  an  upward  acceleration 

/y  the    pressure  at  the   depth   js   is 

changed    from   ivju    to    wAi  -| — j, 
while  in  the  other  vessel  it  would  be 

If  now  an  orifice  is  opened  at  the  bottom,  the  velocity  of 
efflux  7'  is  still  taken  as  being  due  to  the  head  of  the  pressure 
/,  and  therefore  by  Torricelli's  Theorem 


Fig.  16. 


changed  from  ws  to  wail ). 


V2 


=  '(■  -  D- 


g 


Let  W^  be  the  weight  of  the  vessel  and  water,  and  let  the 
vessel   be    connected    with    a  counterpoise   of  weight   JV^  by 
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means  of  a  rope  passing  over  a  pulley.     Then  by  Newton's 
second  law  of  motion,  and  neglecting  pulley  friction, 


vv. 


2  WW 

Zbeing  the  tension  of  the  rope.   Therefore,  also,  7"=  *     ^ 


Next  let  a  cylindrical  vessel. 
Fig.  17,  of  radius  r  and  containing 
water,  rotate  with  an  angular  ve- 
locity CO  about  its  axis,  Art.  7.  The 
surface  of  the  water  assumes  the 
form  of  a  paraboloid  with  its  vertex 
at    O   and   its    latus    rectum    equal 

to  -J.      If  an  orifice  is  made  at  Q 


u\  +  w; 


t — -r — » 


in  the  side  of  the  vessel,  at  a  verti-  Fig.  17. 

cal  distance  ^  from  O,  the  water  will  flow  out  with  a  velocity 

7'  due  to  the  head  of.  pressure  at  the  orifice.      This  head  is  PQ^ 

•and 

the  sign  being  plus  or  minus^^  according  as  the  orifice  is  below 
or  above  0.     Hence,  by  Torricelli's  theorem, 


v' 


oJ^t^ 


^g        2^ 


±  ^, 


or 


V*  =   cJ^l^  ±  2gZ. 


II.  Application  to  the  Flow  through  a  Frictionless  Pipe 
of  Gradually  Changing  Section  (Fig.  18). — Let  the  pipe  be 
supplied  from  a  mass  of  water  of  which  the  free  surface  is  H  ft, 
above  datum. 
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Let  a^y  p^y  z\  be  the  sectional  area,  pressure,  and  velocity 

of  flow  at  any  point  A,  ^,  ft.  above  datum 
and  A,  ft.  below  the  free  surface. 

Let  a^,  p^y  v^  be  similar  symbols  for   a  second  point  B^ 

z^  ft.  above  datum  and  h^  ft.  below  the 
free  surface. 


Fig.  I 8. 


Then  by  the  condition  of  continuity, 


a^v^  =  ^2^,, 


and  by  Torricelli's  theorem, 


V 


2g  >^ 


A- A 


w 


and 


2^  2    •  W 


Hence 


V 


A 


1-4.  ^1.  4.^  =^  4-A  4--^  =  //'4-<l 


=  ^  +  A^  +  A  =  :^«-  +  A  ^ 
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)  that  BernouilH's  theorem,  viz., 


■■  H  -\ — "  =  a  constant, 


holds  true  for  the  assumed  conditions. 

12.  Hydranlic  Coeffitients. — These  are  coefficients  intro- 
duced to  correct  the  discrepancies  between  the  results  deduced 
by  theoretical  considerations  and  the  actual  results  of  practice. 

Numerous  experiments  have  been  made  to  determine  the  values  of 
these  coefficients,  and  with  the  same  object  in  view,  special  apparatus 
has  been  designed  and  installed  in  the  hydraulic  laboratory  of  McGill 
University.  A  main  feature  of  this  apparatus  is  a  cast-iron  tank,  square 
in  section,  28  ft.  in  height,  and  having  a  sectional  area  of  25  sq,  ft. 
Care  has  been  taken  to  make  the  inside  surfaces  of  the  tank  perfectly 
flush,  and  to  this  end  the  flanges,  by  which  the  several  sections  are 
bolted  together,  are  placed  on  the  outside. 

The  valve.  Fig.  19,  in  the  side  of  the  tank  is  a  gun-metal  disc  {  in.  in 
thickness  and  34  ins.  in  diameter,  fitted  into  a.  recess  of  the  sarae  di- 
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in  a  cast-iron  cover-plate,  with  gUn-metal  bearing  faces,  form- 
ing a  water-tight  joint  for  the  face  of  the  disc.  This  cover-plate  is 
bolted  to  an  opening  in  the  front  of  the  tank,  and  the  inner  faces  of 
the  cover-plate  and  disc  are  flush  with  ttie  inner  surface  of  the  tank. 
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In  the  disc,  and  on  opposite  sides  of  the  centre,  there  are  two  screwed 
openings,  the  one  3  ins.  and  the  other  7  ins.  in  diameter.  By  rotating^ 
the  disc  each  opening  can  be  made  concentric  with  a  screwed  7\-'\n^ 
opening  in  the  body  of  the  valve.  The  disc  is  rotated  by  means  of  a 
spindle  through  its  centre,  passing  through  a  gland  in  the  front  of  the 
valve  body,  and  operated  by  a  lever  on  the  outside.  Gun-metal  bushes,, 
with  the  required  orifices,  are  screwed  into  the  disc  openings,  and  whea 
screwed  home  have  their  inner  surfaces  flush  with  the  valve  surface,  and 
therefore  with  the  inside  surface  of  the  tank.  By  means  of  a  simple 
device,  these  bushes  can  be  readily  removed  and  replaced  by  others 
without  the  loss  of  more  than  a  pint  of  water.  A  cap  with  a  central 
gland  is  screwed  into  the  7i-in.  opening  of  the  valve  body  and  forms  a 
practically  water-tight  cover.  The  valve  is  rotated  so  as  to  bring  the 
bush  opposite  the  opening,  and  it  is  then  unscrewed  by  means  of  a 
special  key  projecting  through  the  cap-gland.  The  valve  is  now  turned 
back  until  the  opening  is  closed,  when  the  cap  is  unscrew^ed,  the  bush 
taken  out,  and  another  put  in  its  place.  The  cap  is  agam  screwed  into, 
position,  the  valve  rotated  until  the  openings  in  the  disc  and  tank-side 
are  concentric,  when  the  bush  is  screwed  home  by  the  key. 

A  gun-metal  bush  screwed  into  each  of  the  two  openings  in  the 
main  disc,  carries  a  series  of  orifice  plates.  The  larger  bush  takes, 
plates  with  openings  up  to  4  ins.  in  diameter,  and  the  smaller  bush  takes, 
plates  with  openings  up  to  i}  ins.  in  diameter.  The  plates  are  provided 
with  a  shouldered  edge,  which  fits  against  the  corresponding  rim  of  the 
bush,  and  are  screwed  with  the  orifice  in  any  required  position  by  meana 
of  an  annular  screwed  ring  fitting  the  interior  surface  of  the  bushing. 
The  orifice  plates  are  gun-metal  discs,  /^\  ins.  in  diameter  by  \  in.  thick 
for  the  large  bush,  and  2  ins.  in  diameter  by  \  in.  thick  for  the  small 
bush. 

The  utmost  care  has  been  taken  to  form  the  orifices  with  the  greatest 
possible  accuracy.  The  orifices  are  worked  in  the  discs  approximately 
to  the  sizes  required,  and  are  then  stamped  out  with  hardened-stee) 
punches,  the  sizes  of  which  have  been  determined  with  great  exactness 
by  means  of  Brown  &  Sharpe  micrometers.  The  diameters  of  the  ori-^ 
lices  are  also  checked  by  a  Rogers'  comparator  and  a  standard  scale.. 
In  some  cases  a  discrepancy  has  been  found  between  the  sizes  of  the 
die  and  its  orifice,  but  the  size  obtained  for  the  orifice  is  the  one  which 
has  been  invariably  used  in  the  calculations. 

(a)  Coefficients  of  Velocity.  — The  actual  velocity  i'  at  the 

vena    contracta    is    a    little    less  than   Vighy    the    theoretical 

velocity  (Art.  9),   and    the  ratio  of  v  to   V2gh  is  called  the 
coefficient  of  velocity.      Denoting  this  coefficient  by  c^ ,  then, 

7/^   =   C  ^      2  O'/t 

i'  I'm.        .       —^    ^«, 


COEFFICIENT  OF  VELOCITY, 


3^ 


and  the  equations  for  the  velocities  of  discharge  in  the  case  of 
moving  j^essels  (Art.  lo)  become 


and 


2^  =  c^.2{g  ±f)h 


v^  =  c^iurr^  ±  2g2), 


A  mean  value  of  ^j,  for-well  formed  simple  orifices  is  .974. 
Assuming  that  the  face  of  the  orifice  is  vertical  and  that  the 
jet  issues  horizontally  with  a  velocity  of  v  ft.  per  second,  under 
a  head  of  //  ft.  of  water,  and  assuming  also  that  in  /  sees.,  a 


Fig.  20. 

fluid  particle  reaches  a  point  y  ft.  measured  vertically  and  x  ft. 
measured  horizontally  from  the  point  of  discharge,  then,  dis- 
regarding the  effect  of  air  resistance  and  other  disturbing 
causes, 

X  =  vt, 

y  =  hg^, 

and  therefore 

x^        27^         2 

—  =  —  =  -c^2gh  =  ^^h, 

y         g       g 

or 
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If  x'^ ,  jf^  are  the  coordinates  of  the  fluid  particle  in  any  other 
position,  then,  also. 


Hence 


a 


a  — 


X.^  -  X 


4h(yi  -  y)' 


which  is  the  formula  used  in  the  McGill  laboratory  in  the 
experimental  determination  of  coefficients  of  velocity.  The 
position  of  the  jet  is  defined  by  vertical  measurements  from  a 
straight-edge,  supported  horizontally  above  the  jet,  by  a  bracket 
on  the  tank  face  at  one  end,  and  at  the  other  on  a  bearing, 
which  admits  of  a  vertical  adjustment,  Fig.  2 1 . 


Vt^     '     '  «lFt.'     f 


Fig.  21. 


The  straight-edge  is  of  machinery-steel,  is  5  J  ft.  in  length, 
2  J  ins.  in  depth,  |  in.  in  width,  and  is  graduated  so  as  to  give 
the  horizontal  distances  from  the  inner  face  of  the  orifice  plate. 
The  vertical  ordinates  are  measured  by  a  Vernier  caliper 
specially  adapted  for  the  purpose.  The  flat  face  of  the  movable 
limb  is  made  to  rest  upon  the  upper  surface  of  the  straight- 
edge, and  the  caliper-arm  hangs  vertically.  A  bent  piece  of 
wire,  with  a  needle-point,  is  clamped  to  the  other  limb,  and, 
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by  means  of  the  screw  adjustment,  can  be  readily  moved  until 
it  just  touches  the  upper  or  lower  surface  of  the  jet. 

By  means  of  the  above  method,  an  extended  series  of 
experiments  with  J-in.,  ^-in.,  and  i-in.  sharp-edge  orifices,  and 
under  heads  varying  from  6  to  20  ft.,  gave  .99  as  the  average 
value  of  the  coefficient  of  velocity  (c^). 

Let  the  direction  of  the  jet,  Fig.  22,  at  the  point  of  dis- 
charge make  an  angle  a  with  the  horizontal,  and  let  4:^,^1, 


Fig.  22. 


-^21  ^2>    ^^  ^^^   coordinates   defining  the    position   of  a  fluid 
particle  after  intervals  of  /^  sees,  and  /^  sees.      Then 

x^  =  V  cos  a .  /j       and       y^  =  v  sin  a  .  t^  —  igt^^ 


x^=:v  cos  a  .  A 


and        n  =  t'  sin  a  .  /j  — 


-J  —  ^  ^^ .  ,jj       « —       ^2       ^  —  ^  .  ^2 


\gtl 


These  equations  give 


tan  a  = 


^^yx     ^\y% 


^\^2\^2    ""    ^\) 


and 


x,^  sec*  a            2%^           .       ^            x^  sec*  a 
— ^ = =  4A  .  c^  =  ? 


jTj  tan  «  —  >'| 


^2  tan  a  —  ^^j' 


-from*  which  a  and  then  ^.  can  be  calculated. 
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{b)  Coefficient  of  Resistance. — Let  A^  be  the  head  required 
to  produce  the  velocity  v.  Let  h^  be  the  head  required  to 
overcome  the  frictional  resistance.     Then 

//,  the  total  head,  =  //^  +  h^  =  hj^i  +  ^r)> 

where  h^  =  c^i^. 

c^  is  termed  the  coefficient  of  resistance,  and  is  approxi- 
mately constant  for*  varying  heads  with  simple  sharp-edged 
orifices.      Again, 

c^h  =  -—  =  //^. 

2^ 


Hence 


k  =  c^h{\  +  c;). 


and  therefore 


Cv 


I 


so  that  c^  can  be  found  when  c^  is  known,  and  vice  versa. 

(r)  Coefficient  of  Contraction. — The  ratio  of  the  area  a  of 
the  vena  contracta  to  the  area  A  of  the  orifice  is  called  the 
coefficient  of  contraction,  and  may  be  denoted  by  c^. 

The  value  of  c^  must  be  determined  in  each  case,  but  in 
sharp-edged  orifices  an  average  value  of  c^. ,  as  already  pointed 

out,  is  —  =  .64.      C ceteris  paribus^  c^  increases  as  the  orifice 

area  and  the  head  diminish. 

The  following  are  some  of  the  conditions  which  tend  to- 
modify  the  value  of  ^^: 

(i)  The  contraction  is  imperfect  and  will  be  suppressed 
over  the  lower  edge  of  a  square  orifice  at  the  bottom  of  a 
vessel,  and  over  a  side  as  well  if  the  orifice  is  in  a  corner.  In 
fact,  the  contraction  is  more  or  less  imperfect  for  any  orifice 
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—   — 


Fig.  23. 


v^ithin  three  diameters  from  the  side  or  bottom  of  the  vessel. 
Thus,  the  cross-section  of  the  vena  contracta  is 
increased,   and  experiment  shows  that  the  dis- 
charge is  also  increased. 

(2)  c^  is  increased  or  diminished  according  as 
the  surface  surrounding  the  orifice  is  convex  or  — 
concave  to  the  interior  of  the  vessel. 

(3)  The  contraction  is  imperfect  and  c^  is  increased,  if  the 
orifice  is  placed  in  a  confined  part  of  the  vessel,  or  if  the  water 
approaches  the  orifice  through  a  channel,  as  in  Fig.  23,  the 
velocity  of  the  fluid  filaments  being  thereby  considerably 
increased. 

(4)  If  the  inner  edge  of  an  orifice  is  rounded,  as  shown  by- 
Figs.    24  and  25,  the  contraction   is  more  or  less  imperfect. 


u^ 


%; 


Fig.  24. 


m 

Fig.  25. 


The  value  of  c^  varies   from  .64  for  a  sharp-edged  orifice  to 
very  nearly  unity  for  a  perfectly  rounded  orifice. 

.  (5)  The  contraction  is  incomplete  when  a  border  or  rim  is 
placed  round  a  part  of  the  edge  of  the  orifice,  projecting 
inwards  or  outwards.     According  to  Bidone, 

c^  =  .62(1  -j-  .152-)  for  rectangular  orifices, 
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and 

I  n\ 

c^  =  .62 1 1  -f-  .128— i  for  circular  orifices, 

n  being  the  length  of  the  edge  of  the  orifice  over  which  the 
border  extends,  and  /  the  perimeter  of  the  orifice. 

(6)  If  the  sides  of  the  orifice  are  curved  so  as  to  form  a 
bell- mouth  of  the  proportions  shown  by  Fig.  26,  and  corre- 

•— r 

I 

I 
i 

I 

I 


Fig.  26. 

sponding  approximately  to  the  shape  of  the  vena  contracta^ 
"the  whole  of  the  contraction  will  take  place  within  the  bell- 
mouth,  and  c^  is  unity  if  the  area  of  the  orifice  is  taken  to  be 
the  area  of  the  smaller  end. 

For  such  an  orifice  Weisbach  gives  the  following  table  of 
-values  of  r^: 

Head  over  Orifice  in  Feet.  e^ 

.66 959 

1.64 967 

11-48 975 

55-77 994 

337.93 994 

The  dimensions  of  the  jet  at  the  con- 
tracted section  or  at  any  other  point,  may 
be  directly  measured  by  means  of  set- 
screws  of  fine  pitch,  arranged  as  in  Fig. 
27.  The  screws  are  adjusted  so  as  to 
touch  the  surface  of  the  jet,  and  the  dis- 
tance between  the  screw-points  is  then 
Fig.  17.  measured. 
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Measurements  of  very  great  accuracy  can  be  made  with  the  jei- 
measurer.  Fig.  28,  designed  and  constructed  in  the  McGill  laboratories 
which  may  be  described  as  follows — One  end  of  a  horizontal  2-in.  bar 


Fig.  28. 

is  attached  to  the  front  of  the  tank  (Fig.  28)  and  the  other  is  supported 
on  a  frame  bolted  to  the  sides  of  the  flume.  A  split  sleeve  slides  along 
this  bar  and  may  be  clamped  by  a  tightening  screw  in  any  desired  posi- 
tion. Uf)on  the  cross-head  there  is  another  split  boss,  or  sleeve,  through 
which  a  second  bar  passes  at  right  angles  to  the  first,  smd  carries  a  sim- 
ilar cross-head  to  that  on  the  2-in.  bar,  so  that  provision  is  made  for  a 
rough  adjustment  in  a  vertical  plane.  Through  the  latter  cross-head 
passes  a  smaller  bar.  and  along  this  bar  slides  a  third  adjustable  cross- 
head,  or  caliper-holder,  by  wiiich  the  caliper  can  be  swung  round  anrJ 
receive  its  final  adjustment.  For  the  measurements  a  12-in.  Brown  & 
Sharpe  vernier  caliper  is  used.  A  capstan  head  rod  is  clamped  to  each 
leg  and  can  be  swivelled  through  any  angle.  Steel  needle-pointers  are 
inserted  in  the  heads,  and  are  clamped  in  such  position  as  may  be  re- 
quired.     In  making  a  measurement  the  steel  points  are  first  made  to- 
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touch  and  the  corresponding  readings  taken.  The  points  are  then  sep^ 
arated  by  sliding  the  caiiper-heads  apart.,  and  the  whole  apparatus  is 
moved  into  position.  The  points  are  finally  adjusted  so  as  to  touch  the 
surfaces  of  the  jet  at  opposite  points,  and  readings  are  again  taken. 
From  the  two  sets  of  readings  the  transverse  dimension  of  the  jet  can  be 
at  once  determined,  to  the  one-thousandth  of  an  inch,  and  at  any  point 
between  72  ins.  and  i  in.  from  the  inner  surface  of  the  orifice-plate. 
Rigidity  in  the  apparatus  is,  however,  most  essential. 

(^)   Coefficient   of  Discharge. — If   Q  is  the  discharge    in 
cubic  feet  per  second  across  the  contracted  section,  then 

(2  =  <^7;  =  c.Ac^yzgh  =  cA  V2g/i, 

where  c  =  c^c^,  is  the  coefficient  of  discharge  and  is  to  be 
determined  by  experiment. 


Fig.  29. 

In  the  experiments  made  in  the  McGill  laboratory,  the  water,  on  leav- 
ing the  orifice,  passes  either  to  waste,  or  to  the  measuring  tank  through 
a  bifurcated  galvanized-iron  tubing,  supported  in  a  pivoted  frame. 
Fig.  29.  The  water  is  first  run  to  waste  through  one  of  the  branches 
until  a  steady  head  has  been  obtained,  and  the  frame  is  then  rapidly 
swung  through  a  small  angle  by  means  of  a  lever,  when  the  water  passes 
througii  the  other  branch  to  the  tank.     As  soon  as  the  tank  is  suffi- 
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<:ient]y  (u\\,  the  frame  is  swung  back  and  the  water  again  runs  to  waste. 
At  first  the  water  discharged  from  the  tank  was  replaced  by  water  ad* 
milted  into  the  top  of  the  tank  through  a  hose  terminating  in  a  rose 
submerged  just  below  the  surface.  Aitnougti  the  utmost  care  had  been 
taken  in  the  design  of  this  rose  to  reduce  the  eddy  motion  at  efflux  to  a 
Tninimum.  there  was  always  an  appreciable  disturbance.  The  hose  was 
therefore  extended  until  the  rose  lested  on  tne  Dottom  of  the  tank,  8 
feet  below  the  orifice  ,  with  this  arrangement  a  series  of  orifice-flow 
•experiments  were  made,  the  time  in  eacn  case  being  the  mean  of  that 
^iven  by  two  stop-watches  and  the  values  of  the  coefficients  of  dis- 
charge are  given  in  Tables  A  and  B. 

Table  A. 

TRIANGULAR  ORIFICE   OF  .05   SQ.  IN.  AREA  AND  REMAINING 

ORIFICES   OF   .0625  SQ.   IN.  AREA 


Head 

in 
Feet, 


I 

2 

4 
6 

8 

10 
12 

14 
i6 

i8 

20 


Circular. 


Equilateral  Tri- 
andfle  with 

Horizontal  Baxe 
Uppermos:. 


Square  with 
Vertical  Sides. 


T 

S 

T 

S 

T 

678 

.620 

.657 

.63* 

-643 

61S 

.613 

.646 

.623 

.63-4 

610 

.605 

.628 

.616 

.620 

607 

.601 

.628 

.613 

.615 

606 

.601 

.621 

.610 

.613 

604 

.600 

.618 

.608 

.612 

603 

•598 

.617 

.607 

.611 

602 

.598 

.617 

.607 

.610 

602 

.598 

.616 

.606 

.609 

601 

•597 

.6x5 

.605 

.607 

601 

.597 

615 

.605 

.607 

s 
,627 
.621 
.615 
.612 
.6oq 
.608 
.607 
.606 
.606 
.605 
.604 


Rectangle  with 
Vertical  Sides 
Equal  to  Four 

Times  the  Width 


Rectanele  with 

Vertical  Sides 

Equal  to  Sixteen 

Times  the  Width 


T 

S 

T 

.662 

.640 

.688 

■643 

.629 

.655 

.631 

.620 

.642 

.627 

.616 

•634 

.624 

.613 

.631 

.621 

.613 

.629 

.621 

.611 

.626 

.620 

.610 

.623 

.619 

.609 

.622 

.618 

.608 

.622 

.618 

.608 

.621 

S 

.671 

.657 
.643 

.636 

.632 
.629 
.627 
.625 
.625 
.623 
.622 


The  presence  of  the  hose  in  the  tank  was  not  satisfactory,  as  it  neces- 
sarily interfered  with  tne  stream-line  motion,  and  therefore  affected  to  a 
greater  or  less  extent  the  values  of  the  coefficient  of  discharge.  The 
hose  was  discarded,  and  the  water  is  now  admitted  into  a  3-inch  cham- 
ber extending  right  across  the  bottom  of  the  tank  and  containing  per- 
forations on  the  lower  surface  through  which  the  water  flows  to  the 
Iwttom  and  is  there  deflected  upwards.  Twelve  inches  above  the  bottom 
the  water  is  made  to  pass  through  a  baffle-plate  perforated  with  f-in. 
holes,  and  6  inches  higher  there  is  a  second  batfie-piate  also  perforated 
with  f-in.  holes.  In  order  to  equalize  as  much  as  possible  the  flow  from 
all  points,  the  pitch  of  the  holes  in  the  upper  plate  was  determined  by 
tiie  projections  on  a  horizontal  plane  of  equal  distances  on  a  sphere  of 
10  ft.  diar.  with  its  centre  at  the  centre  of  the  orifice  of  discharge. 

There  are  two  outlet  pipes  tor  fast  and  slow  discharge,  and  there  are 
Xvro  inflow  pipes,  the  one  3  ins.  and  the  other  i^  ins.  in  diameter.  Each 
of  these  pipes  is  controlled  by  a  stop-valve. 
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Table  B. 
orifices  of  .197  sq.  in.  area. 


Rectanir. 

Recung. 

Rectang-^ 

Bqonateral 

Trianffle 

with  Hori- 

Rectangle 

with 

With 

with 

Head 

Square 

Square 

with  VeriH 

Vertical 

Vertical 

Vertical 

in 

Circi*ia'- 

with 

with 

cai  Sides 

Sides 

Sides 

Sides 

Feet. 

zoDtal  Side 

Vert 

ica. 

Diagronal 

Equal  to 

Bquai  to 

One- 
quarter 
Width. 

Bquai  to 

Equal  to 

Uppermost. 

Sides. 

Vertical. 

Four  Times 
the  Width. 

Sixteen 
limes 

One-six^ 
teenth 

Width. 

Width. 

T 

S 

T         S 

T 

S 

S 

T           S 

S 

S 

S 

I 

.624 

.618 

.627    .627 

.623 

.628 

.623 

.635    .640 

.641 

.658 

.65<> 

2 

.616 

.611 

.620   .621 

•  613 

.621 

.619 

.626    .633 

.632 

.646 

.646. 

4 

.610 

.607 

.615    .615 

.606 

.617 

.614 

.619    .629 

.629 

.     .637 

•637 

6 

.607 

.605 

.613    .613 

.604 

.6x4 

.612 

.616    .625 

.627 

.63* 

.633 

8 

.606 

.604 

.612    .612 

.603 

.612 

.612 

.614    .625 

.625 

.631 

.631 

lO 

.606 

.604 

.611    .611 

.602 

.610 

.611 

.612    .624 

.623 

.630 

.629 

12 

.605 

.603 

.611    .611 

.601 

.610 

.611 

.611    .622 

.622 

.627 

.626 

14 

.604 

.603 

.610  .610 

.600 

.610 

.609 

.611    .622 

.621 

.624 

.625 

i6 

.606 

.602 

.610   .610 

.600 

.610 

.609 

.610   .620 

.621 

.624 

.624 

i8 

.605 

602 

.610   .610 

.600 

.610 

.609 

.609    .620 

.620 

.623 

.623. 

20 

.604 

.601 

.609    .609  .600 

.610 

.609 

.602    .620 

.620 

.622 

.622 

\        N.  B. — In  Tables  A  and  B,  T  indicates  a  thickness  of  plate  of  .  i6-in. ,  > 
\  and  S  indicates  that  the  orifice  is  sharp-edged.  S 

The  time  is  also  measured  electrically.     In  the  forward  and  returr> 
movements,  the  lever,  controlling  the  angular  movement  of  the  galvan- 
izcd-iron  tubing,  makes  and  breaks  an  electric  contact,  so  that  the  inter 
val  of  time  occupied  by  an  experiment  is  registered  on  a  chronograph. 

With  this  new  arrangement,  the  foUowmg  values  for  tiie  coefficient 
of  discharge  have  been  deduced  for  sharp-edged  orifices,  the  area  m  each 
case  being  practically  the  same,  viz.,  .19635  sq.  ins.,  and  equivalent  to 
the  area  of  a  circle  of  4  in.  diameter  : — 


Squ 

are. 

Rec»a 

nffuiar 

Rectangular 

Head 

Circular. 

Ratio  of  Sides  4 :  x. 

Ratio  of  S:des  16  :  x. 

Trian- 

m 

gular 

Feet. 

Sides 

Diagonals 

Lonsr  Side 

Long  Side 

T^nii^  Side 

Lonf?  Side 

Vertical. 

Vertical. 

Vert  ica*. 

Horizontal 

Vert  ica". 

Horizontal 

I 

.6199 

.6267 

.6276 

.6419 

.6430 

.6633 

.6644 

.6359- 

a 

.6131 

.6204 

.6277 

•6335 

.6355 

.6503 

.6510 

.6280 

4 

.6081 

.6162 

.6177 

.6281 

.6293 

.6409 

.6415 

.6228 

6 

.6073 

.6137 

.6156 

•6255 

.6266 

.6368 

.6372 

.  6202- 

8 

.6056 

.6127 

.6138 

.6234 

.6252 

•6342 

.6346 

.6189. 

10 

.6050 

.6116 

.6132 

.6224 

.6240 

.6323 

•6327 

.6183 

12 

.6040 

.6109 

.6123 

.6217 

.6230 

•  6311 

.6314 

.6177 

14 

.6038 

.6104 

.6118 

.6207 

.6222 

•  6304 

6304 

.6176. 

16 

.6032 

.6099 

.6113 

.6203 

.6215 

■  6301 

.6298 

.6171 

18 

.6031 

.6096 

.6110 

.6200 

.6212 

.6299 

.6293 

.6163. 

20 

.6029 

.6094 

.6108 

.6198 

.6210 

.6291 

.6285 

.6160 
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At  least  two  sets  of  measurements  were  made  for  each 
head,  and  the  mean  was  adopted  as  correct,  if  the  results  did 
not  differ  by  more  than  3  in  10,000. 

Numerous '  experiments  with  a  i-in.  sharp-edged  orifice 
give  .6  as  an  average  value  of  the  coefficient  of  discharge  for 
heads  varying  from  i  to  20  ft. 

The  jet  springs  clear  from  the  orifice  in  all  cases  repre- 
sented in  the  above  tables,  and  the  following  inferences  may 
be  drawn  from  an  inspection  of  the  same : — 

(i)  The  coefficient  of  discharge  diminishes  as  the  head 
increases,  but  at  a  diminishing  rate. 

(2)  The  coefficients  for  the  thick-plate  orifices  are  in  all 
cases  greater  than  the  corresponding  coefficients  for  sharp- 
edged  orifices,  excepting  in  the  case  of  the  longest  rectangular 
orifice.  Under  a  head  of  i  ft.  the  coefficient  of  discharge  for 
this  orifice  still  exceeds  that  of  the  same  orifice  with  a  sharp 
edge,  while  for  heads  exceeding  i  ft.  the  coefficient  seems  to  be 
a  little  less,  but  is  practically  the  same.  It  may  be  noted  that 
the  thickness  of  the  plate  is  2.56  times  the  width  of  the  orifice, 
and  the  contraction  for  the  thick-plate  orifice  is  consequently 
increased. 

(3)  The  coefficient  for  rectangular  orifices  seems  to  be 
practically  the  same  whether  the  longest  side  is  vertical  or 
horizontal. 

(4)  The  coefficient  increases  with  the  area  of  the  orifice^ 
excepting  when  the  head  is  very  small.  The  coefficient  for 
orifices  of  small  area  then  rapidly  increases. 

(5)  With  rectangular  orifices,  the  coefficient  increases  as 
the  width  of  the  orifice  diminishes,  i.e.,  as  the  orifice  becomes 
more  elongated. 

The  two  last  results  are  in  accordance  with  similar  results 
deduced  by  Weisbach,  Buff,  and  others. 

Note. — The  manner  in  which  the  head  of  water  in  the  tank  is  defined  is 
both  simple  and  effective.  A  glass  gauge,  of  i|  in.  diar.,  is  fixed  to  the 
tank  by  iron  brackets  and  extends  from  the  top  to  the  bottom.    On  one 
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side  of  the  gauge  there  is  a  brass  scale  graduated  from  a  zero  point  in  the 
same  horizontal  plane  as  the  centre  of  the  orifice  of  discharge.  A  car- 
rier, with  a  horizontal  wire  passing  in  front  of  the  gauge,  slides  up  and 
down»  and  any  required  head  is  obtained  by  bringing  the  necessary  scale 
graduation,  the  surface  of  the  water  in  the  gauge,  the  wire  and  its 
reflection  in  a  mirror  at  the  back  of  the  gauge,  into  the  same  hori- 
zontal plane.  There  is  a  second  indicator  on  the  opposite  side  of  the 
tank,  consisting  of  afloat  attached  to  an  ordinary  water-proof  silk  fishing- 
cord  passing  over  a  large  light  frictionless  pulley  and  then  vertically 
downwards  in  front  of  the  tank.  The  cord  is  kept  taut  by  a  weight  at 
the  bottom,  and  carries  a  friction-tight  pointer  which  can  be  easily  and 
rapidly  adjusted  to  indicate  any  required  mark  on  a  brass  plate  fixed  in 
a  convenient  position  on  the  tank  face,  so  that  the  operator  working  the 
valves  has  it  constantly  under  observation.  As  soon  as  the  head  of 
water  in  the  tank  has  been  determined  by  means  of  tiie  glass  gauge,  the 
pointer  is  moved  into  position  opposite  the  mark,  and  is  kept  there 
throughout  the  experiment.  This  obviates  the  necessity  of  constantly 
matching  the  level  of  the  water  in  the  gauge,  which,  on  account  of  the 
height  of  the  tank,  is  often  very  inconvenient  and  troublesome.  Occa- 
sionally, however,  it  is  advisable  to  check  the  position  of  the  pointer  by 
observing  the  water-level  in  the  gauge,  as  the  cord  indicator  is  extremely 
sensitive,  and  the  cord  itself  necessarily  varies  slightly  in  length,  so  that 
small  errors  might  otherwise  be  introduced. 

The  head  of  water  is  brought  to  any  required  level  by  means  of  a 
three-way  valve  through  which  the  water  can  either  be  admitted  or 
allowed  to  escape.  The  valve  is  provided  with  a  long  vertical  spin- 
dle, upon  which  handles  are  arranged  at  different  points  in  such  man- 
ner that  one  can  be  easily  reached  and  operated  from  any  position 
in  the  height  of  the  tank.  Close  to  the  cord  indicator  and  within  the 
reach  of*  the  operator  there  is  a  small  i-in.  pipe  with  valve,  which  is  useful 
for  a  fine  adjustment  when  the  inflow  is  only  slightly  in  excess  of  the 
discharge. 

Ex.  I.  A  vessel,  6  ft.  in  diar.,  is  full  of  water  and  makes  loo  revols. 
per  min.  Find  the  velocity  of  efflux  through  an  orifice  2  ft.  below  the 
surface  of  the  water  at  the  centre,  assuming  the  coefiicient  of  velocity  to 

be  unity. 

The  linear  velocity  of  the  vessel's  periphery 

2». 100      220  . 

=  300  =  3  . — =  -  -  ft.  per  sec. 

60  7 


Hence  the  velocity  of  efflux 


= »/(?)■ 


+  2.32.2 
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=  |/  i_:4oo    _^  J28  =  33.4  ft.  per  sec. 

Ex.  2.  The  area  of  an  orifice  in  a  thin  plate  was  36.3  cm.',  the  dis- 
charge under  a  head  of  3.396  m.  was  found  to  be  .01825  n™-'  per  sec,  and 
the  velocity  of  flow  at  the  contracted  section,  as  determined  by.  meas- 
urements of  the  position  of  the  axis  of  the  jet,  was  7.98  m.  per  second. 
Find  the  coefficients  of  velocity,  discharge,  contraction,  and  resistance, 
taking^  =  9.81  m. 


v=z  c^  ^2gh. 


Therefore,  7*98  =  c^V'^  x  9-8i   x  3.396. 

-and  Cv  =  .97729» 

Therefore  .01825  =  r  x  -^^^  ^2  x  9.81  x  3.396. 

«nd  c  =  .61 59, 

c        .6159 
f  =  —  = ^^  =  .632, 

Cv         .97729 


r,  =  — i  —  I  =  1  — - —  I  —  I  =  .046. 
rp«  V97729J 


Ex.  3.  The  jet  from  an  orifice  of  .008  sq.  ft.  area,  under  a  head  of  16 
ft.,  issues  horizontally  and  falls  i  ft.  vertically  in  a  horizontal  range  of 
7.68  ft.     Find  the  coefficient  of  velocity. 


(7.68)' 
4  X 
and  r,  =  .96. 


■       I  X  16         ^ 


Ex.  4.  If  .625  is  the  coefficient  of  discharge  in  the  preceding  exam- 
ple, find  the  discharge  in  gallons  per  minute.  The  orifice  is  rectangular 
and  is  .2  ft.  wide  by  .04  feet  deep.  Find  the  discharge  when  the  contrac- 
tion is  suppressed  over  the  lower  edge  by  means  of  a  projecting  rim. 


g.  in  cub.  ft.  p)er  sec,  =  .625  x  .008  j/2.  32  .  16  =  .16, 

and  therefore 

the  discharge  in  gallons  per  minute  =  60  x  .16  x  6i 

=  60. 

When  the  contraction  is  suppressed  over  the  lower  edge, 

,.  «     /  .  ^  f  -2        \       1.9778 

the  cocfl.  of  contraction  =  .021  i  +  .152— ; :    = 

\  ^  2(.2  +  .04)/  3 
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Therefore 

the  coeff.  of  discharge  =  .96  x  -'--—  =  .632896. 
Hence  ihe  discharge  in  cubic  feet  per  secood 

=  .632896  X  .008  X  ^"2  .  31  .  16  =  .161 
=  60.758  gallons  per  minute. 

13.  Miner's  Inch.  (7>.  Caa.  Soc.  C.  E.,  1900).— The 
miner's  inch  of  water  is  an  arbitrary  module  adopted  in  mining 
districts  for  selling  water.  It  is  variously  defined  as  being  the 
amount  of  water  discharged  per  minute  by  an  orifice  i  in. 
square,  or  an  equivalent  fraction  of  a  larger  orifice,  with  a 
head  of  from  6  to  9  ins.,  the  thickness  of  the  orifice  being 
usually  2  inches. 


Fig.  30. 

One  great  diiificulty  is  that  this  is  a  variable  quantity  de- 
pending upon  the  specified  head,  and  therefore  all  such  mod- 
ules should  also  define  the  flow  in  cubic  feet  per  minute. 

There  are  many  practical  difiiciiltie.s  in  the  way  of  deliver- 
ing absolutely  exact  quantities  of  water,  but  the  definition  of 
the  module  or  unit  should  be  correct  within  a  reasonable  limit 
of  error.  If  it  is  a  definition  of  a  single  miner's  inch  from  an 
orifice  of  i  sq.  in.,  it  should  go  no  further;  but  if  the  inch  ia 
defined  as  being  some  fractional  part  of  the  discharge  from  a 
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larger  orifice,  it  should  be  limited  to  the  capacity  of  that  orifice. 
Further,  as  it  is  a  term  of  local  signification  only,  the  dis- 
charge should  be  given  in  cubic  feet  per  minute,  convenient 
discharges  being  i^  and  2  cu.  fl.  The  flow  under  low  heads  is 
irregular.  Heads  of  i  ft.  or  more  are  not  suitable,  because 
the  water  is  delivered  from  ditches  or  flumes  in  which  the 
depth  is  never  great. 

The  question  thus  resolves  itself  into  a  choice  of  a  stand- 
ard module  or  unit  from  a  flow  under  one  of  two  conditions, 
viz. : 

(i)  With  a  low  head  of  6 J  ins.  above  the  centre  of  the 
orifice  giving  a  discharge  of  i^^  cu.  ft.  per  minute,  with  the 
advantage  that  it  is  already  practically  recognized  as  the 
miner's  inch,  and  with  the  disadvantage  that  the  flow  is  irreg- 
ular, 

(2)  With  a  head  of  1 1 J  ins.  above  the  centre  of  the  orifice, 
and  a  discharge  of  2  cu.  ft.  per  minute,  the  flow  being  much 
more  regular,  but  the  quantity  discharged  is  not  recognized  in 
practice. 

The  flow  under  the  first  condition  is  chosen  as  being  the 
one  now  in  use  in  British  Columbia,  and  the  following  specifica- 
tion is  given  of  the  miner's  inch,  including  discharges  of  from 
I  to  IOC  miner's  inches  of  i^  cu.  ft.  per  minute: — 

The  water  taken  into  a  ditch  or  sluice  shall  be  measured 
at  the  ditch  or  sluice  head.  It  shall  be  taken  from  the  main 
ditch,  flume,  or  canal,  through  a  box  or  reservoir  arranged  at 
the  side,  and  the  water  shall  have  no  appreciable  velocity  of 
approach.  The  orifice  shall  be  fixed  vertically  at  right  angles 
to  the  delivering  waterway,  and  the  edges  and  corners  shall 
be  square  and  sharp,  the  top,  bottom,  and  sides  of  the  orifice 
being  at  right  angles  to  the  pressure-board.  "^  The  issuing  vein 
shall  be  fully  contracted,  and  the  discharge  shall  pass  freely 
into  the  air.  The  distance  between  the  sides  and  bottom  of  the 
otilice  and  the  sides  and  bottom  of  the  waterway  shall  be  at 
least  three  (3)  times  the  least  dimension  of  the  orifice.  The 
miner's  inefc  of  water  shall  mean  ^  of  the  quantity  which  shall 
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be  discharged  through  an  orifice  six  (6)  ins.  wide  and  two  (2) 
ins.  high,  made  of  2-in.  planks,  planed,  made  smooth  and 
painted.  The  water  shall  have  a  constant  head  of  6 J  ins. 
above  the  centre  of  the  orifice,  and  the  amount  discharged 
shall  be  estimated  at  i^  cu.  fl.  per  minute. 

Discharges  up  to  and  including   101.55  miner's  inches  of 
I  \  cu.  ft.  of  water  per  minute  shall  be  as  in  the  following  table : 


Dimensions  of  Orifice  in  Inches. 

Head  in  Inches 

over  Centre  of 

Orifice. 

Number  of  Miner^s 

Inches  of  i^  Cubic 

Feet  per  Minute. 

Width. 

Depth. 

6 
12 

18 

24 

4 
6 

12 

18 

25* 

2 
2 
2 
3 
4 
4 
4 
4 
4 

6.25 
6.25 
6.25 
6.25 
6.25 
6.25 
6.25 
6.25 
6.25 

• 

11.9858 
24.2485 

363851 
48.6865 

15.6998 

23-5560 

47-2853 
71.6296 

loi . 5495 

T.  Drummond,  B.A.Sc,  has  made  an  interesting  series  of 
experiments  (Trans.  Can.  Soc.  C.  E.,  vol.  xiv,  1900)  on  the 
Miner's  Inch,  in  the  Hydraulic  Laboratory,  McGill  University^ 

The  discharges  recorded  were  made  under  low  heads  of 
from  6  to   1 2  ins. ,  and  with  two  kinds  of  orifices,  viz. : 

(i)  Standard  sharp-edged  rectangular  orifices  in  brass  from 

1  to  4  sq.  ins.  in  area. 

(2)  Square-edged  rectangular  orifices  in  wood,  2  ins.  thick^ 

2  to  4  ins.  in  height,  and  \  to  24  ins.  in  Width. 

The  formula  adopted  for  the  discharge  was 

Q  =  \CB  y/2g{H}  -  H^)  (see  Article  22), 

in  which  C  is  the  coefficient  of  discharge ; 
^is  32.176; 

Q  is  the  discharge  in  cubic  feet  per  second ; 
B  is  the  width  of  the  orifice ; 

■  •  ■  *         * 

H^  and  //,  the  heads  over  the  top  and  bottom  of  the 

orifice. 

«..■■• 

No  corrections  were  made  for  changes  in  temperature. 
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The  shape  of  the  orifice  has  a  very  sensible  effect  upon  the 
discharge.  Circular  orifices  give  the  least  discharge,  the 
greatest  discharges  occur  with  rectangular  orifices,  while  the 
discharges  with  square  orifices  are  intermediate.  The  coefficient 
of  discharge  (C)  diminishes  as  the  size  of  the  orifice  increases, 
the  same  form  of  orifice  being  maintained.  For  the  same 
orifice  C  diminishes  as  the  head  increases.  In  rectangular 
orifices  of  constant  depth  the  coefficient  of  discharge  increases, 
with  the  width.  If  the  width  remains  constant,  the  coefficient 
increases  as  the  depth  diminishes. 

These  experiments  illustrate  a  curious  point,  namely,  that 
various  small  orifices,  2  ins.  thick  (made  in  a  2-in.  plank),  run 
full  like  a  short  tube,  and  these  orifices  therefore  discharge 
more  water  than  they  theoretically  should  if  the  vein  were 
cpntracted.  The  J-in.  X  2-in.,  i-in.  X  2-in.,  and  2-in.  X 
2-in.  orifices  run  full  under  these  conditions,  as  also  does  the 
i-in.  X  i-in.  orifice. 

The  I  -in.  X  2-in.  orifice,  2  ins.  thick,  is  just  on  the  margin 
between  flow  with  contraction  and  full-bore  flow.  If  it  is  fixed 
in  the  vertical  position,  with  the  longest  diameter  vertical,  the 
vein  contracts.  If  it  is  fixed  in  the  horizontal  position,  with 
the  longest  diameter  horizontal,  it  will  also  contract,  but  if  it 
is  rubbed  with  the  fingers  on  the  edge,  it  will  run  full  for  a 
time  and  then  contract  again.  If  kept  running  full  in  this  way, 
it  will  discharge,  about  I  cu.  fl.  of  water  per  minute  more  than 
when  full  contraction  takes  place. 

The  2-in.  X  2-in.  orifice  runs  partly  full,  that  is  to  say,  the 
lower  half  of  the  orifice,  where  the  issuing  vein  curves  down, 
runs  full,  while  the  upper  half  contracts.  This  largely  in- 
creases both  the  discharge  and  the  coefficient  of  discharge,  but 
the  flow  becomes  irregular  and  it  is  therefore  practically 
impossible  to  measure  a  simple  miner's  inch.  For  this  reason 
-jJy  of  the  flow  from  the  6-in.  X  2-in.  orifice  was  chosen  as 
the  standard  for  the  unit  miner's  inch,  and  this  miner's  inch 
actually  discharges  1.4982  cu.  ft.  per  minute. 
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14.  InTorsioil  of  the  Jet. — The  phenomenon  of  the  inver- 
sion of  the  jet  was  first  noticed  by  Ridone,  and  has  been 
subsequently  investigated  by  Poncclet,  Lesbros,  Magnus,  Lord 
Rayleigh,  the  author,  and  others. 


Fio.  31.  Fig.  3a. 

When  a  jet  issues  from  an  orifice  in  a  vertical  surface,  the 
sections  of  the  jet  at  points  along  its  path  assume  singular 
forms  dependent  upon  the  nature  of  the  orifice. 

With  a  square  or  rectangular  orifice  the  section  of  the  jet 
is  a  star  of  four'  sheets  at  right 
angles  to  the  sides,  Figs.  31,  32, 
33- 

With  a  triangular  orifice  the 
section  is  a  star  of  three  sheets 
at    right    angles  to  the    sides, 
F,o.j3.  F».J4.  Fig    3^. 

In  general,  with  a  polygonal  orifice  of  n  sides,  the  section  is 
a  star  of  n  sheets  at  right  angles  to  the  sides. 
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These  jets  from  non-circular  orifices  have  central  cores,  and 
the  sheets  at  the  edges  are  thickened  out  into  beads,  Figs.  33 
and  34,  which  are  approximately  elliptical  in  section  with 
major  diameters  double  the  minor  diameters.  Many  exact 
measurements  of  these  jets  have  been  made  and  are  partially 
described  in  a  paper  by  Farmer  and  Strickland  in  the  Trans. 
Can.  Roy.  Soc.  vol.  IV.  sec.  3. 

With  a  semicircular  ^orifice  the  section  has  a  more  or  less 
semicircular  boundary  and  a  single  sheet  at  right  angles  to  the 
diameter.  ^ 

The  common  explanation  of  this  phenomenon  is  that  the- 
fluid  particles  issuing  along  different  parabolic  stream-lines 
impinge  upon  each  other,  and  by  their  mutual  reactions  cause 
the  jet  to  spread  out  and  assume  sectional  forms  depending 
upon  the  shape  of  the  orifice. 

Thus  the  fluid  particles  issuing  horizontally  and  freely  at  B^ 
with  a  velocity  V2gAB,  describe 
a    parabola   BD.      The    particle 
issuing    at    C    with    a     velocity 

V2gAC  describe  a  parabola  CD 
of  less  curvature  than  BD,  The 
particles  cannot  pass  simultane- 
ously through  the  point  D  and 
must  necessarily  press  upon  each 
other.  They  are  therefore  com- 
pelled to  move  out  of  their  natural 
paths,  and  the  jet  spreads  into 
sheets. 

A  theory  which  seems  more 
fully  to  account  for  the  whole  of  the  facts  is  that  the  peculiar 
changes  in  form,  are  really  due  to  surface  tension  and  to  the 
differences  between  the  atmospheric  pressure  and  the  internal 
pressure  of  the  jet. 

In  the  case,  for  example,  of  a  jet  flowing  through  an 
elliptical  orifice  with  the  major  axis  vertical,  the  stream-lines- 


\ 


Fig.  35. 
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in  the  vein  are  convergent  and  mutually  react  upon  each  other» 
causing  the  jet  to  contract  vertically  and  elongate  horizontally 
at  a  rate  gradually  increasing  to  a  maximum,  when  the  section 
is  a  circle  in  form. 

At  this  stage  the  rates  of  elongation  and  contraction  are 
the  same.  The  elongation  and  contraction  still  continue,  biit 
at  a  diminishing  rate,  until  the  movement  is  stopped  by  the 
effect  of  surface  tension,  when  the  section  is  again  elliptical, 
with  the  major  axis  horizontal  and  the  minor  axis  vertical. 
The  new  major  and  minor  axes  then  agai^i  begin  respectively 
to  contract  and  to  elongate,  the  section  of  the  jet  passing 
through  the  circular  form  to  its  initial  elliptical  form. 

This  process  is  repeated  over  the  whole  length  of  the 
unbroken  jet,  and,  in  facti  in  this  portion  of  the  jet  the  surface 
tension  produces  an  effect  similar  to  that  which  would  be  pro- 
duced if  the  jet  were  surrounded  by  an  elastic  envelope. 

If  the  orifice  is  small  and  the  head  not  large,  the  jet,  on 
leaving  the  contracted  section  at  the  orifice,  spreads  out  into 
sheets  and  then  diminishes  to  a  contracted  section  similar  to 
the  first,  after  which  it  again  spreads  out  into  sheets,  bisecting 
the  angles  between  the  first  set  of  sheets,  and  again  diminishes 
to  a  contracted  section.  This  action  is  repeated  so  long  as 
the  jet  remains  unbroken.  A  comparatively  few  experiments 
made  in  the  laboratory  indicate  that  if  the  head  //  is  not  large, 

the  wave-length  a  \Oi  a  v. 

1$.  Emptying  and  Filling  a  Canal  Lock. — When  the 
head  varies,  as  in  filling  or  emptying  a  reservoir  or  a  lock,  in 
filling  a  vessel  by  means  of  an  orifice  under  water,  or  in 
emptying  water  out  of  a  vessel  through  a  spout,  Torricelli's 
theorem  is  still  employed. 

If  the  lock  or  vessel  is  to  be  filled,  Fig.  36,  let  X  sq.  ft*, 
be  the  aarea.  of  the  water-surface  when  it  is  x  ft.  below  the  sur* 
face  of  the  outside  water. 
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If  the  lock  or  vessel  is  to  be  emptied,  Fig.  37,  then  X  sq. 
ft.  is  the  area  of  the  water-surface  when  it  is  x  ft.  above  the 
orifice. 

In  each  case  x  ft.  is  the  effective  head  over  the  orifice,  and 
is  the  head  under  which  the  flow  takes  place. 
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Fig.  36. 


Fig.  37. 


In  the  time  dt  the  water-surface  in  the  lock  or  vessel  will 
rise  or  fall  by  an  amount  dx.     Then 

^  X ,dx  =^  quantity  which  has  entered  the  lock 
=  cA  \^2gx .  di, 

^  being  the  area  of  the  orifice. 
Hence 


-i: 


Xdx 


cA  V'2gt 


an  equation  giving  the  time  of  filling  or  emptying  the  lock 
between  the  level  x  and  //.  The  value  of  c  for  submerged 
orifices  seems  to  be  somewhat  less  than  when  the  flow  occurs 
freely,  but  it  is  usual  to  take  .6  or  .625  as  a  mean  value. 

Ex.  I.  A  paraboloidal  vessel  with  a  latus-rectum  of  i  ft.  and  5  ft.  in 
height,  is  immersed  in  water  to  a  depth  of  4  feet.  How  long  will  it  take 
xofill  the  vessel  to  the  level  of  the  outside  surface  through  an  orifice 
I  inch  in  diar.  at  the  vertex  ?    (Take  c  =  f .) 

Let  2y  ft.  be  the  diar.  of  the  free  surface  when  it  is  x  ft.  above  the 
orifice.    Then 
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Also,  If  the  water  rises  dx  ft.  in  dt  sees., 

nydx  =  amount  entering  vessel  in  dt  sees. 

=  quantity  flowing  through  orifice  under  a  head  of* 
4  —  jr  f t.  in  dt  sees, 

5^     I      I 


=  «  *  ■  7-  777  ^-  •  32(4  -  ^) .  dt, 
o        4     '44 

=  -^(4  -  -M 


and  therefore 


or 


y^,dx  =  xdx  =  -^(4  -  x)^dt, 

5    (4--r)*  5      I      (4-^)*      ) 

=  -5^  I  4(4 --^)~*- (4-^)*   \dx. 

Integrating  between   the   limits  ;r  =  o    and    jr  =  4  ft.,    the    required 
time  in  sees. 

=  1228.8. 

Ex.  2.  The  horizontal  section  of  a  lock-chamber  is  approximately  a, 
rectangle  and  its  length  is  360  feet.  The  side  walls  have  a  batter  of  i  in 
12,  and  the  width  of  the  free  surface  when  the  lock  is  full  of  water  i& 
45  feet.  How  long  will  it  take  to  empty  the  lock  through  two  sluices  in 
the  gates,  each  8  ft.  by  2  ft.,  the  sluice  horizontal  centre-line  being  13  ft. 
below  the  free  surface  in  the  lock  and  4  ft.  below  that  of  the  canal  on  the. 
downstream  side  } 

Let  the  level  of  the  water  in  the  lock  fall  x  ft.  in  /  seconds. 

The  area  of  the  water-surface  is  then 


♦        -       i   I 
4  •  2  .  4*  -  Y  .  4     j- 


=  360(45  -   f). 


If  the  level  now  sinks  dx  ft.  in  dt  sees., 


360(45.  —  r\d^  =  amount  of  water  which  has  flowed  out  through  the 
'  sluices 


=  2 .  f .  2 .  8 .  ^2 .  32  .  ;r .  ^ 
=  i6o.r*.///. 
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"Therefore 

Integrating  between  the  limits  x  =  o  and  x  =  9  ft.,  the  required  time 

in  sees.  =  —[90.9* 9M 

=  6oof. 

16.  General  Equations.  —  Bernouilli's  theorem  may  be 
easily  deduced  from  the  general  equations  of  fluid  motion,  as 
follows : — 

Let  /  be  the  pressure  and  p  the  density  at  any  point  whose 
•co-ordinates  parallel  to  the  axes  are  jt,  y^  s. 

Let  «,  z/,  w  be  the  velocities  of  flow  at  the  same  point 
parallel  to  the  axes,  and  let  X,  F,  Z  be  the  accelerating 
forces.  Then  three  equations  result  from  the  principle  of  the 
equality  of  pressure  in  all  directions,  viz. : 

\  dp  d{u)  du  du  dn  du     ,  ^ 

-pdx^  ^  --dT  "^  ^  --dt-'^di-  "d^  -""  -^'  (») 

I  ^        Tj-       ^^)        T^      ^^  ^^  dv  dv 

pdy  dt  dt  dx  dy  dz'     ^  ' 

I  ^         rr       diw)       _      dw  dw        dw  dw    ^ 

pdz  dt  dt  dx  dy  dz     ^^' 

If  the  motion  is  steady,  so  that  the  velocity  at  any  point  is 

du  dv       dw 

■a  function  of  the  position  only,  then  -  -  =  o  =  -^  =  — ,  and 

u,  Vf  w  may  be  expressed  as  the  differential  coefficients  of  a 
function  F,     Thus, 

dF  dF  dF 

^=^'     ^=:^'     ^=^' 
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and  therefore 

du 
dy 

d*F 
~  dydx 

dv 
~  dx' 

du 

d*F 

dw 

d'z' 

~  dzdx  ' 

~  dx' 

dv 

d^F 

dw 

dz 

~  dzdy 

-  dy- 

Hence  equations  i,  2,  and  3  may  be  written 

I  dp        ^         du  dv  dw 

~pli=^-''-di-''Tx-'"di'     •    •     •    (4> 

~p  dy  ~~  dy  dy  dy^      '    *     '     ^^^ 

I  dp         „         du  dv  dw 

-p±  =  ^-''Tz-''-dz--^Tz    '    '    •    (^^ 

Multiplying  eq.  (4)  by  dx^  eq.  (5)  by  dy^  and  eq.  (6)  bjr 
dzy  and  adding,  then 

^ = jf^  +  K^,  +  ia.  -  »(^^, + g^,  +  ^) 

(dv  dv  dv    \ 

Idw  -      /  dw  .         dw  ,\ 
-w\-^^dx+^dy  +  -^^dz), 

which  may  be  written 

dp 

—  =  Xdx-^-  Ydy-\-Zdz  —  {udu-\-  vdv  -{-wdw). 

Integrating,  and  assuming  the  fluid  to  be  homogeneous^ 
■^  =  f{Xdx  +  Ydy  +  Zds)  -  "'"^^"*"      +  a  constant* 
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Hence,  if  gravity  is  the  only  force,  and  if  Kis  the  resultant 
velocity  at  the  point, 

JC=o=y:    Z=~g;     a»  +  T/  +  K-'=r; 

and  the  last  equation  becomes 

P  C  v* 

-  =  —    /  gdz h  a  constant 


and  therefore 


p         V 
«  +  -^  -I =  a  constant. 

^  PS       ^S 


17.  Loss  of  Energy  in  Shock. — An  abrupt  change  or  sec- 
tion at  any  point  in  a  length  of  piping  destroys  the  parallelism 
of  the  fluid  filaments,  breaks  up  the  fluid,  and  enei^y  is  dissi- 
pated in  tiie  production  of  eddy  and  other  motions.  The 
energy  thus  wasted  is  termed  • '  energy  lost  m  shock. ' ' 


_i_ 


Fig.  38. 

In  a  short  length  of  piping.  Fig.  38,  where  the  section 
suddenly  changes  from  A'B'  to  EF,  consider  the  fluid  mass 
between  the  two  transverse  sections  AB,  where  the  motion  of 
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the  fluid  filaments  has  been  undisturbed  and  is  in  parallel  lines, 
and  CD,  where  the  parallelism  has  been  again  re-established. 
In  an  indefinitely  short  interval  of  time  /  let  the  mass  move 
forward  into  the  position  bounded  by  the  plane  sections  A'B' 
and  Ciy. 

Let  flj ,  v^,  /j  be  the  sectional  area,  velocity  of  flow,  and 

mean  intensity  of  pressure  atA'B'. 
Let  ^2 ,  7'j ,  ^2  ^^  similar  symbols  for  CD'. 
Let  ^j ,  ^2  be  the  elevation  above  datum  of  the  C.  G.s  of 

the  sectional  areas  at  A'B'  and  C^D'. 
Let  A  be  the  vertical  distance  between  the  C.  G.s  of  the 

areas  EF  SLtid  A'B'. 
Let  P  be  the  mean  intensity  of  pressure  over  the  annular 

surface  between  £F  and  A'B'. 
The  resultant  force  acting  in  the  direction  of  motion  upon 
the  mass  of  fluid  under  consideration 

=  component  of  weight  of  mass  in  this  direction 
-f-  pressure  on  A^B' 

+  pressure  on  annular  surface  between  EF  and  A^B' 
—  pressure  on  C^D' 

=  «^^2 .  £C'   '    ^^, h  p,a^  +  P(a^  -  a,)  -  p^^ 

=  wa^{:;^  -  ^2  -  A)  +  a^{p^  -/,), 

assuming  that  P  =  /^ ,  or  that  the  mean  intensity  of  pressure 
is  unchanged  throughout  the  whole  of  the  section  EF. 

The  normal  reaction  of  the  pipe-surface  between  EF  and 
CD'  has  no  component  in  the  direction  of  motion,  and  fric- 
tional  resistances  are  disregarded. 

Hence  the  impulse  of  the  resultant  force 

=  '^a^i^i  -  'STj  -  //)/  +  ^2(  A  -  A)^ 
=  change  of  momentum  in  the  same  direction  of 
the  fluid  masses  CDD'C  and  ABB'A\  since 
the  momentum  of  the  mass  between  A  B* 
and  CZ^  .remains  unchanged 
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W  TV 


since,  by  the  condition  of  continuity, 


Dividing  throughout  by  the  factor  wa^y  the  equation 
becomes 

»  *  ^     w        w        g  g 

which  may  be  written  in  the  form 

Now  the  pipes  are  nearly  always  axial,  and  in  such  case 
h  =  o,  so  that  the  last  equation  becomes    • 

*    '     ZC/    '    2^  *         It/    '     2^    •  2g 

If  there  had  been  no  abrupt  change  of  section,  or  if  the 
change  between  A'B'  and  CD  had  been  gradual,  then  no 
internal  work  would  have  been  done  in  destroying  the  parallel- 
ism of  the  fluid  filaments,  and  no  energy  wasted.  Therefore, 
by  Bernouilli's  theorem,  the  relation 

^     ^     W    ^     2g  ^        W     ^    2g 

would  have  then  held  good. 

Thus   ^— ^     *    ft. -lbs.  of  energy  per  pound  of  fluid  is  the 

ioss  in  shock  between  A'B'  and  CD, 

Experiment  justifies  the  assumption  P  =  p^ 
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Ex.  At  a  point  A^  150  ft.  above  datum,  a  line  of  piping  suddeniy 
doubles  in  sectional  area.  If  the  velocity  of  ilow  in  the  larger  pipe  i& 
8  ft.  per  sec,  and  if  the  pressure  at  W  is  125  lbs.  per  sq.  in.,  find  the  pres- 
sure per  sq.  in.  at  £,  8  ft.  above  datum,  the  motion  bemg  steady. 

The  velocity  of  flow  in  the  smaller  pipe  is  evidently  16  ft.  per  second 
Therefore  the  loss  of  head  in  shock  at  the  sudden  change  of  section 


(16  ~  8)« 
2.32 


=  I  ft. 


Hence,  if/  is  the  pressure  per  sq.  in.  at  B, 

/  X  144        S*  125  X  14^       i6* 

^^-tTi-  +  ,64-  +  •  =  'SO  +  -^35j—  +  6^. 


or 


and 


144 
p  =  i87i  lbs.  per  sq.  in. 


18.    Mouthpieces*  —  {a)   Bar  da's    Mouthpiece. — This    is 
merely  a  short  pipe  projecting  inwards,  as  in  Fig.  39,  which 


Fig.  39. 

represents  a  jet  flowing  through  a  re-entrant  mouthpiece  of  sec- 
tional area  A ,  fixed  in  the  vertical  side  of  a  vessel  of  constant 
horizontal  section  and  containing  water  kept  at  a  constant 
level.  The  mouthpiece  is  sufficiently  long  to  allow  of  the  jet 
springing  clear  from  the  end  EF  without  adhering  to  the  inside 
surface. 
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The  velocity  of  the  fluid  molecules  along  AC  and  DK,  is 
sufficiently  small  to  be  disregarded,  so  that  the  pressure  over 
this  portion  of  the  vessel  is  distributed  in  accordance  with  the 
hydrostatic  law.  The  same  may  also  be  said  of  the  pressure 
on  the  remainder  of  the  vessel's  surface. 

Again,  the  only  unbalanced  pressure  is  that  on  the  surface 
HG  immediately  opposite  the  mouthpiece,  and  the  resultant 
horizontal  force  in  the  direction  of  the  axis  of  the  mouthpiece 

=  (A  +  '^f^)A  -  p^A  =  wkA, 

h  being  the  depth  of  the  axis  below  the  water-surface  and  p^ 
the  intensity  of  the  atmospheric  pressure. 

The  jet  converges  to  a  minimum,  or  contracted  section  MN^ 
of  area  a. 

In  a  unit  of  time  let  the  fluid  mass  between  AB  and  MN^ 
take  up  the  position  bounded  by  A  'B  and  M'N',     Then 

whA  =z  impulse  of  force  in  direction  of  motion 

=  change  of  momentum  in  same  direction  in  a  unit 

of  time 
=  difference  between  the  momenta  of  MNN'M'  and 
ABB'A\    since   the    momentum    of  the   maas, 
between  A'B*  and  -AfiV  remains  unchanged 
=  momentum  of  MNN'M\  since  the  momentum  of 
ABB' A'  is  vertical 
w  w 

g  g 

V  being  the  mean  velocity  of  flow  across  the  contracted  section. 
Hence 

w  w 

wkA  =  — av^  =    ~a  .  2ghy 

g  g. 

and  therefore 

A  =  2a, 
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or 

—  =  -r  =  coefficient  of  contraction. 
2       A 

This  result  has  been  very  closely  verified  by  experiment^ 
the  coefficient  having  been  found  to  be  .5  149  by  Borda,  .5547 
by  Bidone,  and  .5324  by  Weisbach. 

Borda's  mouthpiece  gives  a  smaller  discharge  than  a  sharp- 
■edged  orifice,  but  a  discharge  which  is  much  more  uniform, 
and  hence  it  is  generally  used  in  vessels  from  which  water  is 
to  be  distributed  by  measure. 

Note.— Let  Fig.  40  represent  a  jet  flowing  through  a 
re-entrant  mouthpiece  of  sectional  area  Ay  fixed  in  the  sloping 
side  of  a  reservoir  containing  water  kept  at  a  constant  level, 
and  suppose  that  the  reservoir  is  of  such  size  that  GHKL  may 
represent  a  cylindrical  fluid  mass,  coaxial  with  the  mouthpiece 
and  so  large  that  the  velocity  at  its  surface  is  sensibly  nil. 
Let  h\  h  be  the  depths  below  the  water-surface  of  the  C.  G.s 
of  the  areas  GH  and  KL^  respectively. 


Fig.  40. 

Then  the  resultant  force  along  the  axis  of  the  mouthpiece 
pressure  on  GH  —  pressure  on  CK  and  on  DL 
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6i 


^  pressure  on  EF 

4"  component   of  the  weight  of  the  fluid 
mass  GHKL 

=  (A  +  «'*')  area  GH  —  (/^  +  Z£/A)  (area  CK  +  area  Z?Z) 

—  p^ .  area  £/^  +  '^  -  area  6^/^.  GK .     ^  >^  ,  very  nearly 

=  whA. 

Hence,  in  a  unit  of  time, 

whA  =  impulse  of  this  force 

=  change  of  momentum  in  direction  of  axis 

W  WW 

g  g  g         ^ 

a  being  the  area  of  the  contracted  section,  while  h  is  also  very 
approximately  the  depth  of  its  C.  G.  below  the  water-surface. 
Thus,  as  before, 

a         I 
the  coefficient  of  contraction  =  -.    =  — . 

A  2 

{b)  Ring'ftojssU. — The  ring-nozzle    (see  Fig.   41)  is  often 

used  with  a  fire-engine  jet,  and 
consists  of  a  re-entrant  pipe  of 
sectional  area  a^  fixed  in  a  pipe 
of  sectional  area  a^.  The 
length  of  the  re-entrant  portion 
is  such  that  the  water  springs 
clear  from  the  inner  end  and, 
without  again  touching  the 
surface  of  the  mouthpiece, 
^'®'  "*'•  converges    to    a    minimum    or 

contracted  isection  of  area  a  at  MN, 

Consider  the  fluid  mass  between  MN  and  a  transverse  sec- 
tion AB,  and  in  a  unit  of  time  let  it  move  into  the  position 
bounded  by  the  planes  M'N'  and  A'B\ 
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It  is  assumed  that  the  motion  is  steady  and  that  there  is 
no  internal  work  due  to  the  production  of  eddies  or  other 
motions. 

Let  /q  ,  z/  be  the  intensity  of  the  atmospheric  pressure  and 

the  velocity  at  MN. 
Let  p^ ,  z\  be  the  mean  intensity  of  pressure  and  the  velocity 

at  AB, 
Let   P   be    the    mean   intensity  of  the  pressure  over  the 

annular  surface  EF,  GH, 
Let  z^^  s^  be  the  elevations  above  datum  of  the  C.  G.s  of 

the  sections  J/iV  and  ^J9. 
Then 

walz^  —  -o)  +  /i^2  -  ^(^2  -  ^i)  -  A^i 

=  impulse  in  direction  of  motion 

=  change  of  momentum  in  same  direction  in  a  unit  of  time 
=  difference  of  the  momenta  of  the  fluid  masses  MNN'M'  and 
ABB' A' 

Assuming  that  P  z=  p^^  the  last  equation  becomes 

w 
wa^z,  -  ^o)  +  ^i(/i  -  A)  =  Y^^"'^  ""  ^^^''^'   '     ('^ 

By  Bernouilli's  theorem, 

•^.  +  ^  -h  ,-T  =  ^«  +  §  + 


W      '     2g  ^     "      W      "      2g 

and  therefore 

,,_,,+  A:^^!i^\  ...   (2) 

1  0     1  ^  2g  ^   ' 

Now  z^  —  z^  is  very  small  and  may  be  disregarded  without 
sensible  error,  and  then,  by  eqs.  (i)  and  (2), 

t^  -  Vx    _  A  -A  _  1  tfy»  -.  a^v^^ 
2g  w  g         a^ 
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Hence 


since  i?j7'j  =  ai\ 

If  the  sectional  area  a.^  of  the  pipe  is  very  large  as  com- 
pared with  a,  so  that  —  may  be  disregarded  without  sensible 

21 
error,  then  ^  =     ,  and  therefore  the  coefficient  of  contraction 


a. 


a 


a         I 
=  ^  =  -,  as  in  Borda's  mouthpiece. 

(^)    Cylindrical  Mouthpiece. — When    water  issues  from    a 

cylindrical  mouthpiece  (see  Fig. 
42)  at  least  two  to  two  and  one- 
half  diameters  in  length,  the  jet 
issues  full  bore,  or  without  con- 
traction at  the  point  of  discharge. 
If  A  be  the  sectional  area  of 
the  mouthpiece,  //  the  depth  of 
its  axis  below  the  water-surface, 
and  Q  the  amount  of  the  dis- 
charge, then  experiment  shows 
that 

^_  e=.82^V^/7.      .      (I) 


The    coefficient    .82     is    the 
Fig.  42.  product    of   the    coefficients    of 

velocity  and  contraction,  but  the 
coefficient  of  contraction  is  unity,  and  therefore  the  coefficient 
of  velocity  is  .82.  Now  the  mean  coefficient  of  velocity  in  the 
case  of  a  simple  sharp-edged  orifice  is  .947,  and  the  difference 
between  .947  and  .82  cannot  be  wholly  accounted  for  by  fric- 
tional  resistances,  bu£  is  in  part  due  to  a  loss  of  head.  In  fact, 
the  water,  as  it  clears  the  inner  edge  of  the  mouthpiece,  con- 
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verges  to  a  minimum  section  MN,  of  area  a,  and  then  swells 
out  until  at  M'N'  it  again  fills  the  mouthpiece. 

Ener^  is  wasted  in  eddy  motions  between  MN  and  M'N\ 
where  the  action  is  similar  to  that  which  occurs  at  an  abrupt 
change  of  section. 

Let  /,  z/  be  the  intensity  of  the  pressure  and  the  mean 

velocity  of  flow  at  the  point  of  discharge. 

Let  /j ,  2/j  be  similar  symbols  for  the  contracted  section  MN^ 

Let  /q  be  the  intensity  of  the  atmospheric  pressure. 

Remembering  that  -^— * is  the  loss  of  head  '  *  due  to 

shock  "  between  iWV and  J/ W,  then,  by  Bernouilli'stheorem^ 


Hence 


w  2g 

and 


''^-'  =  ^-k (sy 


'  W  2g   \       "^Kv  I    ] 

a         V 
•where  c  =  coefficient  of  contraction  =  --p  =  -^.      Therefore 

A         v^ 

.  ^  = 71 ^'     •     •     •     •     <"> 

^    ■+k-') 

f 

an  equation  giving  the  velocity  of  flow  at  the  point  of  discharge* 
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If  the  discharge  is  into  the  atmosphere,  Po  =  p  and  equa- 
tion (4)  becomes 

▼'=  rf^ -5  =  c,».3gh,      ...     (5) 

'  +  W-V 
where 

^  =  '  +  (t-')" <*) 

If  c^  =  .62,  then  Cp  =  .85,  while  experiment  gives  .82  as 
the  value  of  C^.  The  small  difference  between  .85  and  .82  is 
probably  due  to  frictional  resistance.  The  value  .82  for  c., 
makes  C-  approximately  .617. 

Again,  the  discharge  from  a  simple  sharp-edged  orifice  of 
same  sectional  area  as  the  mouthpiece  is  ,62A  |/2^A,  or  more 
than  24  per  cent  less  than  the  discharge  from  the  cylindrical 
mouthpiece. 

The  loss  of  head  between  MN  and  M'N' 


{v,  -  v)\ 


2£  \c^  I 


2g  2g 

=  >*^t.'(^  -  i)  (by  eqs.  (5)  and  (6) 

=  //(I  -  r/)  =  h  X  .3276  =  .487  X  — : 
=  — ,  approximately. 

Thus  the  effective  head  is  only  \h^  instead  of  h. 

By  eq.  (3),  the  difference  between  the  pressure-heads  at  MN 
and  at  the  point  of  discharge 


W  2g 

I      V^ 


C^    2^ 


-"=*(?-■) 


=  \hy  very  nearly. 
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Now  if  one  end  of  a  tube  is  inserted  in  the  mouthpiece  at 
the  contracted  section  (Fig.  42)  and  the  other  end  immersed 
in  a  vessel  of  water,  the  water 
will  at  once  rise  to  a  height  A^ 
in  the  tube,  showing  that  the  I~~AfTz^F7M:izf: 
pressure  at  the  contracted  sec- 
tion is  less  than  that  due  to  the 
atmosphere.     By  careful  meas- 


urement  it  is  found  that  A^  is 
very  nearly  equal  to  |A,  which 
verifies  the  theory. 

{d)  Divergent  Mouthpiece, 
— Suppose  that  for  the  cylin-  Fig.  43. 

drical  mouthpiece  in  (f)  there  is  substituted  a  divergent  mouth- 
piece of  the  exact  form  of  the  issuing  jet,  Fig.  43.     Then 

(i)  The  mouthpiece  will  run  full  bore. 

(2)  There  will  be  no  loss  of  head  between  the  minimuni 
section  MN  and  the  plane  of  discharge  AB,  as  there  is  now 
no  abrupt  change  of  section. 

Hence  by  BernouilH's  theorem,  and  retaining  the  same 
symbols  as  in  (^), 


A 


Px 


V, 


Zf     '  W     ^      2g  W 


1^ 


(■) 


If  the  discharge  is  into  the  atmosphere,  /  =  /o »  ^"^  therefore 

1^  =  2gh\ (2) 

or,   introducing  a  coefficient  c^  (=  .98,   nearly,  for  a  smooth 
well-formed  mouthpiece). 


v^  =  c^2gh. 


(3) 


and  the  discharge  is 


Q-c^  ^2gh. 


(4) 
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From  the  last  equation.it  would  appear  as  if  the  discharge 
^ould  increase  indefinitely  with  A,  but  this  is  manifestly  im- 
possible. 

In  fact,  by  eq.  (i),  the  flow  being  into  the  air,  and  taking 

A^A_i^(^'_,) (5) 

=S-#-') (^) 

since  aVy^  =  Av.     But  p^  cannot  be  negative,  and  therefore 
so  that 


T=V 


lk  +  ' (7) 


gives  a  maximum  limit  for  the  ratio  of  A  to  a. 

Now  —  =  34  ft.  very  nearly,  and  the  last  equation  may  be 

written 

A 
a 


=^fH^ («) 

By  eqs.  (4)  and  (7), 

Q=c^y/2g(h  +  ^),      ...     (9) 

which   is   also  the  expression   for  the  discharge  through  the 
minimum  section  a  into  a  vacuum. 

If,  however,  the  sectional  areas  of  the  mouthpiece  at  the 
point  of  discharge  and  at  the  throat  are  in  the  ratio  of  A  to  a, 
as  given  by  eq.  (7),  it  is  found  that  the  full-bore  flow  will 
be  interrupted  either  by  the  disengagement  of  air,  or  by  any 
slight   disturbance,   as,   for   example,   a   slight  blow   on   the 
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inouthpiece,  and  hence,  in  practice,  it  is  usual  to  make  the 
ratio  of  A  to  a  sensibly  less  than  that  given  by  eq.  (7). 

{e)  Convergent  Mouthpiece, — With  a  convergent  mouthpiece 
(Fig.  44)  two  points  are  to  be  noted : 

(i)  There  is  a  contraction  within  the  mouthpiece,  followed 
by  a  swelling  out  of  the  jet  until  it  again  fills  the  mouthpiece. 


— I,- 

I 


I 


Fig.  44. 

Thus,  as  in  the  case  of  cylindrical  mouthpieces,  there  is  a 
*  *  loss  of  head  ' '  between  the  contracted  section  and  the  point 
of  discharge,  and  also  a  consequent  diminution  in  the  velocity 
of  discharge. 

(2)  There  is  a  second  contraction  outside  the  mouthpiece 
due  to  the  convergence  of  the  fluid  filaments.  The  mean 
velocity  of  flow  (z/')  across  the  section  is 

v'  =  c^  4^2^, 

c^  being  the  coeflScient  of  velocity  and  h  the  effective  head 
above  the  centre  of  the  section. 
Also,  the  area  of  this  section 

=  cj  X  area  of  mouthpiece  at  point  of  discharge 
cj  .A, 

cj  being  the  coeflScient  of  contraction.  Hence  the  discharge 
Q  is  given  by 

Q  =  cJcJA  V2gh  =  c'A  V2gk, 


c'{=  cjcj)  being  the  coefficient  of  discharge. 
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The  coefficients  cj  and  c  depend  upon  the  angle  of  con- 
vergence, and  Castel  found  that  a  convergence  of  13°  24'  gave 
a  maximum  discharge  through  a  mouthpiece  2-6  diameters  in 
length,  the  smallest  diameter  being  .05085  foot. 

TABLE  GIVING  CASTEL'S  RESULTS. 


Angles  of 
CooTergeoce. 

^/ 

V 

C 

Angles  of 
Convergence. 

<^c 

<^: 

a 

©•     0' 

•999 

.830 

.829 

13*  24' 

.983 

.962 

.946. 

I     36 

z.ooo 

.866 

.866 

14    28 

•979 

.966 

.941 

3    10 

1. 001 

.894 

.895 

16    36 

.969 

.971 

•938 

4    10 

1.002 

.910 

.912 

19    28 

.953 

.970 

.924 

5    26 

1.004 

.920 

.924 

21      0 

<945 

.971 

.qi8 

7    5a 

.998 

.931 

.929 

23      0 

.937 

•974 

.913 

8    58 

.992 

.942 

•934 

29    58 

.919 

.975 

.896 

10   ao 

.987 

.950 

.938 

40    20 

.887 

.980 

.869 

12     4 

.986 

•955 

.942 

48    50 

.861 

.984 

.847 

19.  Energy  and  Momentum  of  a  Jet. — {a)  Jet  from  a 
sharp-edge  orifice. 

The  energy  of  the  jet  =  wav  —  ft. -lbs.  per  second 


ft. -lbs.  per  second 


=  wavhc^  ft. -lbs.  per  second 

wavhc^ 

~  h.  p.  (horse-power) 


550 

pavc^ 
550 


h.  p., 


p{z=,  wh)  being  the  hydrostatic  pressure  due  to  the  head  A,  and 
the  average  value  of  r^  being  .62. 

The  momentum  of  the  jet  =  —  av  .v  -=•  wa  —  =  2wahc^ 

g  g 

=  2pac^y 

and  this  is  equal  to  the  pressure  in  pounds  produced  by  the  jet 
against  a  fixed  plane  perpendicular  to  its  direction.     Neglect- 
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ing  c^}y  the  thrust  is  double  the  hydrostatic  pressure  due  to  the 
head  //. 

{b)  Jet  front  a  Cylindrical  Mouthpiece, 

The  energy  of  the  jet  =  wAv-—  ft.-lbs.  per  second 

=  ft.  lbs.  per  second 


=  c^wA  y2gh^  ft.-lbs.  per  second 

pAvCj? 

h.  p., 


S50 

the  average  value  of  c„  being  .82. 

w  1^ 

The  momentum  of  the  jet  =  —Av  .  v  =  wA—  =  2wAkc^. 

Ex.  I.  Water  flows  through  a  Borda  mouthpiece  of  A  sq.  ft.  sec- 
tional area  under  a  head  of  h  feet.  If  the  jet  springs  clear  from  the  inner 
edge,  the  discharge  is  29.2^  less  and  the  jet's  energy  41.4  %  greater  than 
when  the  mouthpiece  runs  full. 

Let  V  be  the  mean  velocity  of  flow  across  the  contracted  section  MN\ 
u  be  the  mean  velocity  of  flow  at  the  mouth  CD  when  the  mouth- 
piece runs  full.     Then  v  =  2«. 
Let  Qi,  E\  be  the  discharge  and  energy  of  the  jet  when  it  springs 
clear ; 
Q%^  Et  be  the  discharge  and  energy  of  the  jet  when  the  mouth- 
piece runs  full.     Then 


A 


and  -£^»  =  -^  T  =  -T-  T- 


When   the  mouthpiece  runs  full,  the  loss  of  *' 

head  between  il/A'and  CD 

__  (1/  -  k)'  __  «' 

^  ^  Fig.  45. 

Hence  A  +  ^-^  =  o+^-^  +  —  +  — , 

w  w       1^      ig 


D  ^    "^^ 
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or 

Therefore 

Q%=AU:=             V, 

4/2 

71 


rr  Wg.w"        WA  V' 

and  Ai  = 


Hence  ^  =  ---  =  .707     and  ^^        =   292. 

-ff I      4  V2  ^    £,  —  £■« 

Also,  -jrT  =  — --    =  1. 414  and    — ^ =  .414. 

^t  4  *^^ 

Ex.  2.  Determine  the  discharges  and  energies  of  a  jet  under  a  head  of 
100  ft.,  issuing  from  a  6-in.  mouthpiece  which  is  (a)  cylindrical,  (b)  di- 
vergent (bell-mouth),  (c^  convergent,  the  angle  of  convergence  being 
29-58'. 


{a)    V  =  .82  1/64 .  100  =  65.6  ft.  per  sec. 

22  I  /  6  \' 
Q  = — ]    X  65.6  =  i2{Jcu.  ft.  per  sec.  =  SoJt  gals,  per  sec. 

7   4\i2y 
Energy  =  ^-^^^  ^  =  S4..5»A  ft-lbs.  =  98m  H.  P. 


(g)    V  =  .98  V64 .  100  =  78.4  ft.  per  sec. 

22  r  /  6  \' 
g  = f —  J  X  78.4  =15.4  cu.  ft.  per  sec.  =  96^  gals,  per  sec. 

Energy  =  ^^*  "1  ^^*  -^^|^'  =  92,438*  ft.-lbs.  =  168^^^  H.  P. 

32  2 


{c)     V  =  .896  V64. 100  =  71.68  ft.  per  sec.     (See  Castel's  Table.) 

22  I  /6V 

Q  = (  -)  X  71.68  =  14.08  cu.  ft.  per  sec.  =  ZZ  gals,  per  sec. 

7  4\i2/ 

Energy  =  ^^  ^  '4A  (7'. 68)'  ^  ^^^^ ^^  f^  .1^5.  =  ,28.45  H.  P. 

32  2 

Ex.  3.  There  is  a  36-ft.  head  of  water  over  the  2-in.  throat  of  a  bell- 
mouth.  Find  the  greatest  diameter  of  the  mouth  when  open  to  the 
atmosphere  and  running  full,  the  height  of  the  water-barometer  being 
54  feet. 

Let  /,  V  be  the  pres.  and  vel.  at  the  throat ; 
v^  be  the  vel.  at  the  mouth. 

Then  --  +        =  34  +    '   =  36. 


z/" 


Therefore  ^.   =  2,   or    v^  -  Z  ^2  ft.  per  sec. 


72  RAD!AT!NG  CURRENT. 

The  velocity  in  the  throat  is  greatest  whei>  the  pressure,  /i,  is  least, 
i.e.,  when  pi  =  o,  and  then 

o  +  —  =  36,    or    V  =  48  ft.  per  sec. 
If  D  ins.  is  the  diameter  of  the  mouth,  the  discharge 

= 8  y2  = .  —  .36 

144    4       ^  144      4     ^ 

=  —  cu.  ft.  per  sec, 
14 

and  /?•=  12.726, 

or  Z?  =  3.56  ins. 

20.  Radiating  Current.— As  an  application  of  Bernouilli's 
theorem,  consider  the  steady  plane  motion  of  a  body  of  water 
flowing  radially  between  two  horizontal  planes  a  ft.  apart,  and 
symmetrical  with  respect  to  a  central  axis  (Fig.  46). 

Let  V  ft.  per  second  be  the  velocity  at  the  surface  of  a 
cylinder  of  radius  r  ft.  described  about  the  same  axis.  Then 
the  volume  Q  crossing  the  surface  per  second  is 

Q  =  2nr  .  aVy 
and  therefore 

Q 

rv  =  =  a  constant, 

2na 

since  Q  is  constant. 

Thus  V  increases  as  r  diminishes,  and  becomes  infinitely 
great  at  the  axis ;  but  it  is  evident  that  the  current  must  take 
a  new  course  at  some  finite  distance  from  the  axis. 

If  p  is  the  pressure  at  any  point  of  the  cylindrical  surface 
z  ft.  above  datum,  then,  by  Bernouilli's  theorem, 

z  A 4-  —  =  a  constant  =  //  =  y  -J , 
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denoting  the  dynamic' head  z  •\-  —  hy  y.     Hence 


h- 


_il_ 


& 


a  constant 


2g  ""  S^V^V 


and  therefore 


r*(h  —  y)  =  a  constant, 

Fig.  46. 
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Fig.  47. 

is  an  equation  giving  the  free  surfaces  of  the  pressure  columns 
(Fig.  47).  These  surfaces  are  thus  generated  by  the  revolu- 
tion of  what  is  called  Barlow's  curve. 
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The  surfaces  of  equal  pressure  are  also  given  by  an  equation 
of  the  same  form. 

21.  Vortex  Motion. — A  vortex  is  a  mass  of  rotating  fluid, 
and  the  vortex  is  termed  free  when  the  motion  is  produced 
naturally  and  under  the  action  of  the  forces  of  weight  and 
pressure  only. 

In  the  radiating  current  already  discussed,  assume  that  the 
direction  of  motion  at  each  point  is  turned  through  a  right 
angle  so  that  the  mass  of*  water  will  now  revolve  in  circular 
layers  about  the  central  axis.  Also,  if  there  is  a  slow  radial 
movement,  so  that  fluid  particles  travel  from  one  circular 
stream-line  to  another,  it  is  assumed  that  these  particles  freely 
take  the  velocities  proper  to  the  stream-lines  which  they  join. 
Such  a  motion  is  termed  a  free  circular  vortex. 

The  motion  being  steady  and  horizontal,  the  equation 

p        1?" 
z  A A =  a  constant  =  //"      ...     fi) 

^    w   ^   2g  ^  ^ 

holds  good  at  every  point  of  a  circular  stream  of  radius  r. 
Again,     . 


w 


,  d  (z  -\ j  =  increment  of  dynamic  pressure  between  two 

consecutive  elementary  stream-lines 
=  deviating  force 
=  centrifugal  force  of  an  element  between  the 

two  stream-lines 

=  —  .  ar. 
But,  by  eq.  (i). 

Hence 


V,  dv 


J         p\  w  wv^ 

\    ^wl  g    '         gr 
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and  therefore 

dv       dr 

so  that  vr  =  a  constant,  and  v  varies  inversely  as  r,  as  in  the 
case  of  the  radiating  current.  Therefore  the  curves  of  equal 
pressure  will  also  be  the  same  as  in  a  radiating  current. 

Free  Spiral  Vortex, — Suppose  that  the  motion  of  a  mass 
of  water  with  respect  to  an  axis  O  is  of  such  a  character  that 
at  any  point  M^  the  components  of  the  velocity  in  the  direction 
of  OMy  and  perpendicular  to  OM,  are  each  inversely  propor- 
tional to  the  distance  OM  from  (9.  The  motion  is  thus  equiva- 
lent to  the  superposition  of  the  motions  in  a  radiating  current 
and  in  a  free  circular  vortex ;  and  if  B  is  the  angle  between 
OM  and  the  direction  of  the  stream-line  at  J/,  v  cos  d  and 
V  sin  6  are  each  inversely  proportional  to  OM,  and  therefore  d 
must  be  constant.  Hence  the  stream-lines  must  be  equi- 
angular spirals,  and  the  motion  is  termed  a  free  spiral  vortex. 

This  result  is  of  value  in  the  discussion  of  certain  turbines 
and  centrifugal  pumps.  A  steady  free  surface  in  the  case  of  a 
free  spiral  vortex  is  impossible,  as  the  stream-lines  cross  the 
surfaces  of  equal  presure,  which  are  the  same  as  before. 

Also,  if /q,  r^j,  v^  are  Ihe  pressure,  radius,  and  velocity  at 
any  other  point  at  the  same  elevation  z  above  datum,  then 

^    W    ^      2g  W  2g 


and  the  increase  of  pressure-head 


W  2g  2gV^ 


G-)  =  r;(-3") 


Forced  Vortex. — A  forced  vortex  is  one  in  which  the  law 
of  motion  is  different  from  that  in  a  free  vortex.  The  simplest 
and  most  useful  case  is  that  in  which  all  the  particles  have  an 
equal  angular  velocity,  so  that  the  water  will  revolve  bodily* 
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the  velocity  at  any  point  being  directly  proportional  to  the 
distance  from  the  axis. 
As  before, 

But 

V  <x  r  z=i  oar, 

a>  being  the  constant  angular  velocity  of  the  rotating  mass. 
Therefore 


4 


^  + 


d\s+-)=z—r.  dr. 


Integrating, 


z  A —  =  -       +  a  constant  = ha  constant. 

Hence,  if/Q,  r©,  z^q  are  the  pressure,  radius,  and  velocity 
ior  any  second  point  at  the  same  elevation  z  above  datum,  then 


P-P 


w 


•  =  ^(r«  -  r,')  =  -^^y'  -  V). 


If  the   second   point   is   on   the   axis   of  revolution,    then 
r^  =  o,  and  the  last  equation  becomes 


w 


2g 


Thus  the  free  surface  of  the  pressure  columns  is  evidently  a 
paraboloid  of  revolution  with  its  vertex 
at  (?,  as  in  Fig.  48. 

A  compound  vortex  is  produced  by 
the  combination  of  a  central  forced  vortex 
with  a  free  circular  vortex,  the  free  sur- 
face being  formed  by  the  revolution  of  a 
Barlow  curve  and  a  parabola. 

For  example,  the  fan  of  a  centrifugal 
pump   draws    the   water   into  *  a   forced  Fio.  48. 

vortex  and  delivers  it  as  a  free  spiral  vortex  into  a  whirlpool- 
chamber  (Chap.  VIII). 


1                ^ 

/ 

1               ^ 
]          \ 

r 

r              - 
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* 
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r     - 

1 
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In  this  chamber  there  is  thus  a  gain  of  pressure-head,  and 
the  water  is  therefore  enabled  to  rise  to  a  corresponding  addi- 
tional height.  James  Thomson  adopted  the  theory  of  the 
compound  vortex  as  the  principle  of  the  action  of  his  vottex 
turbine. 


Ex.  A  centrifugal  pump  of  2  ft.  interior  and  4  ft.  exterior  diar., 
makes  336  revels,  per  minute.  The  water  gradually  fills  up  and  flows 
very  slowly  through  the  wheel  into  a  chamber  of  comparatively  much 
larger  diar.»  from  which  it  passes  away  into  the  discharge-pipe.  The 
pressure  at  the  inlet  may  be  taken  to  be  one  atmosphere,  or  21 16  lbs. 
per  sq.  foot. 

Basing  the  flow  through  the  wheel  upon  the  hypothesis  that  the 
velocity  v  of  any  fluid  particle  is  directly  proportional  to  its  distance  r 


8436 


UNCor 


MHO  PR. 


S116 


Fig.  4g. 

from  the  axis  of  rotation,  the  law  connecting  the  pressure  p  and  the 
velocity  v  may  be  expressed  in  the  form  (Ex.  i,  p.  21) 

w  ig 

At  the  inlet/  =  21 16,  and  let  v  =  vu    Then 

2Il6   _  ^    .   f^ 


so  that 


But 


P  =  2116  + 


2g    \Vx*  I 


vnr 


_  ^25/336^  22  y^ 

""  128V  60    7    7 


v 


210,     and     — -  =  — =  r*. 
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Therefore 

/  =  2ii6  +  I2IO  (r*—  i)  =906  +  i2ior*. 

Giving    r,    successively, 
the  values  i,        1.2,         1.4,         1.6,        1.8,     2  ft., 

the  corresponding  values 

of/ are  2116.   2648.4.  3277.6,  4003.6,4826.4,   5746  lbs. 

Thus  the  curve  AB,  obtained  by  plotting  these  values,  shows  the 
variation  of  the  pressure  inside  the  wheel. 

The  hypothesis  of  the  flow  in  the  surrounding  chamber  is  that  the 
velocity  of  any  fluid  particle  is  ittverstly  proportional  to  its  distance  from 
the  axis  of  rotation  ;  and  in  this  case  the  pressure  and  velocity  are  con- 
nected by  the  relation  (Ex.  i,  p.  21) 

A  —     — i^ 
At  the  wheel  outlet,  i.e.,  where  r  =  2  ft.,/  =  5746  lbs.  per  sq.  ft., and 

let  V  =  2/a. 

Then  iS~L^  =  ^ . 

w  2g 

therefore  p  =  S7A^  +  ^^^(  i  —  —J. 

—    \        ^«  7 


^ 


But 


therefore 


«^«         ^25/336  22   \'        o  .     V       2 

■ —     =      A  -/f 4    =  4840,     and     -  =  -; 

2g         1 28  \  60     7  7  vt       r  • 

p  =  5746  +  4840(1  ~  i)  =  10586  -  i^l^o 


Giving  r,  successively,  the  values    2,     2.2.   2.4.     2.6,     2.8,    and    3  ft., 
the  corresponding  values 

of /are  5746.  6586.  7225,  7723,   8x17,   and   8435  lbs. 

Thus  the  curve  BC,  obtained  by  plotting  these  values,  shows  the  va- 
riation of  the  pressure  in  the  chamber  surrounding  the  wheel. 

22.   Large  Orifices  in  Vertical    Plane    Surfaces. — The 

issuing  jet  is  approximately  of  the  same  sectional  form  as  the 
orifice,  and  the  fluid  filaments  converge  to  a  minimum  section 
as  in  the  case  of  simple  sharp-edged  orifices. 

{a)  Rectangular  Orifice  (Fig.  50). — Let  E,  F  be  the  upper 
and   lower    edges    of  a   large  rectangular    orifice    of  breadth 


LARGE  RECTANGULAR  ORIFICES. 


79 


jB,  and  let  H^ ,  f/^  be  the  depths  of  E  and  F,  respectively, 
below  the  free  surface  at  -^4       If  «  be  the  velocity  with  which 

the  water  reaches  the  orifice,  then  //=  — ,  is  the  fall  of  free 

surface   which   must  have   been   expended    in   producing   the 
velocity  u. 

Hence    //^  +  ^  ^^^  ^2  "I"  ^  ^^^  ^^^  ^^^^  depths  of  the 
edges  E  and  F  below  the  surface  of  still  water. 

Let   MN  be   the   minimum    or   contracted    section,    and 

assume  that  it  it  is  a  rectangle  of  breadth  d. 
Let  Aj ,  Aj  be  the  depths  of  M  and  N,  respectively,  below 

the  free  surface  at  A, 
Then  A^  -f-  If,  h^  -["  ^  ^^^  ^^e  true  depths  of  M  and  N 

below  the  surface  of  still  water. 
First,     Let  the  flow  be  into  the  air,  the  orifice,  being  clear 
above  the  tail-water  level,  Fig.  50. 

Consider  a  lamina  of  the  fluid  at  the  section  MN^  of  the 


r 
.i. 


--"IF 


Fig.  50. 

width  of  the  section,  and  between  the  depths  x  and  x  -{-  dx 
below  the#surface  of  still  water. 

The  elementary  discharge  dq^  in  this  lamina,  is 

dq  =  bdx  V2gXy 
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and  therefore  the  total  discharge  Q  across  the  section  MN  is 


*^t  +  ^ 


Q 


=     \  dq  z=z     \  b  .dx  V2gx 


(I) 


Put  c  =    i\iK^H)\-{h,J^H)\  \ 
Then 

The  coefficient  c  is  by  no  means  constant,  but  is  found  to 
vary  both  with  the  head  of  water  and  also  with  the  dimensions 
of  the  orifice,  and  can  only  be  determined  by  experiment. 

Second.   Let  the  orifice  be  partially  (Fig.  51)  submerged, 
and  let  //",  be  the  depth  between  the 
surface  of  the  tail-race  water  and  the 
free  surface  at  A. 

By  what  precedes,  the  discharge 
(2i  through  EG,  the  portion  of  the 
orifice  clear  above  the  tail-race,  is 

-{ff^  +  ff)i\.       (2) 

Every  fluid  filament  flows  through 
the  portion  GF  of  the  orifice  under 
an  effective  head  H^  +  ^f  ^^^  there- 
fore with  a  velocity  equal  to  ^'o*  5i« 


Hence  the  discharge  Q^  through  GF  is 


and  the  total  discharge  Q  is  equal  to  Qj  -j-  Qy 


(3) 
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Si 


The  coefficients  c^ ,  r,  are  to  be  determined  by  experiment, 
and  if  ^j  =  ^^  =  c, 


Q=Q,  +  Q,=  cB  V2g [?  |(^,  +  ^)l  -  {H,  +  H)\\ 


^{H,-H;iVH,  +  H 


•     (4) 


Third.   Let  the    orifice  be  wholly  submerged  (Fig.   52). 

Then  the  total  discharge  Q  is  evidently 

Q  =  cB  V^^H^  -  H,)  VH,  +  H,   (s) 

c  being  a  coefficient  to  be  determined 
by  experiment. 

If  the  velocity  of  approach,  u^  vs 

^^^^  sufficiently  small    to    be   disregarded 

without  sensible  error,  then  /Z'  =  o, 

and  equations  (i),  (4),  and  (5),  respec- 

tively,  become 

Q  =  \cB  V2g{H^  -  h});      (6) 

Fig,  52.  ^ 

Q  =  cB^^Tg\H,^[H,-^)-\H}\;      .     .     (7) 


Q  =  cB  V2g{H^  -  H,)H^. 


(8) 


(b)  Circular  Orifices.  —  Let  Fig.  53  represent  the  minimum 
section  of  the  circular  jet  issuing  from  a  circular  orifice. 

Let  2^  be  the  angle  subtended  at  the  centre  by  the  fluid 
lamina  between  the  depths  ;r  and  ;r  +  ^^  below  the  surface  of 
still  water. 

Let  r  be  the  radius  of  the  section  so  that  2r  =  h^  —  h^ ,  k^ 
and  A,  being,  as  in  (^),  the  depths  of  the  highest  and  lowest 
points  of  the  orifice  below  the  free  surface  at  A. 
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Iff  as  before,  is  the  head  corresponding  to  the  velocity  of 
approach. 


Fig.  53. 
Then  the  area  of  the  lamina  under  consideration 

=  2r  sin  ff .  dXf 

and  the  elementary  discharge,  dg^  in  this  lamina,  is 


dg  =  2r  sin  6 .  dx  V2^x. 

A^  +  /f+A^  +  If                     A^A^2l/ 
But  X  =  — ^-^ r  cos  0  =  -^ r  cos  ^, 


and  therefore 

Hence 

dg  =  2r^  sin'  ff 


dx  ^=  r  sin  ff  .  dff. 


s/'A^ 


+  K  +  2H 


_2 

2 


~  r  cos  ff 


and  the  total  discharge  Q  is 


Qz=2r^  Sf2g 


•   r  sxvi^ff^^ 


A,+A^  +  2H 


—  r  cos  ff 


)de. 


')*  dff-    (9) 


Ex.  The  free  surface  on  the  up-stream  side  is  5  ft.  and  on  the  down- 
stream side  I  ft.  above  the  sill  of  a  rectangular  sluice  12  ft.  wide.  How 
much  must  the  sluice  be  raised  to  give  105,000  gals,  per  minute? 

,  105.000        o  . 

105,000  gals.  per.  mm.  =  ^   y-  =  280  cu.  ft.  per  sec 


NOTCHES  AND  H^EIRS. 
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Let  X  ft.  be  the  opening  above  the  sill.  For  a  depth  of  i  ft.  above 
the  sill  the  discharge  is  under  a  constant  head  of  5  —  i  ==  4  ft.  For  thf 
remainder  of  the  opening  the  discharge  takes  place  freely  through  a 
rectangular  orifice,  with  its  upper  and  lower  boundaries  r^pectively 
<5  —  x)  ft.  and  4  ft.  below  the  up)-stream  surface.    Then 

280  =  |. 12.  I.  4/64.4* +-^. I  .  12.  y64{ -(5-^)1  +  4i} 

=  440  -  40(5  —  x)K 
Therefore  (5  —  x)^  =  4.    and    x  =  2.48  ft. 

23.  Notches  and  Weirs. — When  an  orifice  extends  up  to 
the  free-surface  level  it  becomes  what  is  called  a  notch. 


STILL  WATER  LEVEL 


Fig.  55. 

A  weir  is  a  structure  over  which  the  water  flows,  the  dis- 
charge being  in  the  same  conditions  as  for  a  notch,  and  is  very 
useful  for  gauging  the  flow  of  small  streams,  the  amount  of 
water  supplied  to  hydraulic  motors,  etc. 

Rectangular  Notch  or  Weir,  — The  discharge  may  be  found 
by  putting  H ^  =  o. 

Thus  equation  (i)  becomes 

.  Q  =  jcB^{{If,  +  H)*-^H*\.      .     .     (10) 

If  the  velocity  of  approach  be  disregarded,  then  /^=  o, 
and  the  last  equation  becomes 

Q  =  jcB^/^II,i, (II) 


and  H^  is  the  depth  to  the  bottom  of  the  notch  or  to  the  crest 
of  the  weir. 

Great  care  should  be  taken  in  obtaining  the  accurate  value 
of  Hy  A  hook  or  a  stiff  vertical  rod,  with  a.  sharp  point,  may 
be  fixed,  at  a  suitable  distance  (5  to  8  ft.)  from  the  back  of 
the  weir,  with  the  point  on  a  level  with  the  crest  of  the  weir. 
The  flume  is  then  filled  with  water  rising  slightly  above  the 
crest  and  producing  a  capillary  elevation  of  the  surface  at  the 
point.  The  water  is  now  allowed  to  subside  until  the  eleva- 
tion is  barely  perceptible,  when  a  hook-gauge  (Chap,  III)  is 
adjusted  and  a  reading  taken.  A  second  reading  Is  taken  for 
any  required  discharge  over  the  weir,  and  the  difference 
between  the  two  readings  is  the  depth,  //^ ,  of  the  water  on 
the  crest. 

It  has  been  found  that  the  discharge  {Q)  is  appreciably 
affected  by  vibration,  and  it  is  therefore  of  importance  that  the 
weir  should  be  made  as  rigid  as  possible.  The  up-stream  face 
of  the  weir  is  nearly  always  vertical  and  at  right  angles  to  the 
direction  of  flow. 

To  diminish  the  effect  of  the  velocity  of  approach,  the 
water-section  in  the  flume  should  be 
large  as  compared  with  the  section 
of  the  waterway  on  the  crest,  and 
the  depth  of  the  weir  should  therefore 
be  at  leapt  twice  the  depth  /f,  of  the 
water  on  the  crest. 

The  crest  should  be  horizontal 
and,  generally  speaking,  it  consists 
of  a  plate  with  a  bevelled  edge,  Fig. 
54,   on   the  up-stream  side,   or  of  a  ^'°-  S*- 

thin  plate.  Fig.  55,  so  that  the  water  springs  clear  from  the 
inner  edge. 

A  rounded  edge.  Fig.  56,  diminishes  the  discharge  and 
should  be  avoided,  as  its  eflect  is  uncertain. 


The  length  B  of  the  crest  should  be  at  least  three  times  the 
depth  H^. 

The  effective  sectional  area  of  the  water  flowing  through  a 
rectangular  notch,  or  over  a  weir,  is  less  than  BH^ ,  because 
of  (a)  crest  contraction,  (i)  end  contraction,  (^)  the  fall  of  the 
free  surface  towards  the  point  of  discharge. 

It  is  reasonable  to  assume  that  the  diminution  of  the  actual 
sectional  area,  BH^,  due  to  crest  contraction  and  to  the  fall 
of  the  free-surface  level  is  proportional  to  the  width  B  of  the 
opening. 

Suppressed  Weir,  or  Weir  without  End  Contractions. — If 
a  weir  occupies  the  whole  width  of  the  stream,  or  flume,  Figs. 
57  and  59,  the  contraction  at  each  end  is  wholly  suppressed, 


'^ 


F10.57. 


FiQ.  sS. 


Fia.  S9- 


and  crest  contraction  only  takes  place,  i.e.,  the  falling  sheet 
of  water  is  reduced  in  thickness  near  the  crest.  Air  must  be 
freely  admitted  below  the  falling  sheet,  as  otherwise  a  partial 
or  complete  vacuum  will  be  produced  and  the  sheet  will  be 
depressed  or  will  adhere  to  the  face  of  the  weir,  while  the  dis- 
charge Q  will  be  very  sensibly  modified.  Francis  effected  the 
free  admission  of  air  and  also  prevented  the  lateral  spreading 
of  the  sheet,  after  leaving  the  crest,  by  prolonging  the  upper 
portions  of  the  flume  sides  a  short  distance  beyond  the  weir, 
Fig.  58.  The  discharge  was  thereby  diminished  by  about 
.4  per  cent. 
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Weir  with  End  Contractions, — These  contractions  occur 
when  the  sides  of  the  weir,  or  notch,  Figs.  60  and  61,  are  at 
a  distance  from  the  sides  of  the  channel,  and  they  have  the 


■©-- — ■* 


Fig.  6a 


Fio.  61. 


effect  of  diminishing  the  discharge.  The  contraction  is  com- 
plete, i.e.,  as  great  as  it  can  be  made,  when  the  distance  of  the 
weir  side  from  the  channel  side  is  not  less  than  about  the 
depth  H^ . 

Other  things  being  equal,  the  contraction  and  its  effect 
upon  the  discharge  increase  with  H^ .  The  effect  of  end  con- 
tractions is  almost  inappreciable  and  may  be  disregarded  when 
the  length  B  of  the  crest  is  not  less  than  about  If^ ;  but  as  the 

ratio    yj-  diminishes,    the   effect   rapidly   increases.     Francis 

found  that  the  discharge  for  a  weir  with  perfect  end  contrac- 
tions and  in  which  B  =  4J/, ,  was  diminished  6  per  cent. 

In  his  Lowell  weir  experiments  he  also  found  that,  for 
depths  H^-\-  H  owtT  the  crest  varying  from  3  ins.  to  24  ins.> 
and  for  widths  B  not  less  than  three  times  the  depth,  a  per- 
fect end  contraction  had  the  effect  of  diminishing  the  width  of 
the  fluid  section  by  an  amount  approximately  equal  to  one- 


tenth  of  the  depth,  or 


10 


so  that  the  effective  width  = 


-ff- 


10 


Thus,  if  there  are  n  end  contractions,  the  effective  width 


n 


z=z  B  ^  —  {H^  -j-  -^)»  2Lnd  the  equation  giving  the  discharge 


becomes 

Q=j'\^-ro^^,+^)\^^\i^,+^)*-ff*[  (12) 

According  to  Francis  the  average  value  of  c  in  this  equa- 
tion is  .622. 

Then  ^c  ^2g  =  3.33,  very  nearly,  and  therefore 

e=3.33|^-:^(^,  +  A^)[](^,  +  /^)*-^,»[.  .     (13) 

In  experiments  carried  out  by  Fteley  and  Steams  with 
suppressed  weirs,  as  described  above,  the  total  variation  in  the 
value  of  the  coefficient  was  found  to  be  about  2^  per  cent. 
The  depths  H^  were  measured  6  ft.  from  the  weir,  and  for  values 
of //^  exceeding  .07  ft.  they  deduced  the  formula 

e  =  ^(3.31/^2*+ -007), 

in  which  the  velocity  of  approach  is  disregarded. 

Allowance  may  be  made  for  the  velocity  of  approach  by 
substituting  for  li^  the  expression  H^  +  ^  \^  according  to 
Fteley  and  Stearns,  but  H^  +  \\H  according  to  Hamilton 
Smith,  Jr.,  who  bases  his  conclusions  upon  a  comparison  of 
the  experiments  of  Fteley  and  Stearns  with  those  of  Francis 
and  others. 

If  the  weir  has  n  end  contractions,  B  —  n    ^     —  must  be 

10 

substituted  for  5,  and  allowance  is  made  for  the  velocity  of 

approach  by  substituting  for  H^  the  expression  H^-^-z.o^H, 

according  to  Fteley  and  Stearns,  or  H^  +  1-4^1  according  to 

Hamilton  Smith,  Jr. 

Hunking  and  Hart  give  the  formula 


C=3-33/'(5-«§)^,*. 
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,    I  iH^x^       _ 
in  which  pt  is  very  nearly  =  i  +  j-l"r^ )  »  where 


5  = 


sectional  area  of  waterway 
B  —  n — - 

lO 


Bazin  gives  the  formula 

Q  =  c  ^T^BH}, 

in  which,  if  the  velocity  of  approach  is  disregarded, 


c  =  .405  + 


.00984 


but  if  allowance  is  to  be  made  for  the  velocity  of  approach, 

X  being  the  height  of  the  weir. 

Bazin  considers  that,  with  suppressed  weirs,  as  already 
described  and  which  are  not  very  low,  the  results  obtained 
with  this  coefficient  are  accurate  within  i  per  cent. 

Submerged y  or  Drowned^  Dams  {or  Weirs), — In  these  the 
surface  of  the  tail-race  water  rises  above  the  top  of  the  dam, 


tTILCWSATlW  tgyP. 


I 


Fig.  63. 


Fig.  62.     It  may  be  assumed  that  between  a  and  b  the  flow 
is  as  over  the  crest  of  a  weir,  the  depth  of  water  on  the  crest 
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being  H^  +  -^»  ^t^d  that  between  b  and  c  the  flow  is  equiva- 
lent to  that  through  a  submerged  orifice  under  a  constant  head 
H^  +  ^'  Hence,  if  H'  is  the  depth  of  the  top  of  the  dam 
below  the  surface  of  the  tailwater,  and  if  c  is  the  coefficient  of 
discharge  both  for  the  flow  between  a  and  b  and  also  that 
between  b  and  r, 

The  following  table  gives  approximate  values  of  c  corre- 

M' 
sponding  to  different  values  of  the  ratio   -7=-—^ — £= pj-,  as 

deduced  from  experiments  carried  out  by  Francis,  the  head 
over  the  crest  varying  from  i  to  2.32  ft.,  and  by  Fteley  and 
Stearns,  the  head  varying  from  .325  to  .815  ft. : 

Values  of 

fi'  CorrespoDdinif  Values  of  c  as  deduced  from  the  experimeats  of 

■^    t^x^^  Francis.  Fteley  and  Stearns. 


• .  • 


.05 .* 623  to  .632 

.10 620  **  .630  .62510.635 

.20 610  *•  .625  .618  *•  .62S 

.30 598   '*  .615  .600  **  .610 

.40 586   **  .610  .590  '•  .600 

.50 585   **  .607  .585  ••.595 

.60 585   ".607  .583  ••.593 

.70 585   **    607  .580  •'  .590 

.80 585   ".607  .581   **  .591 

.90 .590  "  .600 

.95 .610  '*  .615 

(  Trautioine.) 

Inclined  Weirs.  — If  the  up-stream  face  of  a  weir,  instead  of 
being  vertical,  is  inclined  up-stream.  Fig.  63,  the  discharge  is 
diminished,  the  depression  of  the  upper  surface  of  the  falling 
sheet  of  water  commences  near  the  crest,  while  the  lower  sur- 
face rises  higher,  above  the  crest,  and  moves  backwards. 

If  the  face  is  inclined  down-stream.  Fig.  64,  the  discharge 
is  increased,  the  depression  of  the  upper  surface  commences  at 
a  point  farther  from  the  crest  than  when  the  face  is  vertical, 
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while  the  lower  surface  becomes  more  flattened  and  moves 
away  from  the  weir. 

Values  of  the  coefficient  of  discharge  for  inclined  weirs  have 
been  deduced  by  Bazin  and  are  given  in  a  subsequent  article. 


Fio.  63. 


Fig.  64. 


*7 


/  The  discharge  is  increased  by  rounding  the  up-stream  edge 


M^ 


f^rtr.*i    of  the  weir. 


'r.    i   ^1 


Circular  Notch, — In  equation  (9),  Art.  22,  put  Aj  =  o  and 


h^  =  2r.     Then 


0  =  2r»  '^2g  j     sW  01h+  2r  sin»  -)^de, 
and  if  the  velocity  of  approach  be  disregarded,  so  that  /T  =  o. 


e 

sin»  6 ,  sin  ---dO 


=  2^*  ^4^  /    si 

=  ^^g    I     (2  sin sin 1-  sin  — jdO 


=  ^4/^. 

m      ^ 


Ex.  I.  A  dam  with  a  rectangular  notch  6  ft.  wide  is  formed  across  a 
channel;  and  the  depth  of  the  water  over  the  sill  is  12  ins.  Find  the 
quantity  of  flow  when  the  notch  has  (a)  no  side  contraction ;  {i)  one 
side  contraction ;  (c}  two  side  contractions. 
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'  Disregarding  the  velocity  of  approach,  and  assuming  the  coefficient 
of  discharge  to  be  the  same  in  each  case,  viz.,  i, 

2  5        r- 

(a)  g,  =  —  .  — .  V64 .  li .  6  =  30  cu.  ft.  per  sec. 

3  <> 

25        — 
{b)  g,  =  — .  ~  .  ^64.  iJ(6  -  ^)  =  191  cu.  ft.  per  sec. 

(<:)  g,  =  _ ,  ^ ,  |/64 .  il(6  —  A)  =  '9i  cu.  ft.  per  sec. 

3     o 

Ex.  2.  400  cu.  ft.  of  water  per  second  are  conveyed  by  a  channel  of 
rectangular  section  25  ft.  wide,  when  the  water  runs  4  ft.  deep.  Find 
the  height  of  a  dam  built  across  the  channel  which  will  increase  the 
depth  50  per  cent,  taking  into  account  the  velocity  of  approach. 

400  8 

The  velocity  of  approach  = ^  =  -  ft.  per  sec. 

The  corrresponding  head  =  --=-—  =  -  ft. 

Let  X  ft.  be  the  height  of  the  dam. 

First,  Assume  that  the  dam  is  not  drowned,  i.e.,  that  its  crest  rises 
above  the  water-surface  on  the  down-stream  side.     Then 

400  =  y  .  |.  25  .    VeA{{6  -  ;r  +  J)«  -  (J)«}, 

or  (6  —  jr  +  \)\  =  4.837037  =  (6.1 1 1  —  jr)l, 

and  :r  =  3.25  ft.,  which  is  less  than  4  ft.,  and  therefore  the  assumption 
that  the  dam  is  not  drowned  is  incorrect. 

Second.  Assuming  that  the  dam  is  drowned,  the  discharge  now  takes 
place  under  a  constant  head  of  (2  +  \)  ft.  for  a  depth  of  (4  —  x)  ft.,  and 
as  over  a  weir  for  a  depth  of  2  ft.     Then 

400  =  1 .  25(4  -  X)  ^^(2  +  J)*+  -^  -"1 .  25  .  i^64.{(2  +  J)«  -  (J)i|. 

or  1. 1798  =  (4  — J^)(2i)»' 

^nd  X  =  3.188  ft.,  which  is  less  than  4  ft.,  and  therefore  the  assumption 
of  a  drowned  dam  is  correct. 

Ex.  3.  If  X  is  the  depth  of  water  over  the  crest  of  a  rectangular 
notch,  then,  disregarding  the  velocity  of  approach. 
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Let  dQ  be  the  change  in  the  discharge  corresponding  to  a  change 
4x  in  the  depth  on  the  sill.    Then 


dQ  ^  ~cB  Vi ,  ^x^ ,  iix. 

dQ_Z_dx 
Q    ^   2    X' 


Hence 


Thus  a  change  of  6  per  cent  in  the  discharge  corresponds  to  a  change 
of  4  per  cent  in  the  sill  depth,  and  a  change  of  lo  per  cent  in  this  depth 
corresponds  to  a  change  of  15  per  cent  in  the  discharge. 

24.  Triangular  Notch. — Disregard  the  velocity  of  approach 
and  let  B  be  the  width  of  the  free  surface. 

As  before,  consider  a  lamina  of 

fluid    between    the    depths   x    and         w »■ •* 

X  +  dx. 

The  area  of  the  lamina 

B 
=  j¥m%  —  x)dx, 

and  the  discharge  in  this  lamina  is 

B 


Fig.  65. 


dq  =  Cjj{H^  —  x)dx  ^2gx. 


Hence  the  total  discharge  Q  is 

Q^c  j      jj{H^  -  x)dx  ^2gx 

=  c^  ^/H  r\H^^  -  x^x 

=:  -    cB  V2gH}  cu.  fl.  per  sec.      .     (14) 

^  is  a  coefficient  introduced  to  allow  for  contraction,  etc., 
and  Professor  James  Thomson  gives  .617  as  its  mean  value  for 
a  sharp-edged  triangular  notch. 
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Now  the  ratio  -77-  is  constant  in  a  triangular  notch  and 

varies  in  a  rectangular  notch.  Hence  Thomson  inferred  and 
showed  by  experiment  that  the  value  of  c  is  more  uniform  for 
triangular  than  for  rectangular  notches,  and  therefore  also  the 
former  must  give  more  accurate  results. 

If  the  flow  is  through  a  90°  notch,  B  =  2H^ ,  and 

o  

(2  =  —  c  ^2gH^  =  2.64//j"  cu.  ft.  per  sec,  approximately, 
or 

=  1 58-385-^2*  ^"-  ^-  P^^  min., 
c  being  .617  and  g  =  32. 176. 

Ex.  I.  A  reservoir  discharges  through  a  sharp-edge  triangular  notch,, 
and  in/  sees,  the  depth  of  the  water  in  the  notch  falls  from  H  ft.  to  x  ft. 

Let  S  be  the  sectional  area  of  the  reservoir  corresponding  to  the  x 
fi.  depth ;  let  mx  be  the  width  of  the  free  surface  on  the  notch  corre- 
sponding to  the  X  ft.  depthp  m  being  a  numerical  coefficient  depending 
upon  the  notch  angle. 

Then,  since  the  water  sinks  dx  ft.  in  dt  sees., 
—  S  ,dx  —  discharge  from  reservoir  in  dt  sees. 

=  amount  flowing  through  notch  in  dt  sees. 

=  —  ^2icc .  mj^ .  dt, 
15      ^ 

<»r  dt  =1 j= — X  •  .  dx, 

AV^gcm 

Hence  the  time  in  sees,  in  which  the  depth  falls  from  H  ft.  to  x  ft. 


=  +  ^ —  r    Sx  ^dx, 

4  ^TgcmJx 

If  the  horizontal  sectional  area  S  is  constant, 

the  time  tn  sees,  =  7= —  I  —-j  —  -zjr  J. 

For  a  90*  notch  »i  =  2,  and  taking^  =  32  and  ^  =  f , 
the  time  in  sees,  =  —  [ — p xTt)* 
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The  time  becomes  infinite  when  jt  =  o,  which  indicates  that  the  flow 
diminishes  indefinitely  with  the  depth  in  the  notch. 

Ex.  2.  Find  the  discharge  in  gallons  per  minute  through  a  90*  sharp- 
edge  notch  when  the  water  runs  4  ft.  deep.  If  the  reservoir  supplying 
the  water  has  a  constant  horizontal  sectional  area  of  80,000  sq.  ft.,  in 
what  time  will  the  level  sink  3  ft.  ? 

2  =  ~  V(>\ .  |- .  2  .  4*  =  85I  cu.  ft.  per  sec.  =  85I  x  6i  x  60  gals,  per  min. 

=  32,000  gals,  per  min. 


the  time 


Socxx)  / 


( I 1  )  ~  ' 7.500  sees.  =  4¥f  hours. 


25.  Broad-crested  Weir.— Let  Fig.  66  represent  a  stream 
flowing  over  a  broad-crested  weir.     On  the  up-stream  side  the 


Fig.  66. 

free  surface  falls  from  A  to  B.  For  a  distance  BD  on  the  crest 
the  fluid  filaments  are  sensibly  rectilinear  and  parallel;  the 
inner  edge  of  the  crest  is  rounded  so  as  to  prevent  crest  con- 
traction. 

Consider  a  filament  ad^  the  point  a  being  taken  in  a  part 
of  the  stream  where  the  velocity  of  flow  is  so  small  that  it  may 
be  disregarded  without  sensible  error. 

Let  A  be  the  thickness  AfN  of  the  stream  at  d. 

Let  the  horizontal  plane  through  A^  be  the  datum  plane. 

Let  ^j ,  ^  be  the  depths  below  the  free  surface  of  a  and  6, 

Let  /i^  be  the  elevation  of  a  above  datum. 
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Let  Pot  pif  p  be  the  atmospheric  pressure  and  the  pressures 
at  a  and  6. 

Let  V  be  the  velocity  of  flow  at  d. 
Then,  by  Bernouilli*s  theorem, 

^         W  W    ^     2g 


But 


therefore 


^'  =  ^.+^'     and     ^  =  .-+^-: 


and  hence 


H ^  being  the  depth  of  the  crest  of  the  weir  below  the  surface  of 
still  water. 

Thus,  if  B  be  the  width  of  the  weir,  the  discharge  Q  is 


From  this  equation  it  appears  that  Q  is  nil  both  when 
X  =1  o  and  when  A  =  H^,  Hence  there  must  be  some  value 
of  A  between  o  and  H^  for  which  (2  is  a  maximum.  This  value 
may  be  found  by  putting 


and  therefore 

2 

3 


A  =  -/^„ 
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and  the  expression  for  the  discharge  becomes 

Q^-^BH,V^iH,=  .Zf^SBV^,H\       .     (i7> 
3  ^3 

which  is  the  maxmum  discharge  for  the  given  conditions. 

Experiment  shows  that  the  more  correct  value  for  the  dis- 
charge is 

Q  =  .3SBi'^^,i (i8> 

If  the  water  approaches  the  weir  with  an  appreciable  velocity 
«,  corresponding  to  the  head  Hy  so  that  —  =  //",  then 

and 

This  formula  agrees  with  the  ordinary  expression  for  the 
discharge  Over  a  weir  as  given  by  equation  (ii),  if^=  .525. 

It  might  be  inferred  that  for  broad-crested  weirs  and  large 
masonry  sluice-openings  the  discharge  should  be  determined 
by  means  of  equation  (18)  rather  than  by  the  ordinary  weir 
formula,  viz.,  equation  (11). 

It  must  be  remembered,  however,  that  in  deducing  equa- 
tion (17),  frictional  resistances  have  been  disregarded  and  the 
gratuitous  assumption  has  been  made  that  the  stream  adjusts 
itself  to  a  thickness  /  which  will  give  a  maximum  discharge. 
The  theory  is  therefore  incomplete. 

The  discharge  over  a  sharp-crested  weir  is  sensibly  the 
same  as  that  over  a  weir  with  an  apron,  as  in  Fig.  66,  so  long 
as  the  depth  of  the  water  on  the  crest  is  not  less  than  about 
15  ins.,   but  below  this  limit,  the   discharge  over   the  apron 
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rapidly  diminishes  with  the  depth.  For  example,  the  dis- 
charge over  a  sharp-crested  weir  is  approximately  double  that 
over  a  weir  with  an  apron  when  the  depth  is  about  i  in.,  is 
20  per  cent  greater  when  the  depth  is  6  ins.,  and  10  per  cent 
greater  when  the  depth  is  1 2  ins. 

26.  Reservoir  Sluices. — The  water  flows  into  the  receiving 
channel  either  freely,  as  in  Fig.  67,  or  under  water,  as  in 
Fig.  68. 


Fig.  67. 


In  the  first  case,  the  stream-lines  converge  to  a  contracted 


^1 1  'a 


c 


l_^  ■WLI^.g J^  !■. ^  -g.-^JW 


Fig.  63. 


section,  and  between  the  sluice  and  a  certain  section  DE  there 
is  a  sudden  swell,  the  height  of  swell  being  given  by 


7>  2  7;  * 

2^         2^ 


and  T\ ,  V,  being  the  velocities  of  flow  across  the  contracted 
section  and  the  section  at  D£, 

Let  A^t  A^he  the  areas  of  the  sluice  and  section  at  DB^ 
^nd  let  nA^  ^  A^.     Then 
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c^  being  the  coefficient  of  contraction. 

Thus  the  swell  will  be  found  to  be  further  from  or  nearer 
the  sluice,  according' as  the  difference  between  the  depths  of 
the  stream  and  the  sluice  is  >  or  <  BC. 

If  ^  is  the  coefficient  of  hydraulic  resistance,  then 


i^+/fjl=AB, 


and^   may  be  .i  or  even  greater;  but  if  the  sluice  edges  are 
smoothed  and  rounded  so  thaty^  can  be  disregarded,  then 


7J  ^  c;  2 

2^  2^ 


and  therefore  AB  —  BC  —  AC  =  -^. 

2^ 

It  is  assumed  that  the  water  in  the  reservoir  retains  the 
same  level,  but  where  the  flow  commences  there  is  a  depres- 
sion in  the  surface  due  to  the  velocity  of  flow,  and  the  amount 
of  this  depression  should  be  deducted  from  the  total  head. 

When  the  backwater  rises  above  the  sluice,  as  in  Fig.  68, 


AC  =•  head  required  to  produce  7/^  +  head  * '  lost  in  shock  * ' 

2^         2J-        2g  (   ^\c,      )  y 

and  AC  increases  with  »,  i.e.,  as  A^  diminishes  as  compared 
with  Ay 
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ay.  Basin's  Flow  Over  Weirs. — This  article  is  the  r6sum6  of  Bazin*s  val- 
uable papers  on  this  subject  published  in  the  Annales  des  Fonts  et 
Chaussies.  The  symbols  are  changed  to  correspond  with  the  preceding 
articles  of  the  present  chapter. 

Let  Ct,  B,,  Ht  be  the  coefficient,  length  of  crest,  and  head  over  crest 

for  a  standard  weir. 
Let  c^  B,  H%  be  the  corresponding  symbols  for  an  experimental  weir^ 
Then,  disregarding  the  velocity  of  approach, 

and 


Experiments  with  the  standard  weir  give  the  value  of  Cs ,  the  ratio 
-— '  is  usually  uniiy^  and  the  ratio    - '  is  found  by   observation.     Hence 

B  ri% 

the  value  of  c  can  be  at  once  calculated. 

In  practice  it  seems  impossible,  with  the  data  at  present  available,  to 
make  a  rational  selection  of  the  proper  value  of  r,  which  varies  between 
wide  limits  and  is  affected  not  only  by  the  form  of  the  weir  but  by 
other  conditions,  amongst  which  may  be  enumerated  the  following  : — 

{a)  The  velocity  of  approach^  which  cannot  be  disregarded  when  the 

weir  is  of  small  height. 
(b)  The  height  of  the  weir. 
{e)  The  crest  contraction^  which  depends  both  upon  the  height  of  the? 

weir  and  the  form  of  the  crest. 
{d)  The  end  contractions^  which  have  a  considerable  influence  when 

the  weirs  are  of  comparatively  small   width,  but  are  not  of, 

so  much  importance  when  the  weirs  are  long. 
(^)  The/brm  of  the  nappe,  which  may  vary  considerably,  and  which  . 

in  every  case  should  be  the  subject  of  a  careful  investigation. 

Sharp-crested  Weir  (Figs.  54,  55). — The  simplest  and  best  defined 
case,  and  one  which  admits  of  an  exact  determination  of  the  coefficient  ^ 
of  discharge  c,  is  that  of  a  free  nappe  (or  sheet),  the  sheet  of  water  flow- 
ing over  the  weir  without  end  contraction,  and  with  its  lower  as  well 
as  upper  surface  fully  exposed  to  atmospheric  pressure.  Allowance 
may  be  made  for  the  influence  upon  the  discharge  of  the  velocity  of 
approach,  »,  by  substituting  for  the   head,  //ti  over  the  crest  in  the 


;/« 


discharge  formula,  the  expression  //»  +  «  — ,  a  being  a  coefficient  whicl^ 
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has  not  been  accurately  determined.     Thus 


Q  =  fiBV2g{^H.-^a~f. 


IX  being  the  modified  value  of  c. 


«• 


But  — T  is  very  small,  rarely  exceeding  a  few  centimeters,  and  there- 
fore, approximately. 

Let  X  be  the  height  of  the  weir.     Then 

uB{IU  ■vx)^Q^cB  \^Tg H^ , 
^nd  therefore 

t 

Hence,  putting    A'  =  far*, 


90  that 


'=-^■^^'UT^J^ 


Bazin  has  deduced  the  values  of  a.  A',  and  m  by  comparative  ezperi* 
vments  on  five  weirs  of  different  heights. 

a  and  A'  are  not  constant,  but  their  mean  values  are  {  and  .55 
respectively.  The  coefficient  //  slowly  diminishes  as  the  head  A  in- 
creases. 

Thus 

for  heads  =  o»".o5    o".io    o».2o    o«.3o    o".4o    o».5o 
^e  correspond ing  values  of  >u  =  .448      .432      .421      .417      414     .412 

For  values  of  //%  >  o".  10,  it  is  sufficiently  accurate  to  take 

.003 


M  =  .405  + 


I/t' 
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and  therefore 


SO  that 


Generally,  for  values  of  Hi  between  o".io  and  o".3o,  //  may  be  made^ 
cqual^  to  .425,  and,  taking  K  =  .5, 


a  suitable  form  for  practical  use  when  errors  of  2  to  3  per  cent  are  not 
too  large  to  be  of  importance. 

The  absolute  values  of  c  having  been  found  for  a  sharp-crested  weir 
with  a  free  nappe  and  a  vertical  face  on  the  up-stream  side,  it  does  not 
follow  that  the  same  method  sliould  be  adopted  to  determine  the  cor- 
responding coefficients  for  other  forms  of  weir.  In  fact,  if  c*  is  the  coef- 
ficient for  any  other  given  weir,  when  the  head  over  the  crest  is  the 
same,  the  influence  of  the  velocity  of  approach  may  be  largely  eliminated 

by   finding    the   ratio  — .     The  ratio  corresponding  to  two  different  in- 

dinations   is  sensibly  constant  for  all   heads,  and  the  following  table 

gives  the  values  of  -  for  varying  face-slopes: —     • 

For  an  up-stream  face-slope  of  i  hor.  to  i  vert —  =    .93 


2  "        3      "    "    =     .94 

I         "      3    "    "  =    .96 


"  "  vertical  face •*  =  i  .00 

For  a  down-stream  face-slope  of  i  hor.  to  3  vert. ...     "  =  1.04 

2  "  3  "....*'  =  1.07 
I  "!"....•*  =  i.ia 
^  *  «...        —  1.1  z 

4         "      I    •*....'•=  1.09 

It  may  be  noted  that  the  coefficient  (or  ratio)  gradually  increases 
from  .93,  corresponding  to  a  slope  of  45*  on  the  up-stream  side,  to  1.12,. 
corresponding  to  a  slope  of  about  30"  on  the  down-stream  side. 
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When  the  air  cannot  pass  uuderneatli  the  sheet  of  water  flowing  over 
the  crest,  the  nappe  either  encloses  a  volume  of  air  at  less  than  th^ 
atmospheric  pressure  and  is  depretstd.  Fig.  69,  or  the  air  is  entirely  ex- 


Fig,  69.— Depreiied  N»ppe.  Fig.  70— Drowned   Nappe. 

eluded  and  the  nappe  is  wetted  undernealh  or  drgwntd.  Fig.  70.  The 
latter  condition,  when  the  nappe  encloses  an  eddying  mass  of  fluid,  gives 
a  more  uniform  motion,  as  the  pressure  of  an  enclosed  volume  of  air 
may  vary  from  tlie  accidental  admission  of  new  air.  The  discharge  is 
slightly  greater  than  with  the  free  nappe,  and  may  be  increased  almost 
10  per  cent  when  the  nappe  is  on  the  point  oT  being  drowned.  So  long 
as  the  head  exceeds  a  certain  limit,  the  nappe  will  not  be  in  contact  with 
the  weir  face.  The  drowned  nappe  may  be  either  independent  of  or 
influenced  by  the  down-stream  level  according  as  the  rise  produced 
beyond  the  nappe  is  at  a  distance  from  the  foot  of  the  nappe  or  partially 
encloses  the  foot. 

Rise  at  a  Distance  from  the  Fool  of  I  he  Nappe.  — \n  tliis  case 

'-  =  .878 +  .138^^. 

but  the  max.  value  of  jr  cannot  exceed  zj,  as  the i/ri>U'nc</ condition  no 

longer  holds  when  //i  <  -x.  The  value  of  -.  corresponding  to  this  maxi- 
mum, is,  i.z,  and  \f  H,  =  jr,thecoefRcieniair'and  i-are  sensibly  the  same. 
Applying  this  formula  to  weirs  of  dJlTerent  heights,  it  is  found  that  the 
absolute  values  of  the  coeflicients  of  discharge  are  sensibly  given  by 
the  formula 

f'=  .47  +  ,oo7S-^,. 

Rise  Enttosing  Iht  Foot  of  She  Nappe.— \\  D  is  the  difference  of  level 
iKlween  the  weir-cresi  and  the  down-stream  surface, 


(or  which  ii 
«zpr«sion 
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I  usually  sufficiently  accurate  to  substitute  the  simpler 

^  D 

-  =  i.05+..S^^. 


These  formulse  are  only  true  (or  values  of  D  ttetween  certain  limits. 
i(  //i  +  ZJ  Is  greater  than  about  \x.  the  rise  is  moved  beyond  the  foot  of 
the  nappe,  and  the  formulae  in  the  preceding  case  become  applicable. 
Again,  If  the  head  Ht  Is  not  sufficient  to  enable  the  nappe  to  push  back 
the  rise.  Ihe  down-stream  surface  level  must  be  sufficiently  high  to  pre- 
vent the  admission  of  air  below  the  nappe. 

The  drowned  nappe  preserves  its  characteristic  profile  even  when  the 
down-stream  surface  is  on  a  level  with  the  weir  crest,  Fig.  71.  but  if 
the  difference  of  level  between  the  up-  and  down-stream  surfaces  stiri 
-continues  to  diminish,  a  point  is  reached  at  which  the  nappe  suddenly 
and  with  an  undulating  movement  again  forms  part  of  the  surface.  This 
change,  which  Is  very  apparent,  does  not  seem  to  have  much  influence 
on  the  coefficient  of  discharge. 


Fic.  71.— Drowned  Nappe. 


Fig.  74.— Adhering  Nappe  {H% 


Fio.  73. — Adhering  Nappe,  spring- 
ing clear  above  crest. 

On  certain  rare  occasions,  and  under  conditions  governed  by  the 
thickness  of  the  weir  and  by  the  construction  of  the  upper  portion  carry- 
ing the  crest,  the  nappe  becomes  adherent.  Figs.  71  to  76.  the  sheet  of 
water  remaining  in  contact  with  the  weir  face.    The  coefficient  t  is  then 
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increased  and  may  become  as  large  as  1.3^,  corresponding  to  an  absolute- 
value  of  .55  or  .56. 

From  what  has  been  said  it  may  be  at  once  inferred  that  the  dis- 
charge over  a  weir  is  largely  influenced   by  the  form  of  the  nappe^ 


mm"- 


wy-^/^'V^'-' 


Fig.  75. — Nappe  adhering  on  crest  only. 


Fig.  76. 


Taking,  for  example,  a  sharp-crested  weir  0.75  m.  high,  it  was  found 
that  for  a  head  over  the  crest  of  0.2  m.  the  coefficient  of  discharge  c~ 
was 

•433  for  a  free  nappe. 

.46     "    a  depressed  nappe. 

.497   "    a  drowned  nappe. 

.554   "    an  adhering  nappe. 

Beam  Weirs, — These  weirs  are  formed  of  squared  timbers  laid  one 
above  the  other  to  any  required  height,  the  weir  faces  being  vertical  and 
the  crest,  or  sill,  having  a  width  e  equal  to  that  of  the  timbers. 

Free  Nappe, — The  nappe  may  either  spring  clear  from  the  dp-stream 
edge,  when  the  case  becomes  that  of  a  sharp-crested  weir,  or  it  may 
remain  in  contact  with  the  sill  and  spring  clear  from  the  down-stream 
edge.  The  first  case  is  at  once  realized  if  H%  exceeds  2^,  and  may  occur 
for  any  value  of  h  between  ^e  and  \\e^  the  change  being  produced  by 
any  such  extraneous  disturbing  cause  as  the  admission  of  air  or  the 
passage  of  a  floating  body,  etc. 

When  the  nappe  remains  in  contact  with  the  sill, 


c'^cLn  4-.i85-^j. 


H 


an  expression  depending  essentially  on  the  value  of  — . 


For  —  =    .5 -  =    .79 

e  ^ 


"   =  i.o '*    =    .88 

"  =1.5 "   =    .98  )  If  the  napjje  remains  in 


«« 


=  2.0. 


"   =    .98) 
••   =  1.07  ( 


contact  with  the  sill. 
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The  ratio  —  is  unity  for  all  values  of  —  above  2,  and  if  the  nappe 

springs  clear  from  the  up-stream  edge,  for  all  values  of — ^between  li 

and  2. 

With  sills  of  considerable  width,  e.g.,  i  or  2  m.,  the  above  formula 

// 
still  gives  results  which  are  approximately  correct.    The  ratio  — ?  may 

diminish  to  a  few  tenths  or  even  less  than  .35.     With  a  2*m.  flat-crested 

weir  experiment  gave  for  a  head  of  .45  m.,  —  =  .755,  the  corresponding 

absolute  value  of  if  being  .337.     The  formula  gives-  =  .742,  the  corre- 

c 

sponding  value  of  cf  being  .331. 

The  rounding  of  the  up-stream  edge  of  the  sill  has  a  very  sensible 

influence  upon  the  flow,  and  the  effect  of  a  radius  of  only  i  or  2  cm.,  a& 

usually  results  from  ordinary  wear,  must  by  no  means  be  disregarded 

in  gauging  the  discharge.     Fteley  and  Stearns  observed  that  the  effect 

of  a  small  radius  7i',  not  exceeding  \  in.,  or  0.012  m.,  was  to  increase 

the  head   by   .7/1',  and    therefore   the  coefficient   tf    in    the    ratio   of 

//a'  to  {H\  +  .7-^*,  or  approximately  i  to  i  -f  77-  .      This  approxima- 

tion  is  not  sufficiently  accurately  for  sensibly  greater  radii.  With  two 
weirs,  the  one  .8  m.  and  the  other  2  m.  wide,  the  up-stream  edges  being 
rounded  to  a  radius  of  .10  m.,  the  discharge  was  increased  14  percent  in 
the  first  and  12  per  cent  in  the  second  case.  With  the  2-m.  weir  the 
coefficient  d  for  the  greatest  head  used  in  the  experiments  was  found  to- 
be  .373,  which  is  very  nearly  the  same  as  the  value  theoretically  deduced 
on  the  assumption  that  the  flow  over  the  weir  is  in  fluid  filaments  par- 
allel to  the  sill.  This  condition  is  only  imperfectly  realized  in  practice 
as  the  surface  of  the  nappe  invariably  has  an  undulatory  movement. 

Depressed  and  Drowned  Nappes, — With  a  sharp-crested  weir  the  co- 
efficient for  a  depressed  nappe  is  always  greater  than  that  for  a  free 
nappe.  With  a  beam  weir,  such  as  that  now  under  consideration,  the 
coefficients  differ  only  slightly,  that  for  the  depressed  weir  being  at  first 
a  little  less,  then  about  the  same,  and  finally  a  little  greater  than  the 
coefficient  for  the  free  nappe.  When  the  nappe  is  drowned^  the  influence 
of  contact  with  the  sill  is  complicated  by  the  fact  that  it  is  impossible  ta 
define  exactly  the  point  at  which  the  nappe  is  freed  from  the  sill,  and 

this  separation  no  longer  corresponds  to  a  certain  constant  value  of  — '. 

It  may  again  occur  either  before  or  after  the  establishment  of  the  drowned 
condition.  Two  cases  may  be  distinguished.  If  x  (the  height  of  weir) 
>  5^.  the  separation  takes  place  in  advance  of  the  drowned  state,  and  in 
this  intermediate  condition  the  nappe  does  not  differ  from  that  which 
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flows  over  a  sharp-crested  weir.  U  x  <  ^e,  the  nappe  is  not  freed  from 
the  sill  before  it  assumes  the  drowned  form,  and  at  the  moment  of  the 
•change  is  very  unstable. 

So  long  as  the  contact  with  the  sill  continues,  its  influence  predomi- 
nates, and  the  formula 


c'  =zc'  7  4-  -185 -^j 


is  fairly  applicable  to  the  drowned  nappe. 

But  when  the  nappe  has  left  the  sill,  the  phenomenon  becomes  more 
and  more  nearly  the  same  as  for  a  sharp-crested  weir,  and  the  formula 
now  applicable  is 

^=^[.878  +  .128 -^y 

These  two  formulae  give  the  same  value  for  c'  for  a  certain  limiting 
value  of  H%,  given  by 

The  first  formula  holds  when  the  heads  are  less  than  H%\  but  the  co- 
efficients are  a  little  too  small  although  the  errors  are  never  more  than 
3  or  4  per  cent.  If  the  heads  are  greater  than  ///.  the  second  formula 
is  to  be  used,  but  the  results  are  again  too  small  and  the  error  in  this 
case  may  be  as  much  as  8  per  cent  at  the  moment  when  the  nappe  is 
separated  from  the  sill.  The  error  then  rapidly  diminishes  as  the  head 
increases. 

Wide-crested  Weirs  with  Sloping  Faces, — In  these  the  coefficient  d^ 
depending  upon  the  head  (//a)«  ^he  width  {e)  of  crest,  and  the  degree  of- 
face-slope,  is  now  extremely  variable  and  each  case  must  be  sub- 
jected to  a  special  investigation.  The  face-slope  on  the  up-stream  side 
has  the  effect  of  diminishing  the  contraction  and  therefore  increasing 
the  discharge.  The  down-stream  face-slope,  on  the  other  hand,  pro- 
duces an  effect  similar  to  the  widening  of  the  crest  and  diminishes  the 
discharge.  The  rounding  of  the  up-stream  edge  of  the  crest  consider- 
ably diminishes  the  contraction  and  may  increase  d  by  10  or  15  per  cent. 
Finally,  d  is  very  largely  increased  for  weirs  with  completely  curved  pro- 
files. 

Bazin  has  prepared  Tables  comprising  a  sufficient  number  of  partic- 
ular cases  which  may  serve  as  a  guide  in  practice.  It  is  impracticable 
to  establish  a  general  formula  which  will  take  into  account  all  the  vari- 
able elements  referred  to. 

Drowned  Weirs  with  Sharp  Crests, — When  the  water  on  the  down- 
stream side  does  not  stand  much  above  the  crest  of  the  weir,  Bazin  gives 
the  somewhat  complicated  formula 

-  =  I.o6+ -^  .008  -♦- +-    —       J-TT- 
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In  the  majority  of  cases,  however,  the  following  simpler  formula  is 
applicable : 


^=(-— f)<i^- 


These  two  formulae,  established  so  as  to  represent  as  accurately  as 
possible  the  particular  experiments  by  which  they  have  been  deduced, 
may  be  replaced  by 


^       /  //.'\   a///, -Z? 


which  will  give  results  differing  from  those  obtained  with  the  other  for- 

mulae  by  not  more  than  about  i  or  2  per  cent,  unless  —  and  — ^  are 

very  small,  when  the  difference  may  be  as  much  as  4  or  5  per  cent,  but 

in  the  latter  case  the  determination  of  ^  is  always  somewhat  uncertam. 

The  effect  of  drowning  is  not  the  same  for  wide-crested  weirs.    The 

flow  on  the  up-stream  side  is  not  affected  by  the  depth  of  the  water  on 

the  down-stream  side  until  the  down-stream  surface  rises  considerably 

-above  the  weir  crest,  and  the  effect  diminishes  as  the  width  of  the  crest 

increases.     In  the  case  of  a  sharp-crested  weir  the  influence  upon  the 

up-stream  flow  is  felt  before  the  down-stream  surface  has  reached  the 

level  of  the  crest.    As  the  width  of  a  wide-crested  weir  increases  it  loses 

its  weir  charsCcteristics  and  approximates  more  and  more  closely  to  an 

^pen  channel  with  horizontal  bed.  • 

Thickness  of  Nappe  on  Weir  Crest, — Let  /  =  thickness  of  nappe. 

For  a  sharp-crested  "WM  2ir\dfree  nappe  -— -  varies  from  .85  to  .86. 

/  h 

For   a  sharp-crested  weir   and    drowned  nappe  jz  increases  with  -» 

being  .8  when   -  =  .4,  .855  when  -  =  i,  and  .87  when   ->  i.     As  the 

X  X  X 

down-stream  level  rises   ,    increases,  exceeding  .9  for  the    undulating 

condition,  and    necessarily  tends   to   unity  as   the   difference  of  level 

between  the  crest  and  the  down-stream  surface  is  greatly  diminished. 

/  h 

In  beatn  weirs  with  free  nappes  t  >  -^  for  small  values  of  -,  and  de- 

ft  c 

cieases  as  the  head   increases  until   the  ratio  becomes  .855,  when  the 
nappe  is  on  the  point  of  separating  from  the  sill. 

In  beam  weirs  with  droiuned  nappes  the  variation  of  —-    is  somewhat 

complicated.     The  ratio  diminishes  until  a  minimum  is  reached,  and 
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then  increases  and  approximates  to  values  which  are  the  same  as  in  the- 
case  of  sharp-crested  weirs. 

In  wtde-crgsted  viexxs  with  sloping  faces  —  is  very  variable.     Gener- 

ally  it  increases  as  the  down-stream  slope  diminishes,  and  diminishes 
with  the  up-stream  slope.    In  weirs  in  which  the  crest  is  connected  with 

the  up-stream  face  by  a  curved  surface  -yj-  may  be  less  than  .8,  but  tlje 

determination  of  the  nappe  thickness  is  in 
such  case  much  less  accurate. 

28.  Bemotiilli's  Theorem. — A  simple  proof 
of  this  theorem  is  as  follows: 

Consider  an  indefinitely  small  element  of 
a  stream-line,  of  length  ds  and  sectional 
area  a. 

Let/,  p  +  dphe  the  intensities  of  pressure 
at  the  ends. 
**    7v  be  the  specific  weight  of  the  fluid. 
"    it   "     **    angle  between  the  direction 
of  motion  of  the  element  and  the 
vertical. 
"    dz  be  the  vertical    projection  of   ds^ 

so  that  ds  =  ds,  cos  «. 
Resolving  in  the  direction  of  motion, 

pa  —  {p  y.  dp)a  —  wa ..  ds  cos  a  =  accelerating  force 

=  mass  X  acceleration 

w        ,     dv 

=  —a  ,  ds  ,  -r- 

ttt 


tca-d« 


w 
— i 

w 

— i 


=  —a  .  V  ,  dt ,  -J- 

at 

=  —av  .  dv. 


.*.  —  a  ,  dp 


w 


7va  ,  dz  = av  ,  dv. 


or 


d/>      V  .  dv 

dz  -f  —  ^ =  o. 

w  g 


/d'i>  7'* 

~  -f        =  a  const.,   is  true  for  any  fluid.     If 

the  fluid  is  water,  w  is  constant,  and  then  z  -\-  ^-  ■\-  —  =  a  const. 

w       2g 
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EXAMPLES. 

(N.  B.  In  the  following  examples^  =  32  unless  otherwise  specified.) 

1.  7"  tons  of  water  fall  H  feet  per  minute  and  are  employed  to  turn 

turbines  which  transform  into  useful  work  one  half  of  the  total  energy 

t>f  the  water.     What  is  the  H.P.  of  the  turbines  ?  ^        77/ 

Ans,  —  . 

33 

2.  A  turbine  transforms  into  9.72   H.P.  of  useful  work  the  energy 

•of  the  water  falling  2^  feet  from  a  Thomson  V-hotchin  which  the  water 
stands  at  a  constant  level  2^  ft.  above  the  bottom  of  the  notch.  If  the 
coefficient  of  discharge  is  .6,  what  is  the  efficiency  of  the  turbine? 

Ahs»  .0. 

3.  A  fall  of  10  ft.  supplies  to  a  turbine  12  cu.  ft.  of  water  per  sec. 
The  turbine  'uses  onJy  8  ft.  of  the  fall,  and  the  water  leaves  the  turbine 
with  a  velocity  of  8  ft.  per  sec.  If  500  Ibs.-ft.  are  lost  in  frictional  re- 
«tst<ince,  etc.,  find  the  efficiency  of  the  turbine.  Ans,  .634. 

4.  10,000  50-vok  incandescent  and  250  45o-watt  arc  lamps  are  to  be 
supplied  with  power  from  a  waterfall  having  an  effective  head  of  40  ft., 
20  miles  distant.  Losses  between  lamps  and  converting  apparatus  at 
receiving  end  of  transmission.  $%;  efficiency  of  converting  apparatus, 
-^2%;  line  losses,  10%;  losses  in  generators  and  transformers  between 
line  and  turbine  shaft,  10^;  efficiency  of  turbine,  S$%,  Required,  neces- 
sary flow  of  water  per  hour.  ,Ans.  1,080,630  cu.  ft.  per  hour. 

5.  A  frictionless  pipe  gradually  contracts  from  a  6-in.  diameter  at  A 
to  a  3-in.  diameter  at  Bf  the  rise  from  A  to  B  being  2  ft.  If  the  delivery 
is  I  cu.  ft.  per  second,  find  the  difference  of  pressure  between  the  two 
points  A  and  B.  Ans.  504.6  lbs.  per  sq.  ft. 

6.  In  a  frictionless  horizontal  pipe  discharging  10  cu.  ft.  of  water  per 
second,  the  diameter  gradually  changes  from  4  in.  at  a  point  ^  to  6  in. 
at  a  point  B.  The  pressure  at  the  point  B  is  100  lbs.  per  square  inch  ; 
find  the  pressure  at  the  point  A,  Ans,  41 18  lbs.  per  sq.  ft. 

7.  A  1-in.  horizontal  pipe  is  gradually  reduced  in  diameter  to  i  in. 
and  then  gradually  expanded  agam  to  its  mouth,  where  it  is  open  to 
the  atmosphere.  Determine  the  maximum  quantity  of  water  which 
can  be  forced  through  the  pipe  (a)  when  the  diameter  of  the  mouth 
is  i  in.,  {d)  when  the  diameter  is  }  in.  Also  determine  the  corresponding 
velocities  at  the  throat  and  the  total  heads  (neglect  friction,  which. 
Iiowever,  is  very  considerable). 

Ans,  {a)  .24  cu.  ft.  per  min. ;  46.7  ft.  per.  soc 
(^)  .239  cu.  ft.  per  min. ;  46.66  ft.  per  sec. 
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8.  A  short  horizontal  pipe  ABC  connecting  two  reservoirs  gradually 
contracts  in  diameter  from  i  in.  at  ^  to  i  in.  at  i^and  then  enlarges  ta 
I  in.  again  at  C,  If  the  height  of  the  water  in  the  reservoir  over  C  be 
12  ins.,  determine  the  maximum  flow  through  the  pipe  and  sketch  the^ 
curve  of  pressures.  Also  obtain  an  equation  for  this  curve,  assuming 
the  rates  of  contraction  and  expansion  of  the  pipe  to  be  equal  and 
uniform.  Ans.  4  cu.  ft.  per  min. 

9.  In  a  diverging  mouthpiece  the  diameter  of  the  throat  is  .6  in.,, 
and  the  head  of  water  over  the  axis  is  30  ft.  What  is  the  discharge  in 
gallons  per  minute  when  the  vacuum  at  the  throat  is  18.3  ins.  of  mer-^ 
cury  ?  Anx,  42. 

10.  In  a  stream  with  still  water  240  ft.  above  datum  and  flowing 
without  friction,  the  velocity  at  a  point  15  ft.  above  datum  is  24  ft.  per 
second.     What  is  the  pressure  at  this  point  .^ 

Ans,  108.75  lbs.  per  sq.  in. 

11.  A  funnel-shaped  mouthpiece  leads  from  a  reservgir  into  a  6-in^ 
frictionless  pipe,  so  that  there  is  no  contraction.  The  water  flows  with 
a  velocity  of  24  ft.  per  second.  Find  the  pressure  at  a  point  in  tha 
pipe  10  ft.  below  the  surface  of  the  water  in  the  reservoir. 

Ans.  15.43  lbs.  persq.  in. 

12.  A  3-in.  pipe  gradually  expands  to  a  bell-mouth  ;  if  the  total  head^ 
H,  be  40  ft.,  find  the  greatest  diameter  of  the  mouth  at  which  it  will 
run  full  when  open  to  the  atmosphere.  Compare  the  discharge  from 
this  pipe  with  the  discharge  when  the  pipe  is  not  expanded  at  the  mouth. 

Afis.  4.8  in. ;  discharge  is  149.076  cu.  ft.  per  minute  with  belK 
mouth  and  47.345  cu.  ft.  per  minute  without  bell-mouth. 

13.  The  pressure  in  a  12-in.  pipe  at  A  is  50  lbs.  per.  sq.  in. ;  the  pipe- 
then  enlarges  to  a  15-in.  pipe  at  B,  the  rise  from  A  \.o  B  being  3  ft. : 
the  discharge  is  1100  cu.  ft.  per  minute.  Find  the  pressure  at  B\  alsa 
find  the  pressure  at  a  point  C,  the  rise  from  B  to  C  being  6  ft. 

Ans.  7 142 J  lbs.  per  sq.  ft.;  6/67^  lbs.  per  sq.  ft. 

14.  One  cubic  foot  of  water  per  second  flows  steadily  through  i 
frictionless  pipe.  At  a  point  A,  100  ft.  above  datum,  the  sectional  area, 
of  the  pipe  is  .125  sq.  ft.,  and  the  pressure  is  2500  lbs.  per  sq.  ft.  Find 
the  total  energy.  At  a  point  B  in  the  datum-line  the  pressure  is  125a 
lbs.  per  sq.  ft.  and  the  sectional  area  is  .0625  sq.  ft.  Find  the  loss  of 
energy  between  A  and  B.  Find  the '"  loss  in  shock,*'  if  the  sectional 
area  at  B  abruptly  changes  (a)  from  .125  to  .0625  sq.  ft. ;  (^)"  from  .062  j 
to  .125  sq.  ft. 

Ans.  141  ft.-lbs.  ;  117  ft.-lbs. ;  79  ft.-lbs.  per  cu.  ft. ;  62^  ft.-lbs, 
per  cu.  ft. 

15.  In  a  frictionless  pipe  the  diameter  gradually  changes  from  6  in^ 
at  a  point  A  20  ft.  above  datum  to  3  in.  at  i?  15  ft.  aibove  datum.  The' 
pressure  at  A  is  20  lbs.  per  sq.  in. ;  find  the  pressure  at  B,  the  delivery- 
of  the  pipe  being  2}  cu.  ft.  per  sec.  Ans.  2.23  lbs.  per  sq.  in. 
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i6.  A  horizontal  frictionless  pipe  gradually  contracts  to  a  throat 
of  -th  of  the  area  and  then  gradually  enlarges  again  to  a  pipe  of  the 

same  size.     If  V  is  the  velocity  of  fiow  in  the  pipe,  find  the  reduction  of 

pressure  at  the  throat.  fVV^ 

^  Alts, («'  -  I). 

17.  The  pressure  in  a  3i-in.  horizontal  frictionless  pipe  is  62J  lbs.  per 
sq.  in.  above  that  of  the  atmosphere.  The  pipe  is  gradually  reduced  to 
a  throat  of  one  fifth  of  the  area  and  discharges  into  the  atmosphere^ 
Find  the  velocity  of  efflux  and  the  amount  of  the  discharge  in  gallons 
per  minute.  Ans,  97.98  ft.  per  sec.  ;  491.177  gals. 

18.  A  frictionless  play-pipe  gradually  expands  from  a  diam.  of  i  in.  at 
the  base  to  a  diam.  of  3  in.  at  the  mouth.  There  is  a  discharge  of  33  cu. 
ft.  per  min.  under  a  head  of  183  feet.  Find  the  coefficient  of  discharge^ 
the  force  required  to  hold  the  nozzle,  and  the  total  H.P.  developed. 

Ans,  .9265;  108. 1 1  lbs.;  11.56  H.P. 

19.  Find  the  discharge  in  cubic  feet  per  minute  under  a  head  of  2  ft., 
through  a  horizontal  frictionless  pipe  which  gradually  diminishes  from 
a  diam.  of  }  in.  to  a  throat  of  \  in.  diam.,  at  which  the  pr.  head  =  6  Ins., 
and  then  gradually  enlarges  to  a  pipe  of  same  diameter  as  before. 

Ans,  .2017. 

20.  Find  the  head  required  to  give  i  cu.  ft.  of  water  per  second 
through  an  orifice  of  2  square  inches  area,  the  coefficient  of  discharge 
being  .625.     {g  =  32.)  Ans,  207.36  ft. 

21.  The  area  of  an  orifice  in  a  thin  plate  was  36.3  square  centimetres, 
the  discharge  under  a  head  of  3.396  metres  was  found  to  be  .01825  cubic 
metre  per  second,  and  the  velocity  of  flow  at  the  contracted  section,  as 
determined  by  measurements  of  the  axis  of  the  jet,  was  7.98  metres  per 
second.  Find  the  coefficients  of  velocity,  contractien,  discharge,  and 
resistance.     Cf=9.8i.)  Ans.  ,^TJ\  .632;  .616;  .046. 

22.  The  piston  of  a  12-in.  cylinder  containing  salt-water  is  pressed 
down  under  a  force  of  3000  lbs.  Find  the  velocity  of  efflux  and  the 
volume  of  discharge  at  the  end  of  the  cylinder  through  a  well-rounded 
i-in,  orifice.     Also  find  the  power  exerted,  r„  being  .977  and  c  =  .5343. 

Ans,  60.373  ft.  per  sec;  .176  cu.  ft.  per  sec. ;  1.166  H.P. 

23.  In  the  condenser  of  a  marine  engine  there  is  a  back  pressure  of 
26i  in.  of  mercury ;  the  injection  orifices  are  6  ft.  below  the  sea-level. 
With  what  velocity  will  the  injection-water  enter  the  condenser  ?  (Neg« 
lect  resistance  and  take^—  32.2.)  Ans.  25.3  ft.  per  sec. 

24.  Water  in  the  feed-pipe  of  a  steam-engine  stands  12  ft.  above  the 
surface  of  the  water  in  the  boiler ;  the  pressure  per  sq.  in.  of  the  steam  is 
20  lbs.,  of  the  atmosphere  15  lbs.  Find  the  velocity  with  which  the 
water  enters  the  boiler,  c^  being  .97.  Ans,  5.376  ft.  per  sec. 

25.  The  injection  orifice  of  a  jet  condenser  is  5  ft.  below  sea  level 
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and  vacuum  =  27  in.  of  mercury.     Find  velocity  of  water  entering  con- 
denser, supposing  three  fourths  of  the  head  lost  by  frictional  resistance. 

Ans.  23.86  ft.  per  sec. 

26.  The  jet  from  an  orifice  of  .008  sq.  ft.  area  in  the  side  of  a  tank 
and  under  a  head  of  16  ft.  issues  horizontally  and  falls  i  ft.  vertically  in 
a  horizontal  range  of  7.68  feet.  The  delivery  is  60  gallons  per  minute. 
Find  the  coefficients  of  velocity,  discharge,  contraction,  and  resistance. 

Ans,  .96;  .625;  .65;  .085. 

27.  The  jet  from  a  circular  sharp-edge  orifice  ^  in.  in  diani.  under  a 
head  of  18  ft.,  strikes  a  point  at  a  distance  from  the  orifice  of  5  fi;. 
measured  horizontally  and  4.665  ft.  measured  vertically.  The  dis- 
charge is  98.987  gallons  in  569.218  seconds.  Find  the  coefficients  of 
-discharge,  velocity,  contraction,  and  resistance. 

Ans.  .6009;  .945;  .635;  .1196. 

28.  A  sluice  3  ft.  square  and  with  a  head  of  12  ft.  over  the  centre  has, 
from  the  thickness  of  the  frame,  the  contraction  suppressed  on  all  sides 
when  fully  open ;  when  partially  open,  the  contraction  exists  on  the 
upper  edge,  i.e.,  against  the  bottom  of  the  gate,  which  is  formed  of  a 
thin  sheet  of  metal.  Find  the  discharge  in  cubic  feet  when  opened  i  ft., 
2  ft.,  and  also  when  fully  open.  Atts.  57.22;  113.38;  '73-5I- 

29.  A  vessel  containing  water  is  placed  on  scales  and  weighed.  How 
will  tlie  weight  be  affected  by  opening  a  small  orifice  in  the  bottom  of 
the  vessel  }  •  . 

30.  Water  is  supplied  by  a  scoop  to  a  locomotive  tender  at  7  feet 
above  trough.  Find  lowest  speed  of  train  at  which  the  operation  is 
possible.  Ans.  14.44  miles  per  hour. 

Also  find  the  velocity  of  delivery  when  train  travels  at  40  miles  per 
hour,  assuming  half  the  head  lost  by  frictional  resistance.    {Cv  =  i.) 

Ans.  35.68  ft.  per  second. 

31.  The  head  in  a  prismatic  vessel  at  the  instant  of  opening  an  orifice 
was  6  ft.  and  at  closing  it  had  decreased  to  5  ft.  Determine  the  mean 
<:onstant  head  k  at  which,  in  the  same  time,  the  orifice  would  discharge 
the  same  volume  of  water.  Ans.  5.488  ft. 

32.  A  cylindrical  vessel  5.747  in.  in  diameter  has  an  orifice  of  .2  in. 
■diam.  at  the  bottom  ;  the  surface  sinks  from  16  in.  to  12  in.  in  53  seconds. 
Find  the  coefficient  of  discharge.  Ans.  .6. 

33.  A  prismatic  basin  with  a  horizontal  sectional  area  of  9  sq.  ft.  has 
an  orifice  of  .9  sq.  in.  at  the  bottom ;  it  is  filled  to  a  depth  of  6  ft.  above 
the  centre  of  the  orifice.  Find  the  time  required  for  the  surface  to  sink 
2  ft.,  3I  ft.,  5  ft.  Ans,  258.9  sec. ;  500.16  sec. :  834.8  sec. 

34.  The  water  in  a  cylindrical  cistern  of  144  sq.  in.  sectional  area  is 
f6  ft.  deep.  Upon  opening  an  orifice  of  i  sq.  in.  in  the  bottom  the 
water  fell  7  ft.  in  i  minute.  Find  the  coefficient  of  discharge.  The  co- 
efficient of  contraction  being  .625,  find  the  coefficients  of  velocity  and 
resistance.  Ans,  .6;  .96:  o;85. 
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35.  How  long  will  it  take  to  fill  a  paraboloidal  vessel  up  to  the  level 
'of  the  outside  surface  through  a  hole  in  the  bottom  2  feet  under  water? 
<^  =  32  and  c  =  .625.) 

Ans.  -J,  B  being  the  parameter  of  the  parabola  and  A  the 

sectional  area  of  the  orifice. 

36.  How  long  will  it  take  to  fill  a  spherical  vessel  of  radius  r  up  to  the 

level  of  the  outside  surface  through  a  hole  of  area  A  at  the  lowest  point 

<and  2  ft.  under  water,  c  being  .625  ? 

22 
^^^'  z^  (7-54^-6.53). 

37.  A  loo-gallon  tank  is  100  feet  above  ground  and  is  filled  by  a  i|- 
inch  pipe  connected  with  an  accumulator  having  a  3-ft.  cylr.  piston 
loaded  with  50  tons.  If  the  mean  lift  of  the  piston  is  10  ft.  and  if  f^  of 
the  head  is  lost  in  frictional  resistance,  how  long  will  it  i^.ke  to  fill  the 
ta n  k  ?  ^;ir.  1 4. 49  sees. 

38.  A  bucket  of  water  in  a  balance  discharges  4  lbs.,  of  water  per 
minute  through  an  orifice  in  its  base  at  45*  to  the  vertical,  and  is  kept 
constantly  full  by  a  vertical  stream  which  issues  from  an  orifice  8  ft. 
above  the  surface  with  a  velocity  of  30  ft.  per  sec.  Show  that  the 
bucket  must  be  counterpoised  by  about  «o66  lb.  more  than  its  weight. 

39.  The  water  in  a  vessel  9  ft.  in  height  and  2  ft.  in  diameter  is  8  ft. 
deep.  In  what  time  would  one  half  of  the  water  flow  away  through  an 
orifice  in  the  bottom  i  inch  in  diameter?  If  the  orifice  is  closed  and 
the  vessel  is  made  to  rotate  about  its  axis  at  the  rate  of  76^  revolutions 
per  minute,  to  what  height  will  the  water  rise  on  the  vessel's  surface  ? 
If  the  orifice  is  opened,  find  velocity  of  efflux  when  the  surface  at  the 
axis  is  3  ft.  above  the  orifice.  Also  find  the  difference  of  pressure-head 
in  a  horizontal  plane  6  inches  from  the  axis. 

Ans,  190.77  sees.;  to  the  top;  16  ft.  per.  sec;  3  ins. 

40.  A  cylindrical  vessel,  10  ft.  high  and  i  ft.  in  diameter,  is  half  full 
of  water.  Find  the  number  of  revolutions  per  minute  which  the  vessel 
must  make  so  that  the  water  may  just  reach  the  top,  the  axis  of  revolu- 
tion being  (i)  coincident  with  the  axis  of  the  vessel,  (2)  a  generating 
line  of  the  vessel.  Ans,  (i)  483;  (2)  241}. 

41.  A  vessel  full  of  water  weighs  350  lbs.  and  is  raised  vertically  by 
means  of  a  weight  of  450  lbs.  Find  the  velocity  of  efiSux  through  an 
orifice  in  the  bottom,  the  head  being  4  ft.  and^  =  32.2. 

Ans^  17.02  ft,  per  sec. 

42.  A  vessel  full  of  water  makes  100  revols.  per  min.  Find  the 
velocity  of  efflux  through  an  orifice  2  ft.  below  the  surface  of  the  water 
at  the  centre,  the  diam.  of  the  vessel  being  3  ft.  and  ^9=  i. 

Ans,  33.4  ft.  per  aec. 
What  will  be  the  velocity  if  the  vessel  is  at  rest  ? 

Ans,  11.3  ft.  per  sec. 
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43.  Show  that  when  the  water  flowing  over  has  at 
depth  greater  than  .3874  ft.  it  is  carried  completely  over 
the  longitudinal  opening,  .83  fi.  in  width.  At  what 
depth  does  all  the  water  flow  in  ?  Ans,  .221  ft. 

Fig.  77.  44.  A   square   box   2   ft.  in  length  and  2  ft.  across  a 

diagonal  is  placed  with  a  diagonal  vertical  and  fllled  with  water.  How 
long  will  it  take  for  the  whole  o^the  water  to  flow  out  through  a  hole 
at  the  bottom  of  .02  sq.  ft.  area  }  (c  =  .625.)  Ans.  97.52  sees. 

45.  A  pyramid  2  ft.  high,  on  a  square  base,  is  inverted  and  filled 
with  water.  Find  the  time  in  which  the  water  will  all  run  out  through 
a  hole  of  .02  sq.  ft.  at  the  apex.  A  side  of  the  base  is  i  ft.  in  length. 
{c  =  .625.)  Ans.  5.656  sec 

46.  Find  the  discharge  under  a  head  of  25  ft.  through  a  thin-lipped 
square  oriflce  of  i  sq.  in.  sectional  area,  (a)  when  it  has  a  border  on  one 
side,  (d)  when  it  has  a  border  on  two  sides. 

Ans.  (a)  .3576  cu.  ft.  per  sec;  (^)  .3706  cu.  ft.  per  sec. 

47.  A  vessel  in  the  form  of  a  paraboloid  of  revolution  has  a  depth  of 
16  in.  and  a  diam.  of  12  in.  at  the  top.     At  the  bottom  is  an  orifice  of 

I  sq.  in.  sectional  area.  If  water  flows  into  the  vessel  at  the  rate  of  2^^^ 
cubic  feet  per  minute,  to  what  level  will  the  water  ultimately  rise.^  How 
long  will  it  take  to  rise  (a)  11  ia.,  (^)  11.9  in.,  (c)  11.99  in.,  (^)  '^  in.  above 
the  orifice?  If  the  supply  is  now  stopped,  how  long  U)  will  it  take  to 
empty  the  vessel  ? 

Ans.  12  inches;  (a)  49.17  sec;  {d)  124.2  sec;  (c)  202  sec.  ;  {a) 
an  infinite  length  of  time  ;  (<?)  11.3  sec. 

48.  If  the  vessel  in  Example  47  is  a  sphere  i  ft.  in  diameter,  to  what 
height  will  the  water  rise  ?     How  long  will  it  take  for  the  water  10  rise  (a) 

I I  in.,  (d)  12  in.  above  the  orifice.^  Howjong  (c)  will  it  take  to. empty  the 
vessel  ?  Ans.  12  inches  ;  (a)  67. 16  sec;  {d)  81.46  sec;  {c)  24.13  sec. 

49.  In  a  vortical  motion  two  circular  filaments  of  radii  ri ,  ra,  of  ve- 
locities Vi ,  V9 ,  and  of  equal  weight  If^  are  made  to  change  place.    Show 

V* 

that  a  stable  vortex  is  produced  if  -  =  const.;  and  if  rj  >  ri ,  show  that 
the  surfaces  of  equal  pressure  are  cones.  f^  /. 


fa 


50.  Sometimes   the  crest  of  a  dam  is  raised  by        ^^--  fM — ry^^/J 
floating  a  stick  L  into  the  position  Li ,  where  it  is 
supported   against  the  verticals.     The  stick  then  -r:^-^f-i-r-EJ=^ 
falls  of   itself    into    position  Zs  and    rests  on    the  |^ 
crest.     Explain  the  reason  of  this. 

51.  A  6-in.  pipe  discharges  8000  gals,  per  hour 
into  a  9-in.  pipe.    Find  the  loss  of  head  at  the  junc-  Fig.  78. 
tion.                                                         Ans.  1.58  ft. 

52.  Prove  that  for  a  Borda's  mouthpiece  running  full  the  coefiicient 

I 
of  discharge  is  -jr. 


EXAMPLES.  115 

53.  Find  the  discharge  in  pounds  per  minute  through  a  Borda's 
mouthpiece  i  in.  in  diameter,  the  lip  being  12  in.  below  the  water- 
surface,  {a)  when  the  jet  springs  clear  from  the  edge,  (^)  when  the  mouth- 
piece runs  full.  j^ns.  (a)  81.845;  (^)  "5-74- 

54.  The  surface  of  the  water  in  a  tank  is  kept  at  the  same  level ; 
obtain  the  discharge  at  60  in.  below  the  surface  {a)  through  a  circular 
orifice  i  sq.  in.  in  area,  (d)  through  a  cylindrical  ajutage  of  the  same 
sectional  area  fitted  to  the  outside,  {c)  through  the  same  ajutage  fitted 
to  the  inside,  and  determine  the  mechanical  effect  of  the  efflux  in  each, 
case. 

Ans,  {a)  4.85    lbs.  per  sec;  20.536  ft.-lbs.  per  sec. 

(d)  6.366 ;  21.404      "  "     " 

(c)  5.49      "       "       "   ;  13.725      "  ••     "     if  running  full. 

3.69      :  16.638      "  "     •'     if  jet  springs  clear. 

55.  Water  is  discharged  under  a  head  of  64  feet  through  a  short  cylin- 
drical mouthpiece  12  in.  in  diameter.  Find  (a)  the  loss  of  head  due 
to  shock,  (d)  the  volume  of  discharge  in  cubic  feet  per  second,  {c)  the 
energy  of  the  issuing  jet.    (^  =  32.) 

Afts,  (a)  20.736  ft.;  (^)  41.23  cub.  ft. ;  (c)  201.64  H.P. 

56.  If  a  bell-mouth  is  substituted  for  the  mouthpiece  in  the  preced- 
ing question,  find  the  discharge  and  the  mechanical  effect  of  the  jet. 

Ans.  49.28  cub.  ft.  per  sec;  344.2  H.P. 

57.  Compare  the  energies  of  a  jet  issuing  under  an  effective  head  of 
100  ft.  through  (1)  a  12-in.  cylindrical  ajutage,  (2)  a  12-in.  divergent  aju- 
tage, (3)  a  12-in.  convergent  ajutage,  the  angle  of  convergence  being  21*^ 
Draw  the  plane  of  charge  in  each  case. 

Ans.  (I)  '393.8  H.P. ;  (2)  672  28  H.P.;  (3)  552.58  H.P. 

58.  Find  the  discharge  through  a  rectangular  opening  36  in.  wide 
and  10  in.  deep  in  the  vertical  face  of  a  dam,  the  upper  edge  of  the 
opening  being  10  ft.  below  the  water-surface. 

Ans.  40.2  cub.  ft.  per  sec 

59.  A  centrifugal  pump  has  a  wheel  of  2  ft.  outside  and  i  ft.  inside 
diam.,  and  also  a  large  whirlpool  chamber.  Draw  to  scale  a  curve  show- 
ing the  pressure  at  different  points  in  the  wheel  and  whirlpool  chamber 
when  the  water  fills  the  pump  but  flows  very  slowly  towards  the  point  of 
discharge.     Take  i  atm.  as  the  pr.  at  the  inlet  surface. 

60.  A  submerged  sluice  in  the  vertical  face  of  a  reservoir  is  30  ft. 
wide.  The  effective  head  over  the  sluice  is  18  mches.  How  high  must 
the  sluice  be  raised  to  give  a  delivery  of  45,000  gal.  per  minute  ?  (c  =  .6.) 

Ans.  8. 164  ms. 

61.  The  sill  of  a  sluice  in  the  vertical  face  of  a  reservoir  is  clear  above 
the  tail-race ;  the  head  of  water  above  the  sill  is  5  feet.  If  the  sluice  is 
24  ft.  wide,  what  must  be  the  opening  to  give  93,750  gals,  per  min..? 
{c  =  .6.)  Afts.  12.3  ins. 

62.  A  sluice  in  the  vertical  side  of  a  reservoir  is  partially  submerged^ 
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the  surface  of  the  tail-race  water  being  6  ins.  above  the  sill.  The  surface 
on  the  upstream  side  is  2\  ft.  above  the  sill.  If  the  sluice  is  i8  ft.  wide* 
what  must  be  the  total  opening  of  the  sluice  to  give  isfiyj^  tons  (of 
2000  lbs.)  per  hour  ?  Ans.  1.203  ft.,  c  being  .6. 

63.  Find  the  discharge  in  cub.  ft.  per  sec.  through  a  sharp-edge 
■orifice,  6  ins.  square,  in  a  vertical  plate,  the  centre  of  the  orifice  being  15 
ins.  below  the  water-surface,  {a)  if  the  velocity  of  approach  is  i  ft.  per 
second,  (b)  if  the  channel  of  approach  is  3  ft.  wide  by  2  ft.  deep. 

Ans,  {a)  I.  347«;  (^)  1.34. 

64.  A  reservoir  half  an  acre  in  area  with  sides  nearly  vertical^  so  that 
it  may  be  considered  prismatic,  receives  a  stream  yielding  9  cub.  ft.  per 
second,  and  discharges  through  a  sluice  4  ft.  wide,  which  is  raised  2  ft. 
Calculate  the  time  required  to  lower  the  surface  5  ft.,  the  head  over 
the  centre  of  the  sluice  when  opened  being  10  ft.  Ans.  1079  sees. 

65.  Show  that  the  energy  of  a  jet  issuing  through  a  large  rectangular 

orifice  of  breadth  B  is  V2^B(H%  —  //i  ),  Hx ,  H%  being  the  depths  below 
the  water-surface  of  the  upper  and  lower  edges  of  the  orifice,  and  the 
coefficient  of  discharge  being  .625. 

66.  A  reservoir  at  full  water  has  a  depth  of  40  ft.  over  the  centre  of 
the  discharging-sluice,  which  is  rectangular  and  24  in.  wide  by  18  in. 
•deep.  Find  the  discharge  in  cubic  feet  per  second  at  that  depth,  and 
also  when  the  water  has  fallen  to  30,  20,  and  10  ft.,  respectively ;  find 
the  mechanical  effect  of  the  efflux  in  each  case,  c  being  .625. 

Ans,  94.8  cu.   ft.;  82.1  cu.  ft.;   67  cu.  ft.  ;  47.4  cu.    ft.;  431.2 
H.P.;  280  H.P.;  152.5  H.P. ;  53.95  H.P. 

67.  Require  the  head  necessary  to  give  7.8  cu.  ft.  per  second  through 
an  orifice  36  sq.  in.  in  sectional  area,  c  being  .625.  Ans,  38.9  ft. 

68.  The  upper  and  lower  edges  of  a  vertical  rectangular  orifice  are 
6  and  10  ft.  below  the  surface  of  the  water  in  a  cistern,  respectively; 
the  width  of  the  orifice  is  i  ft.     Find  the  discharge  through  it. 

Ans,  56.42  cu.  ft.  per  sec. 

69.  The  two  sluices  each  4  ft.  wide  by  2  ft.  deep  in  a  lock-gate  are 
^submerged  one  half  their  depth.  The  constant  head  of  water  above  the 
■axis  of  the  sluice  is  12  ft.  Find  the  discharge  through  the  sluice,  the 
velocity  of  approach  being  4  ft.  per  second,  c  being  .625. 

Atis,  16,626.2  cu.  ft.  per  min. 

70.  Find  the  flow  through  a  square  opening,  one  diagonal  being  ver- 
tical and  12  in.  in  length,  the  upper  extremity  of  the  diagonal  being  in 
the  surface  of  the  water,  and  c  being  .625.       Ans.  1.724  cu.  ft.  per  sec 

71.  To  find  the  quantity  of  water  conveyed  away  by  a  canal  3  ft. 
wide,  a  board  with  an  orifice  2  ft.  wide  and  i  ft.  deep  is  placed  across 
the  canal  and  dams  it  back  until  it  attains  a  height  of  2^  ft.  above  the 
bottom  and  \\  ft.  above  the  lower  edge  of  the  orifice.  Find  the  dis^ 
■charge  in  cubic  feet  per  second,  c  being  .625. 

Ans,  17.59,  or  20.21  if  orifice  is  drowned. 


EXAMPLES.  1 1 7 

72.  Six  thousand  gallons  of  water  per  minute  are  forced  through  a 
line  of  piping  ABC  Sind  are  discharged  into  the  atmosphere  at  C  whicii 
is  6  ft.  vertically  above  A.  The  pipe  AB  is  6  in.  in  diameter  and  12  ft. 
in  length;  the  pipe  ^C  is  12  in.  in  diameter  and  12  ft.  in  length.  Dis- 
regarding friction,  find  the  "loss  in  shock"  and  draw  the  plane  of 
charge.  Ans.  Loss  of  head  in  shock  =  58.3  ft. 

73.  What  quantity  of  water  flows  through  the  vertical  aperture  of  a 
dam,  its  widtli  being  36  in.  and  its  depth  10  in.  ;  the  upper  edge  of  the 
aperture  is  16  ft.  below  the  surface.  Afis,  50.65.  cu.  ft.  per  sec. 

74.  264  cu.  ft.  of  water  are  discharged  through  an  orifice  of  5  sq. 
ins.  in  3  min.  10  sec.     Find  the  mean  velocity  of  efflux. 

Afts,  64  ft.  per.  sec. 

75.  One  of  the  locks  on  the  Lachine  Canal  has  a  superflctal  area  of 
about  12.150  sq.  ft.,  and  the  difference  of  level  between  the  surfaces  of 
the  water  in  the  lock  and  in  the  upper  reach  is  9  ft.  Each  leaf  of  the 
gates  is  supplied  with  one  sluice,  and  the  water  is  levelled  up  in  2  min» 
48  sees.  Determine  the  proper  area  of  the  sluice-opening.  (Centre  of 
sluice  20  ft.  below  surface  of  upper  reach  and  c  =  .625.) 

Ans.  Area  of  one  sluice  =  43^39  sq.  ft. 

76.  The  horizontal  section  of  a  lock-chamber  may  be  assumed  a 
rectangle,  the  length  being  360  ft.  When  the  chamber  is  full,  the  sur- 
face width  between  the  side  walls,  which  have  each  a  batter  of  i  in  12,' 
is  45  ft.  How  long  will  it  take  to  empty  the  lock  through  two  sluices  in 
the  gates,  each  8  ft.  by  2  ft.,  the  height  of  the  water  above  the  centre  of 
the  sluices  being  13  ft.  in  the  lock  and  4  ft.  in  the  canal  on  the  down- 
stream side.  Ans.  600.75  sec,  c  being  .625. 

77.  Water  approaches  a  rectangular  opening  2  ft.  wide  with  a  velocity 
of  4  ft.  per  second.  At  the  opening  the  head  of  water  over  the  lower 
edge  =  13  ft., and  over  the  surface  of  the  tail-race  =  12  ft.  ;  the  discharge 
through  the  opening  is  70  cu.  ft.  per  second.  Find  the  height  of  the 
opening,  c  being  .625.  A/is.  1.022  ft. 

78.  The  water  in  a  regulating-chamber  is  8  ft.  below  the  level  of  the 
water  in  the  canal  and  8  ft.  above  the  centre  of  the  discharging-sluice. 
Determine  the  rise  in  the  canal  which  will  increase  the  discharge  by  lo 
percent.  Ans.  1.68  ft. 

The  horizontal  sectional  area  of  the  chamber  is  constant  and  equal  to 
400  sq.  ft.  ;  in  what  time  will  the  water  in  the  chamber  rise  to  the  level 
of  that  in  the  canal,  if  the  discharging-sluice  is  closed ;  the  sluice  be- 
tween the  canal  and  chamber  being  3  sq.  ft.  in  area.^    Ans.  150.83  sec. 

79.  A  lock  on  the  Lachine  Canal  is  270  ft.  long  by  45  ft.  wide  and  has 
a  lift  of  8|  ft.  ;  there  are  two  sluices  in  each  leaf,  each  8f  ft.  wide  by 
2j  ft.  deep;  the  head  over  the  horizontal  centre  line  of  the  sluices  is 
19  ft.     Find  the  time  required  to  fill  the  lock.  Ans.  163.5  sec. 

80.  The  locks  on  the  Montgomeryshire  Canal  are  81  ft  long  and  7f 
ft.  wide;  at  one  of  the  locks  the  lift  is  7  ft.  ;  a  24-in.  pipe  leads  the  water 
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from  the  upper  level  and  discharges  below  the  surface  of  the  lower  level 
into  the  lock-chamber  ;  the  mouth  of  the  pipe  is  square,  2  ft.  in  the  sidc» 
and  gradually  changes  into  a  circular  pipe  2  ft.  in  diameter.  Find  time 
of  filling  the  lock,     (r  =  i.)  Ans.  132. 11  sec. 

81.  A  canal  lock  is  11 5.1  ft.  long  and  30.44  ft.  wide;  the  vertical 
depth  from  centre  of  sluice  to  lower  reach  is  1.0763  ft.,  the  charge  being 
6.3945  ft.;  the  area  of  the  two  sluices  is  2  x  6.766  sq.  ft.  Find  the  time 
of  filling  up  to  centre  of  sluices,  (c  =  .625  for  the  sluice,  but  is  reduced 
to  .548  when  both  are  opened.)  Also,  find  time  of  filling  up  to  level  of 
upper  reach  from  centre  of  sluice-doors.  Ans.  25  sec. ;  298  sec. 

82.  How  many  gallons  of  water  will  flow  through  a  90*  notch  in  24 
hours  if  the  depth  of  the  water  is  27  ins.  for  the  first  8  hours,  12  ins.  for 
the  second  8  hours,  and  3  ins.  for  the  third  8  hours,  c  being  .6.^ 

Ans.  3.974.400. 

83.  Show  that  in  a  channel  of  V  section  an  increment  of  10  per  cent 
in  the  depth  will  produce  a  corresponding  increment  of  5  percent  in  the 
velocity  of  flow  and  of  25  per  cent  in  the  discharge. 

84.  The  angle  of  a  triangular  notch  is  90*.  How  high  must  the 
water  rise  in  the  notch  so  that  the  discharge  may  be  1000  gallons  per 
minute?  Ans.  12  ins.  very  nearly. 

85.  A  reservoir,  rectangular  in  plan  and  10,000  sq.  ft.  in  area,  has  in 
one  side  a  90"  triangular  notch  2  ft.  deep.  If  the  reservoir  is  full,  in 
what  time  will  the  level  sink  6  ins.  .^  Ans.  496.87  sees. 

86.  How  long  will  it  take  to  lower  by  3  ft.  the  surface  of  a  reservoir 
of  640,000  sq.  ft.  area  through  a  90*  V  notch  4  ft.  deep? 

Ans.  40.50  hrs..  c  being  .6. 

87.  Find  the  discharge  in  cubic  feet  per  second  through  a  90"  notch 
when  the  depth  of  water  in  the  notch  is  4  ft.,  c  being  .617. 

Ans.  84.24. 

88.  A  pond  whose  area  is  12,000  sq.  ft.  has  an  overfall  outlet  36  in. 
wide,  which  at  the  commencement  of  the  discharge  has  a  head  of  2.8  ft. 
Find  the  time  required  to  lower  the  surface  12  in.  Ans.  354.58  sec. 

89.  How  much  water  will  flow  through  a  rectangular  notch  24  in. 
wide,  tlie  surface  of  still  water  being  8  in.  above  the  crest  of  the  notch  ? 
(Take  into  account  side  contraction.)  Ans.  3.383   cu.  ft.  per  sec. 

90.  A  weir  passes  6  cubic  feet  per  second, and  the  head  over  the  crest 
is  8  inches.     Find  the  length  of  the  weir,  c  being  .625. 

Ans.  3.3068  ft. 

91.  A  weir  400  ft.  long,  with  a  9-in.  depth  of  water  on  it,  discharges 
through  a  lower  weir  500  ft.  long.    Find  the  depth  of  water  on  the  latter. 

Ans.  .6457  ft. 

92.  A  weir  is  545  ft.  long ;  how  high  will  the  water  rise  over  it  when 
it  rises  .68  ft.  upon  an  upper  weir  750  ft.  long  ?  Ans.  .8413  ft. 

93.  What  should  be  the  height  of  a  drowned  weir  400  ft.  long,  to 
deepen  the  water  on  the  up-stream  side  by  50  per  cent,  the  section  of 
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the  streaiQ  being  400  ft.  x  8  ft.,  and  the  velocity  of  approach  3  ft.  per 
second  ?  Arts,  7.084  ft. 

94.  The  depth  of  water  on  the  crest  of  a  rectangular  notch  5  ft.  long 
is  2  feet.  Find  the  discharge  when  tlie  notch  has  (a)  two  end  contrac- 
tions, (b)  one  end  contraction,  (c)  no  end  contraction,  c  in  each  case  being  f . 

Arts,  (a)  43.369  cu.  ft.    per  sec;  {b)  45.254  cu.  ft.  per  sec; 
(c)  47. 14  cu.  ft.  per  sec 

95.  Show  that  upon  a  weir  10  ft.  long  with  12  ins.  depth  of  water  flowing 
over,  an  error  of  yi/o-^  of  a  foot  in  measuring  the  head  will  cause  an  error 
of  3  cu.  ft.  per  minute  in  the  discharge,  and  an  error  of  ji^^  of  a  foot  in 
measuring  the  length  of  the  weir  will  cause  an  error  of  2  cu.  ft.  in  the 
discharge. 

96.  In  the  weir  at  Killaloe  the  total  length  is  1 100  ft.,  of  which  779  ft. 
from  the  east  abutment  is  level,  while  the  remainder  slopes  i  in  214, 
giving  a  total  rise  at  the  west  abutment  of  1.5  ft.  Calculate  the  total 
discharge  over  the  weir  when  the  depth  of  water  on  the  level  part  is 
1.8  ft.,  which  gives  .3  ft.  on  highest  part  of  weir.  (Divide  slope  into 
S  lengths  of  40  ft.  each,  and  assume  them  severally  level,  with  a  head 
equal  to  the  arithmetic  mean  of  the  head  at  the  beginning  and  end  of 
each  length.)  Arts.  7496  cu.  ft.  per  sec. 

97.  A  watercourse  is  to  be  augmented  by  the  streams  and  springs 
above  its  level.  The  latter  are  severally  dammed  up  at  suitable  places 
and  a  narrow  board  is  provided  in  which  an  opening  12  in.  long  by  6  in. 
deep  is  cut  for  an  overfall ;  it  was  surmised  that  this  would  be  sufficient 
for  the  largest  streams  ;  another  piece  attached  to  the  former  would 
reduce  the  length  to  6  in.  for  smaller  streams.  Calculate  the  delivery  by 
the  following  streams : 

In  No.  I  stream  with  the  12-in.  notch,  depth  over  crest  =  .37  ft. 

"  No.  2      "  ••       "      6-in. '        "      =  .41  ft. 

••  No.  3      •*  "       •'    12-in.      ••  '      =.29  ft. 

"  No.  4 '      6-in. =.19  ft. 

(Take  into  account  the  side  contractions.) 

Arts,  No.  I,  .696  cu.  ft. ;  No.  2,  .3658  cu.  ft.;  No.  3,  .4904  cu.  ft.; 
No.  4,  .1275  cu.  ft. 

98.  A  rectangular  notch  has  two  complete  end  contractions  and  the 
length  of  the  crest  is  three  times  the  depth  of  the  water  on  the  crest. 
What  must  be  the  length  of  the  crest  to  give  a  minimum  discharge  of 
'8.750  gals,  per  minute,  c  being  f  ?  Arts.  5.87  ft. 

99.  A  stream  30  ft.  wide^  3  ft.  deep,  discharges  310  cu.  ft.  per 
second;  a  weir  2  ft.  deep  is  built  across  the  stream.  Find  increased 
depth  of  latter,  {a)  neglecting  velocity  of  approach,  (b)  taking  velocity  of 
approach  into  account.  Arts,  {a)  1.26  ft.  to  1.265  ft.;  {b)  1.19  ft. 

100.  In  a  stream  50  ft.  wide  and  4  ft.  deep  water  flows  at  the  rate  of 
100  ft.  per  minute  ;  find  the  height  of  a  weir  which  will  increase  the  depth 
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to  6  ft.,  (i)  neglecting  velocity  of  approach,  (2)  taking  velocity  of  approaclti 
into  account.  Ans.  (i)  4.4126  ft.;  (2)  4.4305  ft. 

loi.  A  stream  50  ft.  wide  and  4  ft.  deep  has  a  velocity  of  3  ft.  per 
second ;  find  the  height  of  the  weir  which  will  double  the  depth,  {i), 
neglecting  velocity  of  approach,  (2)  taking  velocity  of  approach  into  ac- 
count. Ans.  (i)  5.651  ft.;  (2)  5.6862  ft. 

102.  A  stream  80  ft.  wide  by  4  ft.  deep  discharges  across  a  vertical 
section  at  the  rate  of  640  cu.  ft.  per  second  ;  a  weir  is  built  in  the  stream,, 
increasing  its  depth  to  6  ft.     Find  the  height  of  the  weir. 

Ans.  4.233  ft. 

103.  Salmon-gaps  are  constructed  in  a  weir;  they  are  each  10  ft.  wide 
and  their  crests  are  18  in.  below  the  weir  crest.  Calculate  the  discharge 
down  three  of  these  gaps,  the  water  on  the  level  part  of  the  weir  being 
8  in.  deep.  Ans.  238.15  cu.  ft.  per  sec. 

104.  A  channel  of  rectangular  section  and  20  ft.  wide  conveys 
3,600,000  gallons  per  hour,  the  depth  of  the  stream  being  8  ft.  A  dam 
2  ft.  high  is  built  across  the  channel.  Find  the  "  height  of  swell "  {a)  dis- 
regarding the  velocity  of  approach,  (b)  taking  the  velocity  of  approach 
into  account.  Ans.  {a)  .07  ft.;  {b)  .0545  ft. 

105.  The  water  in  a  fiume  8  ft.  wide  is  3  ft.  deep  and  is  supplied  from 
a  sluice  6  ft.  wide  at  the  rate  of  27,000  gals,  per  minute.  If  the  coeffi- 
cient of  contraction  is  unity  and  if  10  per  cent  is  allowed  for  fractional 
loss,  find  the  difference  of  level  between  the  water-surfaces  above  the 
sluice  and  in  the  flume  when  the  sluice  opening  is  {a)  i  ft.,  {b)  2  ft. 

Ans.  {a)  2.32  ft.;  {b)  .31  ft. 

106.  A  stream  of  rectangular  section  24  ft.  wide  delivers  145  cu.  ft.. 
per  second.  The  edge  of  a  drowned  weir  is  15  ins.  below  the  surface  of 
the  water  on  the  down-stream  side.  Determine  the  difference  of  level 
between  the  surfaces  of  the  water  on  the  up-  and  down-stream  sides,  the 
velocity  of  approach  being  2  ft.  per  second. 

Ans,  7.9  ins. 
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FLUID   FRICTION   AND   PIPE   FLOW. 


I.  Fluid  Friction. — The  term  fluid  friction  is  applied  to 
the  resistance  to  motion  which  is  developed  when  a  fluid  flows 
over  a  solid  surface,  and  is  due  to  the  viscosity  of  the  fluid. 
This  resistance  is  necessarily  accompanied  by  a  loss  of  energy 
caused  by  the  production  of  eddies  along  the  surface,  and 
similar  to  the  loss  which  occurs  at  an  abrupt  change  of  section^ 
or  at  an  angle  in  a  pipe  or  channel. 

Froude's  experiments  on  the  resistance  to  the  edgewise 
motion  of  planks  in  a  fluid  mass,  the  planks  being  -^^  in.  thick, 
19  in.  deep,  and  i  to  50  ft.  long,  each  plank  having  a  fine 
cutwater  and  run,  are  summarized  in  the  following  table: 


Nature  of  Surface 
Covering. 


Varnish 

Paraffine 

Tinfoil 

Calico 

Fine  sand 

Medium  sand. . 
Coarse  sand . . . 


Length  of  Surface  in  Feet. 


Feet. 


8  Feet. 


B 


2.00 

2.16 

1-93 
2.00 

2.00 


.41 
.38 
•30 
.87 
.81 
.90 
2.00I1.10 


.3901.85 

.3701.94 
.295  1.99 

.725  1-92 
.690  2.00 
.730  2.00 
.S80  2. CO 


B 


.325 
•3M 
.278 
,526 

583 
.625 

714 


.264 
.260 
.263 
.504 

•450 
.4S8 
.520 


ao  Feet. 


1.85 

1.93 
1.90 

1.89 

2. CO 

2.00 

2.00 


B 


.278 
.271 
.262 

.531 
.480 

•534 
.588 


C 


.240 

.237 
.244 

•447 
.384 
.465 
.490 


50  Feet. 


1.83 

I. S3 
1.87 
2.06 
2.00 


.250 

.246 

•47-4 
.405 

.488 


.226 

.232 

•423' 
.337 
.456. 


Columns  A  give  the  power  of  the  speed  (v)  to  which  the 
resistance  is  approximately  proportional. 

Columns  B  give  the  mean  resistance,  in  pounds  per  square 
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foot,  of  the  whole  surface  of  a  board  of  the  lengths  stated  in 
the  table. 

Columns  C  give  the  resistance,  in  pounds,  of  a  square  foot 
of  surface  at  the  distance  sternward  ^fom  the  cutwater  stated 
in  the  heading,  each  plank  having  a  standard  speed  of  lO  ft. 
per  second.  The  resistance  at  other  speeds  can  be  easily  cal- 
culated. 

An  examination  of  the  table  shows  that  the  mean  resistance 
per  square  foot  diminishes  as  the  length  of  the  plank  increases. 
This  may  be  explained  by  the  supposition  that  the  friction  in 
the  forward  portion  of  the  plank  develops  a  force  which  drags 
the  water  along  with  the  surface,  so  that  the  relative  velocity 
of  flow  over  the  rear  portion  is  diminished.  Again,  the 
decrease  of  the  mean  resistance  per  square  foot  is  .  1 32  lb.  when 
the  length  of  a  varnished  plank  is  increased  from  2  to  20  ft. , 
while  it  i3  only  .028  lb.  when  the  length  increases  from  20  to 
50  ft.  Hence  for  greater  lengths  than  50  ft.  the  decrease  of 
resistance  may  be  disregarded  without  much,  if  any,  practical 
effect. 

Thus,  generally  speaking,  these  experiments  indicate  that 
the  mean  resistance  is  proportional  to  the  «th  power  of  the 
relative  velocity,  ;/  varying  from  1.83  to  2.16,  and  its  average 
value  being  very  nearly  2. 

Colonel  Bcaufoy,  as  a  result  of  experiments  at  Deptford, 
also  assumed  the  mean  resistance  to  be  proportional  to  the 
;/th  power  of  the  relative  velocity,  the  value  of  //  in  three  series 
of  observations  being  1.66,   1.71,  and  1.9. 

The  frictional  resistance  is  evidently  proportional  to  some 
function  of  the  velocity,  /^(7'),  which  should  vanish  when  v  is 
nil,  as  when  the  surface  is  level,  and  should  increase  with  v. 

Coulomb  assumed  the  function  F{7')  to  be  of  the  form 
nv  -\-  bif\  a  and  b  being  coefficients  to  be  determined  by  ex- 
periment. Experiment  shows  that  when  /;  does  not  exceed 
5  ft.  per  minute  the  resistance  is  directly  proportional  to  the 
velocity,  but  that  it  is  more  nearly  proportional  to  the  square 
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-of  the  velocity  when  the  velocity  exceeds   30  ft.  per  minute ; 
or, 

F{v)  =  av  when  v  ~^    ^  ft.  per  minute, 

and 

F{y)  =  bir^  when  v  ~  30  ft.  per  minute. 

Again,  observation.s  on  the  flow  of  water  in  town  mains 
indicate  that  no  difference  of  resistance  is  developed  under 
widely  varying  pressures,  and  this  independence  of  pressure  is 
also  verified  by  Coulomb's  experiment  showing  that,  if  a  disc 
is  oscillated  in  water,  there  is  no  apparent  change  in  the  rate 
of  decrease  of  the  oscillations,  whether  the  water  is  under 
atmospheric,  pressure  or  not. 

From  the  preceding  and  other  similar  experiments  the  fol- 
lowing general  laws  of  fluid  friction  have  been  formulated : 

( I )  The  frictional  resistance  is  independent  of  the  pressure 
l>etween  the  fluid  and  the  surface  over  which  it  flows. 

{2)  The  frictional  resistance  is  proportional  to  the  area  of 
the  surface. 

(3)  The  frictional  resistance  is  proportional  to  some  func- 
tion, usually  the  square,  of  the  velocity. 

To  these  three  laws  may  be  added  a  fourth,  viz. : 

(4)  The  frictional  resistance  is  proportional  to  the  density 
and  viscosity  of  the  fluid. 

A  fifth  law,  viz.,  that  ''the  frictional  resistance  is  inde- 
pendent of  the  nature  of  the  surface  against  which  the  fluid 
flows,"  has  been  sometimes  enunciated,  and  at  very  low 
velocities  the  law  is  approximately  true.  At  high  velocities, 
however,  such  as  are  common  in  engineering  practice,  the 
resistance  has  been  shown  by  experiment,  and  especially  by 
the  experiments  carried  out  by  Darcy,  to  be  very  largely 
influenced  by  the  nature  of  the  surface. 
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Let  /  be  the  frictional  resistance  in  pounds  per  square  foot 
of  surface  at  a  velocity  of  i  ft.  per  second. 

Let  A  be  the  area  of  the  surface  in  square  feet. 

Let  V  be  the  relative  velocity  of  the  surface  and  the  water 
in  which  it  is  immersed. 

Let  R  be  the  total  frictional  resistance. 

Then  from  the  laws  of  fluid  friction 

R  =  p  .  Av\ 
Take  /=  — /,  w  being  the  specific  weight  of  the  fluids 
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Then 

R  z=i  fwA 

The  coefficient  f  is  approximately  constant  for  any  given 
surface,  and  is  termed  the  coefficient  of  fluid  friction.  The 
power  absorbed  by  the  frictional  resistance 

:=•  pAl^    X    V  ^  pAir^   =  fwA . 

TABLE  GIVING  THE  AVERAGE  VALUES  OF/  IN  THE  CASE  OF 
LARGE  SURFACES  MOVING  IN  AN  INDEFINITELY  LARGE 
MASS   OF   WATER. 

Surface.  Coefficient  of  Friction  (/).. 

New  well-painted  iron  plate 00489 

Painted  and  planed  plank.. 0035 

Surface  of  iron  ships 00362 

Varnished  surface 00258 

Fine  sand  surface 00418 

Coarse  sand  surface 00503 

Ex.  The  wetted  surface  of  a  vessel  moving  at  8  knots  per  hour  is 
7500  sq.  ft.,  and  the  resistance  is  .4  lbs.  per  sq.  ft.  at  a  speed  of  xo  ft.  per 
second.  Find  the  surface-resistance  and  the  horse-power  required  to 
propel  the  vessel. 

The  resistance  in  lbs.  per  sq.  ft.  at  i  ft.  per.  sec.  =  — » = . 

^       ^  *  lo*      1000 
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Therefore  the  total  skin^resistance 

=  ,-4-75-(-6r^r^)=  5487.3  lbs. 

1.1.      ..  .  o  8    X    6086  I 

The  horse-power  =  5487.3  x       ^^^       ^550"^  ^^'^•^^" 

2.  Surface  Friction  of  Pipes. — Assuming  that  the  laws  of 
fluid  friction  already  enunciated  hold  good  when  water  flows 
through  a  pipe,  it  has  been  shown  by  numerous  experiments 
that  the  coefficient  of  friction /"  lies  between  the  limits  .005  and 
•Oi,  its  average  value  under  ordinary  conditions  being  about 
.CXD/S-  No  single  value  of/ is  applicable  to  very  different 
cases.  Indeed, /depends  not  only  upon  the  condition  of  the 
surface,  but  also  upon  the  diameter  of  the  pipe  and  the  velocity 
of  the  water.  Some  authorities  have  expressed  its  value  by  a 
relation  of  the  form 

-   =  ^  +  -, 

a  and  b  being  constants  whose  values  are  to  be  determined  by 
experiment. 

The    following    table    gives    some  of  the   best    numerical 
results  obtained  for  a  and  b : 

Authority.  ^  b 

Prony 0002 1 230  .00003466 

D'Aubuisson 0002090  .000037608 

Eytelwein 00017059  .00004441 

In  pipes  of  small  diameter  in  which  the  velocity  of  flow  is 

less  than  4  ins.  per  second  the  term  a  may  be  disregarded  so 

that 

g       V 
In  ordinary  practice  and  when  the  pipes  have  been  in  use 
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for  some  time  the  velocity  usually  exceeds  4  ins.  .per  second^ 
and  the,  term  —  may  then  be  disregarded,  so  that 

/ 

—  =  a. 

Darcy's  and  other  more  recent  experiments  show  th^t  a 
and  b  are  not  constant,  but  are  more  correctly  expressed  as 
functions  of  the  diameter.  In  Darcy's  experiments  the  pipes 
were  laid  very  nearly  horizontal  and  the  head  could  be  varied 
at  will  by  the  opening  or  closing  of  valves. 


m 


16*- 


■*k- 


164- 


16.4 


.1^ 


Fig.  79. 

Piezometers  were  inserted  at  intervals  of  164ft.  (S^m.)^ 
commencing  at  15.4  ft.  (4.7  m.)  from  the  inlet,  i.e..  at  a 
point  where  the  pipe  was  running  full  and  the  flow  was  steady. 
The  upper  ends  of  the  piezometers  terminated  on  a  vertical 
plank  so  placed  a^  to  allow  the  water-levels  in  them  to  be 
observed  and  compared.  In  any  two  consecutive  piezometers 
the  difference  of  level,  which  is  of  course  constant,  represents, 
the  frictional  loss  of  head  in  a  164-ft.  length  of  pipe.  From 
the  results  of  these  experiments  Darcy  made  the  following 
deductions : 

(a)  The  frictional  resistance  depends  upon  the  material  anct 
condition  of  the  pipe. 

For  example,  the  resistance  to  flow  is  much  less  in  a  glass 
than  in  an  iron  pipe,  and  is  approximately  twice  as  great  in 
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pipes  which  have  become  incrusted  with  use  as  fn  new  clean 
pipes.  It  must  be  remembered,  however,  that  although  numer- 
ous experiments  have  been  made  with  new  pipes,  there  have  been 
comparatively  few  experiments  with  old  pipes.  Thus,  in  pipes 
in  which  the  velocity  of  flow  exceeds  4  ins.  per  second,  Darcy^ 

considered  it  more  correct  to  express  a  ( =  — )  in  the  form 

d  being  the  diameter  of  the  pipe,  and  a  and  /3  coefficients  to  be 
determined  by  experiment.  The  following  values  for  a  and  /3^ 
are  given  by  Darcy: 

For   drawn    wrought-iron    or    smooth 

cast-iron  pipes 0001545      .000012973 

For    pipes    with    surface    covered    by 

light  incrustations 0003093      .00002598 

Without  sensibly  altering  the  values  of  these  coefficients 
they  can  be  put  into  the  following  simple  form : 

d  being  the  diameter  in  feet,  and  M  being  .005  or  .01  according 
as  the  pipes  are  clean  or  have  become  slightly  incrusted. 

(b)  The  coefficient  b  is  not  constant^  but  varies  slightly  both 
witti  the  diameter  and  the  velocity^  its  value  diminishing  as  d 
or  V  increases. 

In  practice  it  is  assumed  that  b  is  constant  and  the  error 
involved  has  the  advantage  of  giving  to  the  pipe  a  larger  sec« 
tional  area  than  is  actually  required  for  a  given  discharge. 
Thus  allowance  is  partially  made  for  the  incrustations  with 
which  the  surface  gradually  becomes  covered. 


n.'-'iKVr    -.11    :Air«   ,n  :tie  r 


,0036  ■ 


.00429 


ntH  indicate  that  the  surface  friction  in 
'  proportional  to  the  velocity,  but  in 
e,  the  fnctional  resistance  is  certainly 
I  to  the  square  of  the  velocity,  and 
eddies  which  are  the  more  readily 
diminishes.     This   viscosity,  again. 
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increases  as  the  temperature  falls,  and  the  surface  friction  is 
diminished  by  about  I  per  cent  for  every  rise  of  5^  F.  in  the 
temperature.  The  resistance  to  the  motion  of  a  body  in  water, 
or  to  the  flow  of  water  along  a  surface,  is  evidently  of  two 
kinds,  the  one  due  to  surface  contact,  the  other  to  the  forma- 
tion of  eddies.  Hele  Shaw's  experiments  clearly  show  the. 
effect  of  surface  contact  upon  stream-line  motion  and  the 
manner  in  which  the  motion  is  modified  by  the  presence  of 
obstacles  (Trans.  Naval  Architects,  1897-98),  while  the  two 
kinds  of  resistance  are  plainly  demonstrated  by  the  interesting 
experiments  of  Osborne  Reynolds.      The  water  flows  through 
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a  glass  pipe  AB  having  a  trumpet-shaped  mouth  A.  A  glass 
tube  CD  with  a  funnel  £  terminates  in  a  pipette  F,  the  axis 
of  the  pipette  being  in  line  with  the  axis  of  the  pipe.  The  tube 
is  filled  with  an  aniline  dye  which  is  allowed  to  escape  through 
the  pipette  in  a  thin  thread-like  stream,  tl;ie  discharge  being 
governed  by  a  small  cock.  So  long  as  the  velocity  of  flow  in 
the  pipe  does  not  exceed  a  certain  value,  which  Reynolds  calls 
the  critical  velocity ,  the  aniline  thread  is  unbroken,  so  that  the 
motion  of  the  water  is  undisturbed  and  must  be  in  parallel 
lines.  As  soon  as  the  critical  velocity  is  exceeded  the  colored 
thread  is  broken  up,  becoming  sinuous  in  character,  and  the 
parallel  stream-line  motion  is  completely  destroyed  within  a 
very  short  distance  from  the  mouth  of  the  pipe. 

According  to  Reynolds  the  critical  velocity  (i/^),  in  metres 
per  sec,  is  given  by  the  formula 
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p.  being   (?)  for  capillary  tubes  and      ^  for  ordinary  pipes^ 

■while 

p  =  I  -}-  .0336/  -|-  .000221/2, 

/  being  the  temperature  in  degrees  centigrade. 

It  has  been  shown  by  H.  T.  Barnes,  D.Sc,  in  his  experi- 
ments on  the  specific  heat  of  water,  that,  if  water  be  heated 
while  flowing  through  a  tube  at  velocities  less  than  the  critical 
velocity,  the  temperature  distribution  in  the  column  is  not 
uniform.  If  the  heat  be  applied  electrically,  by  means  of  a 
wire  threaded  through  the  flow-tube,  the  hot  water  flows  along 
the  wire,  leaving  the  walls  of  the  tube  almost  entirely  unheated. 
If  the  h^at  be  applied  to  the  walls  of  the  tube,  the  colder 
water  passes  through  the  centre  of  the  tube  unheated,  leaving 
a  cloak  of  hot  water  along  the  sides.  In  neither  case  is  there 
any  tendency  to  mix  as  long  as  stream-line  flow  is  maintained. 

A  new  method  for  determining  the  critical  velocity  of  a 
fluid,  based  on  the  above  experiments,  has  been  recently 
worked  out  by  Drs.  Barnes  and  Coker  in  the  McGill  hydraulic 
laboratory.  In  this  method,  a  sensitive  mercury  thermometer 
is  placed  exactly  in  the  centre  of  a  column  of  water  as  it 
emerges  from  the  tube  under  examination,  with  the  bulb  just 
beyond  the  end.  The  walls  of  the  tube  are  maintained  at  a 
constant  temperature,  slightly  above  that  of  the  water  flowing 
through,  but  for  stream-line  flow  the  temperature  indicated  by 
the  thermometer  will  be  that  of  the  water  in  the  head  supplying 
the  constant  flow.  The  arrival  of  the  critical  velocity,  at  which 
stream-line  flow  becomes  eddying  and  sinuous,  is  at  once  shown 
by  a  sudden  small  increase  in  the  reading  of  the  thermometer, 
and  is  due  to  the  mixture  of  the  water-film  next  the  surface 
with  the  colder  water  flowing  through  the  body  of  the  pipe. 
The  point  is  very  sharply  defined,  and  the  method  is  in  many 
cases  far  more  applicable  and  convenient  than  the  usual  color- 
band  test. 
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The  experiments  now  in  progress  in  the  hydraulic  labora- 
tory by  Barnes  and  Coker  are  being  made,  both  by  the 
thermal  and  color-band  methods,  under  the  most  favorable 
conditions  for  securing  the  perfectly  steady  conditions  neces- 
sary for  maintaining  stream-line  flow.  The  results  so  far 
obtained  show  that  the  effect  of  temperature  is  very  marked  in 
altering  the  point  of  instability  of  flow,  and  that  this  variation 
accords  at  least  approximately  with  the  formula  quoted  by 
Osborne  Reynolds  and  taken  from  Poiseuille's  experiments. 
The  effect  of  pressure  has  been  studied  over  a  limited  range,, 
and  it  has  been  shown  that  water  flowing  under  a  high  head 
has  greater  stability,  which  means  that  there  is  a  definite 
increase  in  the  velocity  at  which  stream-line  motion  breaks 
down.  Indeed,  under  the  present  arrangements,  it  has  been 
possible  to  maintain  stream-line  motion  to  very  much  higher 
velocities  than  is  possible  in  experiments  carried  out  with  the 
apparatus  used  by  Reynolds. 

3.  Resistance  of  Ships. — The  motion  of  a  ship  through 
water  causes  the  production  of  waves  and  eddies,  and  the  total 
resistance  to  the  movement  of  a  ship  is  made  up  of  a  frictional 
resistance,  a  wave-making  resistance,  and  an  eddy-making 
resistance.  Although  there  is  no  theory  by  which  the  resist- 
ance at  a  given  speed  of  a  ship  of  definite  design  can  be 
absolutely  determined,  Froude's  experiments  render  it  possible 
to  make  certain  inferences  and  furnish  some  useful  data. 

According  to  Froude,  the  frictional  resistance  is  sensibly 
the  same  as  that  of  a  rectangular  surface  moving  with  the  same 
speed,  of  the  same  length  as  the  ship  in  the  direction  of  motion, 
and  of  an  area  equal  to  the  immersed  surface  of  the  ship. 
Experiments  seem  to  indicate  that  as  the  speed  increases,  the 
frictional  resistance  of  well-designed  ships  with  clean  bottoms 
is  from  90  to  60  per  cent  of  the  total  resistance,  and  that  the 
percentage  is  greater  when  the  bottoms  become  foul. 

The  wave-making  resistance  is  especially  affected  by  the 
form   and   proportions   of  the    ship,    depending,    for  a   given 
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length,  upon  the  proportions  of  the  entrance,  middle  body,  and 
run.  For  every  ship  there  is  a  limit  of  speed  below  which  the 
resistance  is  approximately  proportional  to  the  square  of  the 
speed,  being  chiefly  due  to  friction,  and  beyond  which  it 
increases  more  rapidly  than  as  the  square. 

The  eddy-resistance  in  the  case  of  well-formed  ships  should 
not  exceed  about  lO  per  cent  of  the  total  resistance,  and  is  often 
much  less. 

Froude's  law  of  resistance  may  be  enunciated  as  follows: 

Let  /j ,  /j  be  the  lengths  of  a  ship  and  its  model. 

Let  Jj ,  Jj  be  the  displacements  of  a  ship  and  its  model. 

Let  R^ ,  R^  be  the  resistances  of  a  ship  and  its  model  at  the 
speeds  i\  and  v^. 

Then,  if 

the  resistances  are  in  the  ratio  of 


Hence,  too,  the  H.P.,  and  therefore  also  the  coal  consumption 
per  hour,  is  proportional  to  Rv^  that  is,  to 


^i     or     /« 


or 


rtt 


and  the  coal  consumption  per  mile  is  proportional  to 

^     or     /^     or     f^. 

Again,  R  is  proportional  to  P\ 
that  is,  to  /X  /^ 

that  is,  to  z;'  X  ^i ; 

and  it  is  sometimes  convenient  to  express  the    resistance  in 
pounds  in  the  form 

R=z  k.  7^  J^ 
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V  being  the  speed  in  knots,  A  the  displacement  in  tons,  and  k 
a  coefficient  depending  upon  the  type  of  ship  and  varying  from 
.55  to  .85  when  the  bottom  is  clean. 

Ex.  If  the  New  York,  with  a  displacement  of  10,000  tons  and  requir-* 
ing  20.000  H.  P.  for  a  speed  of  20  knots,  is  taken  as  the  model  for  a  new 
steamer  which  is  to  have  a  speed  of  21  knots,  then 

/2I\* 

new  steamer's  displacement  =  10.000 1  —1  =  13,400,  approximately, 

/2l\^ 

H.  P.  of  new  steamer  =  2o,ooof  —  J  =  28,000,  approximately. 

4.  Pipe-flow  Assumptions. — In  the  ordinary  theory  of  the 
flow  of  water  in  a  pipe  it  is  assumed  that  the  water  consists  of 
thin  plane  layers  perpendicular  to  the  axis  of  the  pipe,  that 
each  layer  is  driven  through  the  pipe  by  the  action  of  gravity 
and  by  the  difference  of  pressure  on  its  plane  faces,  and  that 
the  liquid  molecules  in  any  layer  at  any  given  moment  will  also 
be  found  in  a  plane  layer  after  any  interval  of  time.  In  such 
motion  the  internal  work  done  in  deforming  a  layer  may  be 
generally  disregarded. 

It  is  further  assumed  that  there  is  no  variation  of  velocity 
over  the  surface  of  a  layer,  and  this  is  equivalent  to  saying  that 
each  liquid  molecule  in  a  cross-section  has  the  same  mean 
velocity. 

The  disagreement  of  these  assumptions  with  the  results  of 
recent  experimental  researches  will  be  referred  to  in  a  subse- 
quent article. 

5.  Steady  Motion  in  a  Pipe  of  Uniform  Section. — Since 

the  motion  is  to  be  steady,  the  same  volume  Q  cu.  ft.  of  water 
will  always  arrive  at  any  given  cross-section  of  A  sq.  ft.  with 
the  same  mean  velocity  7'  ft.  per  second.     Then 

But  since  the  pipe  is  of  constant  diameter,  A  is  constant,  and 
hence  also  7'  is  constant,  so  that  the  mean  velocity  is  the  same 
throughout  the  whole  length  of  the  pipe. 


^34 
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Consider  an  elementary  mass  of  the  fluid  AABB,  bounded 
by  the  pipe  and  by  the  two  cross-sections  yi /J,  BB,  Let  di 
be  the  length  AB  of  the  ele- 
ment, the  length  /  ft.  of  the 
pipe  being  measured  along  the 
axis  from  any  origin  O. 

Let  ^,  ^  +  rf^r  be  the  eleva- 
tions in  feet  above  a  datum  line 
of  the  centres  of  pressure  in  the 
cross-sections  A  Ay  BB^  respec- 
tively. 

Let/,  /  -f-  ^^  be  the  intensi- 
ties of  the  pressures  on  these 
cross-.sections  in  pounds  per  square  foot. 

Let  P  be  the  perimeter  of  the  pipe. 

Let  w  be  the  specific  weight  of  the  water  in  pounds  per 
cubic  foot. 

Work  Done  by  Gravity. — In  one  second  wQ  lbs.  of  water 
are  transferred  from  A  A  to  BB,  falling  through  a  vertical  dis- 
tance of  ds  ft.      Thus  the  work  done  by  gravity  per  second 

=  —  wQ  .  dzj 

^  positive  quantity  if  dz  is  negative,  and  vice  versa. 

Work  Done  by  Pressure. — The  total  pressure  on  A  A  paral- 
lel to  the  axis  =  pA ;  the  total  pressure  on  BB  parallel  to  the 
axis  =  {P  +  dp)A. 

Therefore  the  total  resultant  pressure  parallel  to  the  axis 
in  the  direction  of  motion  =  —  A  .  dp,  and  the  work  done  per 
second  on  the  volume  Q  by  this  pressure  =  -^  Q ,  dp. 

Note. — The  work  done  by  the  pressure  at  the  pipe  surface  is  nil,  as 
its  direction  is  at  right  angles  to  the  line  of  motion. 

Work  Absorbed  by  Frictional  Resistance. — From  the  laws 
of  fluid  friction  this  work  per  second  is  evidently 


=  -P.dl,F{v)Xv=^^-j'.Q  .F{v)  .  dl. 
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the  sign  being  negative  as  the  work  is  done  against  a  resist- 
ance. 

•  Since  the  motion  is  steady,  the  work  done  by  the  external 
forces  must  be  equivalent  to  the  work  absorbed  by  the  frictional 
«sistance,  and  hence 

P 
^wQ.dz-^  Q>dp—-^Q. F{v) .dl—o, 

or 

dp        P     F(v) 

^     w    ^    A       w 

Integ'rating, 

p       P    Mv) 
z  A \-   r  • .  /  =  a  constant  =  //, 

^   w    ^   A       w 

so  that  H  ft. -lbs.  per  pound  of  fluid  is  the  uniformly  distributed 
total  constant  energy. 

-p  is  called  the  hydraulic  mean  radius  of  a  pipe  and  will  be 

<lenoted  by  m. 

Take 

F{y)  _     v^ 

the  value  adopted  in  ordinary  practice, /being  the  coefficient 
of  friction.      Then 

'    w      m2g 

Let  jbTj,  A^y  py^  be  the  elevation  above  datum,  the  area  of 

the  cross-section,  and  the  intensity  of  the 
pressure  at  any  point  X  on  the  axis  of 
the  pipe  distant  /j  from  the  origin  (Fig. 
82). 

Let  ^, ,  Ajy  p^he  the  elevation  above  datum,  the  area  of 

the  cross-section,  and  the  intensity  of  the 
pressure  at  any  other  point  V  on  the  axis 
distant  l^  from  the  origin  (Fig.  82). 
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Then,  from  the  equation  just  deduced, 


,.  +  A  ^A± 


Hence 


L  + 1]  _  L  +A^  =,/  !!(/,  _  /.)  =  ^  i:^, 

\^^  wl        \  ^   *  w  J       m  2g^ '         ^^         m  2g 

L  being  the  length  /,  —  /j  of  the  pipe  between  the  two  points 
Jfand  K 


Fig.  82. 

Let  vertical  tubes  (pressure-columns)  be  inserted  in  the 
pipe  at  X  and  at  K  The  water  will  rise  in  these  tubes  to  the 
levels  C  and  /?,  and  evidently 

p^  being  the  intensity  of  the  atmospjieric  pressure. 
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Hence,  if  CX  and  DY  are  produced  to  meet  the  datum 
line  in  E  and  F^ 

s,+  ^^  =  s,+  CX  +  ^  =  CE  +^ 


and 


z,  +  ^  =  s,  +  DY+^  =  DF+  ^. 


Therefore 


(-.+l7)-(^»+^)  =  ^^-^^=^^  = 


/L  v' 


m  2g' 


G  being  the  point  in  which  the  horizontal  through  C  meets  FD 
produced. 

DG  is  called  the  **  virtual  fall  **  of  the  pipe,  being  the  fall 
of  level  in  the  pressure-columns ;  and  since  there  would  be  no 
fall  of  level  if  the  friction  were  nil,  DG  is  said  to  be  the  head 
lost  in  friction  in  the  distance  XY, 

Denote  this  head  by  h ;  then 

m  2g\ 

and  therefore 

h   _   f_^ 
L  ~   tn  2g' 

t 

L 

This  ratio  y  is  designated  the  virtual  slope  of  the  pipe, 

and  is  the  head  lost  in  friction  per  unit  of  length.  It  will  be 
denoted  by  /,  so  that 

h  _.  _  ^  v^ 

L  ""    ""  m  2g' 

If  the  section  of  the  pipe  is  a  circle  of  diameter  ^,  or  a 
square  with  a  side  of  length  d,  then 


*"  -  >  =  4 
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and 

r  2g  r 

where   «  =  —  and  r  is  the  radius. 

6.  Influence  of  the  Pipe's  Position  and  Inclination  on  the 
Flow. — In  Fig.  82  join  CD,  Now  since  the  fall  of  level  (A) 
is  proportional  to  Z,  the  free  surface  in  any  other  column 
between  X  and  Y  must  also  be  on  the  line  CD.  Thus  the 
pressure  /'  at  any    intermediate  point   M  distant  x  (=  XM) 

from  X  is  given  by 

i 

! 

^-  =  J/A^+^^=  CX+-^(DV^  CX)  +  ^.  ■ 

Hence,  at  every  point  of  a  pipe  laid  below  CD,  the  fluid 
pressure  (/')  exceeds  the  atmospheric  pressure  (/„)  by  an 
amount  w .  A/N,  so  that  if  holes  are  made  in  such  a  pipe,  the 
water  will  flow  out  and  there  will  be  no  tendency  on  the  part 
of  the  air  to  flow  in.  In  pipes  so  placed  vertical  bends  may 
be  introduced,  care  being  taken  to  provide  for  the  removal  of 
the  air  which  may  collect  in  the  upper  parts  of  the  bends. 

If  the  line  of  the  pipe  coincides  with  CD,  i.e.,  with  the 
virtual  slope  or  line  of  free  surface  level,  MN  =  o,  and  the 
fluid  pressure  is  equal  to  that  of  the  atmosphere.  If  holes  are 
now  made  in  the  pipe,  it  can  easily  be  shown  by  experiment 
that  there  will  be  neither  any  tendency  on  the  part  of  the  water 
to  flow  out  nor  on  the  part  of  the  air  to  flow  in. 

Next  take  CC  =  Dl7  =  ^,  and  join  C'D\ 

If  the  pipe  is  placed  in  any  position  between  CD  and  C'Di\ 
MN  becomes  negative,  and  the  fluid  pressure  in  the  pipe  is  less 
than  that  of  the  atmosphere.  If  holes  are  made  in  this  pipe, 
there  will  be  no  tendency  on  the  part  of  the  water  to  flow  out, 
but  the  air  will  flow  in.      Thus,  if  a  pipe  rises  above  the  line 
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of  virtual  slope,  there  is  a  danger  of  air  accumulating  in  the 
pipe  and  impeding,  or  perhaps  wholly  stopping,  the  flow. 
No  vertical  bends  should  be  introduced,  as  the  air  is  easily  set 
free  and  w^ould  collect  in  the  upper  parts  of  the  bends,  with 
the  effect  of  impeding  the  flow  and  of  acting  detrimentally 
upon  the  water  itself,  which  the  liberation  of  the  air  renders 
less  wholesome.  If  the  line  of  pipe  coincides  with  C'D\  then 
the  fluid  pressure  is  nil. 

Finally,  if  the  pipe  at  any  point  rises  above  C'D\  the 
pressure  becomes  negative,  which  is  impossible.  In  fact,  the 
continuity  of  flow  is  destroyed,  and  the  pipe  will  no  longer 
run  full  bore.  Air  will  be  disengaged  and  will  rise  and  collect 
-at  the  point  in  question,  so  that  in  order  to  prevent  the  flow 
being  wholly  impeded,  it  will  be  necessary  to  introduce  an  air- 
chamber  at  this  point  from  which  the  air  can  be  removed  when 
required. 

Note. — In  the  preceding  it  has  been  assumed  that  the  pipe  is 
straight.  If  the  pipe  is  curved,  so  also  is  the  line  of  virtual  slope.  In 
ordinary  practice,  however,  the  vertical  changes  of  level  in  a  pipe  at 
different  points  are  small  as  compared  with  the  length  of  the  pipe,  and 
distances  measured  along  the  pipe  are  sensibly  proportional  to  distances 
measured  along  the  horizontal  projection  of  the  pipe.  Hence  the  line 
of  virtual  slope  may  be  assumed  to  be  a  straight  line  without  error 
of  practical  importance. 

7.  Formulas  of  Darcy,  Hageii,  Thrupp,  Reynolds,  etc. — 

Darcy  arranged  the  results  of  his  experiments  in  a  table  drawn 
up  as  follows : 


Diameter. 


D 


Section. 


.xo 


L 


Velocities  in  m./sec. 


.12 


L 


•»3 


h 
1 


•M 


L 


to  3  m./sec. 
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The  first  column  gives  the  several  diameters. 

The  second  column  gives  the  corresponding  sectional  areas^ 

The  remaining  columns  give  the  several  velocities  of  flow 

from  4  ins.  (.i  m.)  up  to  lO  ft.   (3  m.)  per  second,  and  each 

velocity  column  is  subdivided  into  two  columns,  the  one  giving 

the  loss  of  head  \jr  1  per  unit  of  length,  and  the  other  giving 

the  discharge  (0. 

An  examination  of  the  table  of  Darcy  *s  results  shows  that 
approximately  the  loss  //  is  directly  proportional  to  the  length 
L  of  pipe  under  consideration  and  to  the  square  of  the  velocity^ 
V,  and  is  inversely  proportional  to  the  diameter  d. 
Therefore 

d  d    2g  r  * 


where  a  =  ^  =  |(i  +  -l^-j,      (p.  127.) 


f 
g 

In  Hagen's  formula,  viz., 

h  __  av 
T"  d 


H 

r   > 


the  values  of  a,  «,  and  x  vary  with  the  velocity,  the  diameter^ 
and  with  the  roughness  of  the  surface.  The  results  obtained 
by  this  formula  are  in  accord  with  the  results  of  PearsaJPs 
experiments  with  pipes  in  good  condition  and  of  diameters 
varying  from  .9  ft.  to  4  ft.,  when 

a  =  .0004,      «  =  1.87,     and     ;r  =  1.4, 

but  the  agreement  is  not  so  close  if  the  pipe  surface  is  very 
smooth. 

If  the  pipes  are  rough,  the  approximate  values  of  the  indices 
are 

a  =  .0007,     «  =  2,  and     ;ir=i.i, 
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but  these  values  must   necessarily  vary  with    every  different 
class  of  pipe. 

Various  modifications  of  Hagen's  formula  have  been  pro- 
posed, and  perhaps  one  of  the  best  is  that  contained  in  a  paper 
by  Thrupp,  read  before  the  Society  of  Engineers  (London)  in 
1887.     It  may  be  written 


=  cosec 


.  of  slope  angle  =  ^  =  (-^7)  , 


jc-^-yA/ being  substituted  for  jr  when  ni  is  small.     The 

y        tn 

values  of  »,  c,  x,y,  and  z,  for  a  pipe  or  channel,  are  given 
by  the  following  table : 

Surface.  n  c  x  y  * 

Wrought-iron  pipes. 1.80        0.004787        0.65  0.018  0.07 

Riveted  sheet-iron  pipes —       1.825      0.005674        0.677 

.  j    1.85        0.005347        0.67 

New  cast-iron  pipes |    ^^        0.006752        0.63 

Lead  pipes i.75        0.005224        0.62 

-»  ^         .     .  (    1.74        0.004000        0.67 

Pure  cement  rendering  ....  •(       '^  ; 

^  \    1.95         0.006429        o.6[ 

Brickwork  (smooth) 2.00  0.007746  o.6x 

*•           (roii{jh) 2.00  0.008845  0.625         0.01224       0.50 

Unplaned  plank 2.00  0008451  0.615         0.03349       0.50 

SmaU  gravel  in  cement. .. .  2.00  o.oii8x  0.66          0.03938       0.60 

Large      *•       •*        "     2.00  0.01415  0.705        0.07590       i.oo 

Hammer-dressed  masonry.  2.00  0.01117  0.66          0.07825       i.oo 

Earth  (no  vegetation) 2.00  0.01536  0.72 

Roagh  stony  earth 2.00  0.02144  0.78 

Osborne  Reynolds  has  propounded  a  simple  law  of  resist- 
ance embracing  the  results  of  Poiseuille  and  Darcy,  and  taking 
into  account  the  effects  of  viscosity,  temperature,  etc.  This 
law  may  be  expressed  in  the  form  (the  units  being  a  foot  and 
a  second) 


i  =  the  slope  =  t  =  t^  —  -. — , 
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in  which 

A  =  1. 917  X  10,  B  =  36.8,  and  =  =  i  -[-. 0336/4-  .cxx>22i/*^ 

/  being  the  temperature  in  degrees  centigrade.  Approxi- 
mately, the  index  n  is  i  if  the  critical  velocity  is  not  ex- 
ceeded, and  1.7  to  2  for  values  of  v  greater  than  the  critical 
velocity.  According  to  Unwin  the  index  of  d  is  not  exactly 
3  —  //  and  should  be  determined  independently.  For  a  rough 
surface  «  =  2,  for  a  smooth  cast-iron  pipe  //  =  1.9,  and  for  a 
lead  pipe  ;/  =  1723 — a  limitation  which  is  analogous  to  that 
found  by  Froude  in  his  experiments  upon  surface  friction. 

It  may  be  noted  that  the  sum  of  the  exponents  of  v  and  d 
is  constant  and  equal  to  3. 

In  a  paper  read  before  the  Royal  Society  of  New  South 
Wales,  1897,  Knibbs  investigates  the  effects  of  temperature 
and  records  the  results  of  a  number  of  experiments,  but  the 
formula  he  deduces  is  too  complicated  to  be  of  much  practical 
value  and  requires  further  verification. 

Fournie  has  also  studied  temperature  effect  and  has  sug- 
gested a  formula,  but  his  results  are  not  complete  {Annales  des 
Fonts  et   ChausseeSy   1898). 

Again,  a  simple  empirical  law  connecting  z/,  w,  and  i 
may  be  expressed  in  the  form 

in  which  r  is  a  coefficient  whose  value  is  to  be  determined  by 

T  1  •  ^  32.16  .513 

experiment.       lakmg   c  =  — >=  -p >=  — >-,    then,    if 

^  ^  7v/      62.42  X  /         / 

3«  =/,  this  formula  may  be  written 

1.54    |.4 
n 

For  values  of;/  from  .008  to  .018  the  results  are  practically 
the  same  as  those  obtained  by  substituting  the  same -values  for  n 
in  Kutter's  more  complicated  formula  (Chap.  Ill);  but  while  the 
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two  formulae  closely  agree  in  ordinary  cases,  they  both  fail  in 
extreme  cases. 

The  formula  is  also  equally  applicable  to  open  channels 
(Chap.  Ill),  m  being  the  mean  hydraulic  depth ;  but  Tutton 
has  found  that  when  m  is  small,  and  especially  in  the  case  of 
open  channels,  it  is  preferable  to  use  the  modified  expression 


/1. 54     2\  l^ 

V  =  \ hn  t   , 

\   n  ml 


Lampe*s  well-known  formula  for  iron  pipes  is 
while  Foss  gives  for  the  same  case 

8         « 

In    1867,  M.  Levy  in  his  Theorie  d'un   Courant  Liquide^ 
the  units  being  a  metre  and  second ^  gave : 

for  new  cast-iron  pipes  v  =  36.4{r/(i  +^^)}*J 

**  cast-iron  pipes  in  service   z'  =  20. 5jr/(i  -|-  3  i^r)}i. 
To  these  Vallot  added  in  1 888 : 
for  cleaned  cast-iron  pipes        z/  =  32.5{r/(i  +  ^^)|^. 

The  corresponding  formulae,  with  2ifoot  and  second  ^.s  units^ 
are: 

V  =  93.24J»z/(i  +  .7809  Vm)\^\ 
v=  52.51  iw/(i  +  2.3427  Vfn)\^\ 

V  =  83.241^/(1  +  .7809  V7n)\^. 

Vallot  also  modified  the  expression  for  pipes  in  service^  and 
deduced 

V  =  64. 78 8 w'  i^  in  metric  units, 
or 

V  =  96.27^1^/^,  a  foot  and  second  being  the  units. 
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Manning,  in  1890,  gave  the  formula 


n 


n  being  the  same  as  in  Kutter's  formula,  Chap.  III. 
Flamant,  in  1892,  deduced  the  expression 


R   .4 


and  gave  the  following  values  for  c. 

For  tin  pipe ^  =  284.5 

*  lead   ** c  =  272.7 

*  glass  *  * r  =  262. 1 

*  wrought-iron  and  asphalted  pipe ^:  =  257.3 

*  new  cast-iron  and  tarred  pipe c  =.  232. 5 

*  lightly  incrusted  iron  pipes  in  service.,   c  =  205.4 

8.  Graphical  Representation  of  the  formula  y  =  cm^i^. — 

The  preceding  formula:  are  special  applications  of  the  general 
expression 

V  =  cm  /  , 

in  which  the  coefficients  c,  x  and  y  for  any  series  of  experi- 
ments can  be  graphically  determined  in  the  following  manner: 
Taking  logarithms, 

log  V  =i  log  c  -\-  X  log  tn  '\-  y  log  /; 

and  if  i^  is  a  particular  value  of  i  corresponding  to  a  value  %\ 
of  z/, 

log  v^  =  log  <:  +  X  \o^m-\-y  log  i^. 
Then 

log  V  —  log  i\  =  y  (log  /  —  log  /j), 

and  is  the  equation  to  a  straight  line,  the  rectangular  coordi- 
nates being  the  logarithms  of  v  and  of  /.  Selecting  any  set 
of  experiments  and  plotting  the  corresponding  values  of  log  v 
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and  log  /,  a  series  of  parallel  straight  lines,  inclined  at  a  con- 
stant angle  tan~^_>',  is  obtained.  For  all  the  velocities  corre- 
sponding to  log  /  =  o  or  /=  I,  i.e.,  at  the  intersections  of 
these  lines  with  the  axis  of  **log  7',"  the  general  expression 
becomes 

V  =  cm'. 
Taking  logarithms  again, 

log  V  =  log  c  +  -i'  log  w, 

and  if  t',  is  the  value  of  7'  corresponding  to  a  particular  value 
^/j  of ;;/, 

log  v^  =  log  c  '\-  X  log  m^. 

Therefore 

log  7'  —  log  7\  =  ;r(log  m  —  log  m^, 

and  is  the  equation  to  a  straight  line,  the  rectangular  coordinates 
being  the  logarithms  of  v  and  «>f  m. 

Plotting  the  different  values  of  log  m  corresponding  to  the 
particular  values  of  log  v  in  question,  a  series  of  parallel 
straight  lines,  inclined  at  a  constant  angle  tan-*;r,  is  obtained. 
When  log  ;«  =  o,  or  w  =  i,  i.e.,  at  the  intersections  of  these 
lines  with  the  axis  of  *  *  log  v, ' '  the  general  expression 
becomes 

V  =  c. 
Therefore 

log      V      =       log      Cy 

and  the  coefficient  c  can  be  at  once  obtained  from  the  diagram, 
as  it  is  the  value  of  log  v  corresponding  to  ;^/  =  i  and  /  =  i . 
In   1896,  Tutton  completed  an  admirable  collaboration  of 
the  most  important  sets  of  experiments  on  pipe-flow,  more  than 
1000  in  number,  and  varying  widely  in  diameter  and  kind  of 
pipe. 
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9.   Diagrams  Showing  Results   of    Experiments.  —  B>r 

means  of  the  method  just  described,  Tutton  has  plotted 
(Figs.  83-89),  representing  graphically  a  very  large  number 
of  experiments  on  pipe-flow  as  follows. 
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Fig.   83. — Flow  through  Wooden  Pipes. 

1.  Hamilton  Smith.    .Series  10 //z  =    .0263 

2.  Darcy  and  Bazin.         "       52 tn  =    .303 

3.  Darcy  and  Bazin.        *'       51 tn  —    .505 

4.  Clarke,  Moon  Island  conduit ///  =  1.50 

4  series,  22  experiments. 
Formula:  v  =  i2gm-^t-^^. 
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Fig.  84. — Flow  through  Glass  Pipes. 

5.  Darcy. 
4.  Darcy. 
3.  Smith. 

Series  11 w  =  .04.07  c 

"      1 1 A m  =  .04.1  xz 

7 «  =  .0191 

2.  Smith. 

"      8 w  =  .01555 

I. 

Smii 

th. 

« 

'      5 

^  •  •  •  ■ 

•    •    •    1 

•   •   •  • 

•     •     •      • 

•  •  •  ■ 

m  : 

=  .0 

I04S 

5  series,  32  experiments. 
Formula :  «/  =  141  to  169  w^'rs^. 
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Fig.  85. — Flow  through  New  Wrought-iron  and  Asphalt-coated  Pipes. 


I.   Darcy.     Scries  i.. 


a.  Smith. 
3.  Smith. 
.4.   Darcy. 

5.  Smith. 

6.  Darcy 

7.  Smith. 
7.  Smith. 

SEhmann, 
Hahnwald 
9.   Darcy.     Series  3 


8 


I 


6.. 

5. 
2. 

4- 
7. 
I, 
3- 

2. 


m. 

m 

m\ 

m\ 

fn\ 

m 

tn 


2..  w  = 


10 


w  = 


w  = 
/«._ 


jCrozet,                      .  ^ 
(  Blue  Ridge  siphon  f 
II.  Couplet m 

11.  Iben,  Descniss  St.  ..  m 

12.  Darcy.     Series  8 m 

13.  Iben,  Schoen  St m- 

13.  Iben.     Series  5a  ....  m. 

14.  Ehmann,  Stuttgart.,  m: 

15.  Darcy.     Series  9..   .  m\ 


.01 

.01307 
:. 021325 
:. 02182 

:.02I9 
:. 02198 

.0219 

.0218 

.041 

.0324 
.0625 

:.I332 

=08375 
.06775 

12475 

•12475 
.1655 

M6075 


19. 

20. 

21. 
22. 


,    j  Smith,  ) 

°'  {  North  Bloomfield  f 

17.   Iben,  Bonn  pipe  .... 

«    3  Smith,  \ 

"•  ^  North  Bloomfield  f 

Darcy.     Series  10  . . 

i  Smith,  \ 

\  North  Bloomfield  S 

Smith,  Texas  Creek,  m 

Lampe m 

22.  Tubbs,  Rochester. . .  m 

23.  Iben,  Sternchanze . .  m 

24.  Smith,  Humbug  pipe  m 
j  Smith,  \ 

'*  {  Cherokee  pipe  f 

26.  Tubbs,  Rochester. . .  m 

27.  Gale m 

28. Rowland,  High  Heads  m 

29.  "  ••         *•       m 

30.  ••  ••         •*       m 


w  =  . 22775 


///  = 


w  = 


.251 
.264 


m=. 23375 

^=.3075 

=  .354 
■•34325 
.50 
.4167 

.5385 
w=.6o75 

=.75 
i.o 

.0208 

:.0208 
:.0208 


36  series,  195  experiments. 


Formula:  For  asphalt-coated  v  •=■  139  to  188  w^V-ss, 

For  new  wrought-iron    v  =  127  to  165  //i^'rss. 


j 
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.8     .4     .6     ^     S.    J8     .4     .6     ^     2.     je     .4     .0     Ji     1.     .2     .4     .0     ^ 

Fig.  86. — Flow  through  Tuberculated  or  Rusted  Pipe  of  Iron  or  Light: 

Mud  Deposits. 


1.  Iben,  Koppel  St..  19  years  old . , .    m  =  .08375 

2.  Iben,  Schulweg,  19  years  old »»  =  .1247 

3.  Couplet m  =  .0888 

4.  Darcy .     Series  12 «=  .02945 

5.  Iben,  Schulweg,  13  years  old m  =  .1247 

6.  Fanning,  rusted  pipe /«  =  .020835 

7.  Darcy.    Series  14 w  =  .0652 

8.  Iben.  "      1 5a,  22  years m  -=  .2502  + 

8.  Iben,  Strohhaus,  22  years f^  =  .2502 

9.  Iben,  Carolinen,  15  years w=  .2502 

10.  Darcy.     Series  19 ;//  =  .1995 

1 1 .  Couplet w  =  .266 

12.  Iben,  Rotherbaum /// =  .25 

12.  Ehmann m=  .2075 -h 

12.  Iben,  Heidenkampsweg,  25  years w  =  .4167 

13.  Iben,  Hamm  St »r  =  .25 

14.  Iben,  Glacis  Chauss^e w=  .250 

14.  Duncan w  =  .25  + 

15.  Bailey m  =:  .4167 


»5o 
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i6.  Leslie m  = 

17.  Simpson.     Series  3 w  = 

18.  Leslie w  = 

19.  Couplet »*  = 

20.  Simpson pt  — 

21.  Greene m  = 

22.  McElroy,  Brooklyn  main w  = 

23.  Sherrerd,  Pequannock  main    

23.  Sherrerd,  "  "     

30  series,  132  experiments. 
Formula :  For  light  tuberculations  v  =  87  to  132  w^r5». 
For  heavy  tuberculationsi/  =  31  to  80  w*/-5». 
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.  87. — Fitzj^erald's  Experiments  on  the  Rosemary  Pipe. 


1.  North  pipe.     Cleaned,  asphalted w  =  i.oo 

2.  Both  pipes.  Tuberculaied w  =  i.oo 

4  series,  57  experiments. 
Formula  :  Cleaned,  asphalted,  v  =  i^m'^f^K 
Tuberculated,  v  =  ii^m-^t^K 
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Fig.  88. — Flow  through  New  Cast-iron  and  Cement-lined  Pipes. 


1.  Ehmann,  Neckar  St m  = 

2.  Darcy.     Series  i6 ///  .= 

3.  Iben,  Wenden  St /-^  = 

4.  Iben,  Haller  St ///  = 

5.  Darcy.     Series  17 m  =■- 

6.  Darcy.         "       18 w  = 

6.  Ehmann,  Stuttgart »«  = 

7.  Russell,  St.  Louis •. m  - 

8.  Darcy.     Series  22 //i  = 

8.  Fanning,  cement-lined /// = 

9.  Friend,  Seville . ., nt  — 

10.  Woods,  Newton  (doubtful) »/  = 

11.  Stearns,  Rosemary  pipe »f  = 

13  series,  79  experiments. 
Formula ;  z/  =  126  to  158  w^/-5«. 


.0827  + 

.067175 
.0835 

.1245 

.11237 

.1542 

.20725 -h 

•25 
.4101 

.4*674- 

.4375 

.5 
i.o 
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P    ^  Jir  .6     S     t.    Jt     A.     A    ,A     2.     J2     A     .C"'  Ji     \.    St     A     A     .8     0 
Fig.  89. — Flow  through  Old,  New,  and  Cleaned  Cast-iron  Pipes. 


1.  Darcy.     Series  13 ....   ««=  .02985 

2.  Mcuiiier,  Torcy,  2S-30  years  old ///  =  .1 107 

3.  Darcy.     Series  15 ///  =  .0657 

4.  Meunier,  Nogent  sur  Seine,  new w  =  .1035 

5.  Coffin,  Taunion  main,  2\  years  old , . .  ///  =  .625 

6.  Meunier,  Charenton,  2  years  old w  =  .1640 

7.  Darcy.     Series  20 m  =  .2007 

8.  Darcy.        '*      i\ ««  =  .2436 

9.  Forbes.  Brookline  main,  8  years  old tn  =  -3333 

10.  Humblot,  I  series,  10  years  old iw  =  .492 1 

11.  Meunier,  Bercy m,=  .4921 

12.  Humblot,  3  series,  6,  7,  and  12  years  old  . . .  m  =  .6562 

13.  Meunier,  Canal  de  I'Oise,  i  year  old m  —  .7382 

14.  Bruce,  Blane  Valley,  new ^  =  i.o 

16  series,  80  experiments. 
Formula ;  z/  =  96  to  148  w^Z-s'. 


TABLES  OF  PIPE  COEFFICIENTS.  I5S 

10.  Values  <rf  c,  x,  and  y  in  the  Formnla  v  =  cm^i^. — 

Tutton  found   (see   Reynolds'   formula)  that,  in   the  general 

*  •  *  • 

formula  v  =  cnfi^^ 

^  '\- y  =  2t  constant  =  1.17, 
and  therefore 

»  « 

1 .  17— J*  -y 

V  =^  cm  t  . 

'The  values  of  ^  and  j/  he  has  tabulated  as  follows: 

<=      y 

For  tin  pipe 189      .58 

For  lead  pipe 168      .58    Older  experiments  give  c  = 

189. 

For  brass,  zinc,  and  glass  pipe  165  .56  In  one  set  of  glass  experi- 
ments r  =  141. 

For  wrought-iron  pipe 160  .55  c  varies  from  127  to  165,  ap- 
proximating to  the  higher 
number. 

For  wood-stave  pipe 125      .51 

For    new  cast-iron  or  tarred 

pipe 130     .51     In  tarred  pipes  c  varies  from 

1 1 5  to  1 52,  the  values  be 
ing  about  the  same  as  in 
cast-iron  pipes  of  same 
size.  Benzinger  gives  for 
a  60-1  n.  cast-iron  pipe  c 
=  129. 

For  pipe  in  service. ; 104      .51     Generally  r  is  about  105.    In 

the    Rosemary   pipe    ^  = 

117. 
For  tuberculated  pipe 30  to  80 .  51 

For  lap- riveted  pipe 115      .51     c  varies  from  125  to  135  for 

new  to  no  to  1 14  for  pipe 
•  '.    !,  in  service. 

For  rubber  and  leather  hose . .     1 60     .51 

For  wrought-iron  pipe  asphalt- 
coated  170     .55     In  some  cases r  =  140,  and  in 

the  48-in.  pipe  f  =  199. 

For  large  brick  conduits 129      .52     Unobstructed  by  shafts. 

For  large  brick  conduits 91      .52     Fullerton  Avenue  conduit  of 

Chicago  water-supply.  - 

For  large  brick  conduits no     .52    Chicago  land  tunnel. 
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The  values  of  c  in  this  table  are  mean  values  and  neces- 
sarily vary  with  age  and  roughness. 

Throughout  the  analysis  of  these  experiments   the   total 

head  was  diminished  by  the  loss  of  head  at  entrance,  and  in 

the  cases  in  which  this  loss  had  not  been  found  by  means  of 

I    7/^ 
piezometers    it    has  been  calculated  from ,  c^  being  the 

coefficient  of  contraction. 

Assuming  for  j/  the  approximate  value  .5,  Tutton's  formula 
becomes 

V  =  cm'^z'^  =  cmM^. 

Ex.  I.  The  head  over  the  sharp-edge  entrance  into  a  pipe,  1000  ft. 
long  and  passing  i  cu.  ft.  of  water  per  sec,  is  9  It.  Find  the  dia.meter, 
taking/ =.0055. 


v^  I \  4  X  .0055  X  iooo\ 


64\2 


I     16. 121^*^-5+  dy 


For  ^  first  approximation,  disregarding  the  first  term  on  the  right- 
hand  side,  which  is  small  as  compared  with  the  second  term, 

49       22       49   I 


^~  '16.  121  d"  '^  ^  d^* 
and  //=.  573^9  ft. 

For  a  second  approximation 


—         49        /  22     \ 

^~"    i6.i2i<ar*  V*5+    573,^  j. 


or  d"- 1? X  39.  8817. 

9. 16.  121        ^^         ' 

and  d  =  .5787  ft. 

Ex.  2.  The  effective  height  of  the  grade  line  above  the  entrance  into 
a  clean  iron  3-in.  branch,  1000  ft.  long,  is  20  ft.  5  ins.  How  many  peo- 
ple will  the  branch  supply  with  20  gallons  of  water  per  head  per  day  of 
24  hours  .^ 


/  =  .oosf  I  +  — L      )  —  -L, 
•^  \         12  X  i/       150 

4  X  ,4^  X  10007/"        5    - 
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and  z/  =  3J  ft  (>er  sec. 

The  delivery  in  cu.  ft.  per  sec. 


The  delivery  in  gallons  per  day 


=  —  x6ix6ox6ox24  =  92,812}, 
64 

«nd  the  number  of  people  served  per  day  =  — =  4640I, 

i 

or  4640. 

Ex.  3.  Find  the  proper  diameter  of  a  rough  pipe  to  give  60,000,000  of 
gallons  every  24  hours,  the  slope  of  the  pipe  being  i  in  800. 

22  iP  60.000,000 


or 


74  6J  .  60 .  60 .  24* 

T4000 


d^v  = 


99 


h  HT/**  I 

Using  Hagen's  formula,  viz..  —  =  — - —  =  — -, 

and  taking  a  =  .0007,     «  =  2,     and     x  =z  i.i. 

I    __  .0007^  ,       .0007/  14000  y 
800  ""  ~^~^   "*■  ~iF''  \  99//*  J  * 

or  </5.»  =  800  X  .00071  — 1  • 

\    99    / 

Therefore  d  =  6.22  ft. 

Ex.  4.  What  should  be  the  slope  of  a  24-in  wooden-stave  pipe  to 
give  5,940,000  gallons  per  day  ? 

22  (2)'  c, 946,000 

7     4   '         6^.24.60.60  * 

«nd  V  =  $i  ft.  per  sec. 

Take  the  formula  v  =  cm^-^^-yi'y. 

By  the  Table,  ^  =  125     and    ^  =  .51. 

/2\.«6  .51 

Therefore  3J  =  i25(-j    $   , 

and  /  =:  .002212,  or  about  22  in  10,000 
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II.  Transmission  of  Energy  by  Hydraulic  Pressure.— i^ 

Let  Q  CM.  ft.  of  water  per  second  be  driven  through  a  pipe  of 
diameter  d  ft.  and  length  L  ft.  under  a  total  head  of  H  ft. 
Also  let  n  per  cent  of  the  total  head  be  absorbed  in  overcoming 
the  frictional  resistance  in  the  pipe.     Then 

the  head  expended  in  useful  work  =  H  —  h 

and  the  efficiency  =  — 77 —  =1 

^  H  100 

Again, 

100  '  d    2^         n^d^' 

Since  Q  =  x/,  and  g  is  assumed  to  be  32, 


Q  =   'oV 


nHd^ 


and  the  total  available  work  in  foot-pounds  per  second 

If  N  is  the  number  of  horse-power  delivered  at  the  end  of 
the  pipe, 


wQH 
^-550 


y-      looj  ~  aSl'      \ofJ\J  ~1L~' 


an  equation  giving  the  distance  L  to  which  N  horse-power  can 
be  transmitted  with  a  loss  of  n  per  cent  of  the  total  head. 
Again, 

theefficiency  =  I-p  =  i---g-^   =1-       --^, 
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p  (=  wH)  being  the  pressure  corresponding  to  the  head  H. 
The  efficiency  diminishes  as  v  increases  and  therefore,  so  far 
as  efficiency  is  concerned,  it  is  advantageous  to  transmit  energy 

at  a  low  speed.  Again,  the  efficiency  is  constant  if -r^  is  con- 
stant. 

Assuming  this  to  be  the  case,  take  v^  =  c^  ,  pd.     Then  the 

total  energy  transmitted  =  wQH  =  w vH 

If  it  be  also  assumed  that  the  thickness  /  of  the  pipe-metal 
is  so  small  that  the  formula 

pd  =  2/7 

holds  true,  /'  being  the  circumferential  stress  induced  in  the 
metal,  then 

the  energy  transmitted  =  — P^di 

4 

cf'V   ,-j 

V  being  the  volume  of  the  pipe  per  unit  of  length. 

Hence,  for  a  given  volume  V  of  metal  and  a  constant 
efficiency,  the  energy  transmitted  is  a  maximum  when  pd  is  a 
maximum. 

If  /  is  increased  beyond  a  certain  limit,  the  ratio  ^  is  no 

longer  small  and  the  thickness  /  will  have  a  greater  value  than 
that  given  by  the  equation  pd  =  2/7.  Then  the  cost  of  the 
pipe  will  also  increase.     On  the  other  hand,  if  rfis  increased. 
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t 

the  ratio  -^^  and  therefore  also  the  pressure  py  will  remain 
a 

small,  and  thus  the  cost  of  the  pipe  will  not  increase.  Hence 
it  is  more  economical  to  employ  large  pipes  and  low  pressures 
than  small  pipes  and  high  pressures. 

The  demand  for  hydraulic  power  in  large  cities  has  led  to 
the  laying  down  of  networks  of  mains  through  which  water  is 
conveyed  under  pressure  and  is  distributed  to  the  consumer 
for  various  industrial  purposes.  Since  the  loss  of  head  due 
to  frictional  resistance  is  approximately  proportional  to  the 
square  of  the  velocity,  and  since  also  the  momentum  of  the 
moving  fluid  must  not  be  so  great  as  to  make  excessive  shocks 
possible,  high  velocities  cannot  be  allowed  in  the  mains  or  in 
the  machines  operated  by  the  pressure-water  except  for  very 
short  distances.  Thus,  the  velocity  of  flow  in  the  mains  is 
limited  to  6  ft.  per  second,  and  rarely  exceeds  8  ft.  per 
second  in  the  machines.  In  London  the  average  rate  is  4  ft. 
per  second.  Again,  the  quantity  of  power  conveyed  by  a 
single  main  cannot  be  great.  Hence  the  hydraulic  distribu-^ 
tion  of  power,  in  which  the  pressure  of  water  is  directly  utilized, 
is  especially  adapted  for  machines  with  slow-moving  rams, 
which  are  intermittent  in  action  and  which  work  only  for  short 
intervals  of  time,  as,  for  exmple,  in  lifting  and  pressing  opera* 
tions  and  when  a  great  effort  is  to  be  exerted  through  a 
short  distance.  In  London  the  pressure  in  the  mains  is  750 
lbs.  per  sq.  in.,  but  in  the  more  recent  distributions  in  Man- 
chester and  Glasgow  the  pressure  is  11 00  lbs.  per  sq.  in.  The 
working  stress  in  the  cast-iron  mains,  the  largest  in  use  being 
7i  ins.  in  diameter,  is  2800  lbs.  per  sq.  in.,  and  they  are 
generally  tested  to  2500  lbs.  per  sq.  in.  before  laying  and  to 
about  looo  lbs.  per  sq.  in.  after  laying.  The  thickness  /  in 
inches  of  cast-iron  main  of  d  ins.  diameter  under  a  water- 
pressure  of  /  lbs.  per  sq.  in.  may  be  determined  by  the 
formula 

/  =  .oooj^pd  +  .25  in. 
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Another  formula  gives  /  =  .0024/^-}"  -75  *'^-»  P  being  the 
pressure  in  atmospheres. 

With  suitable  joints,  and  drawn  tubes  of  steel  with  a  tenacity 
of  15,000  lbs.  per  sq.  in.,  the  hydraulic  system  of  distribution 
could  be  greatly  extended. 

Again,  for  an  hydraulic  pipe  or  press 


where  p^ ,  py  are  the  intensities  of  pressure  at  the  outer  and 

inner  surfaces; 
f\s  the  intensity  of  stress  at  the  radius  r\ 
r^ ,  r^  are  the  radii  of  the  outer  and  inner  surfaces. 
(See  Appendix,  Bovey's  '*  Theory  of  Structures. ") 

Ex.  I.  An  accumulator  supplies  a  pressure  of  700  lbs.  per  sq.  in. 
What  length  of  8-in.  pipe  will  deliver  200  H.P.  of  useful  energy  with 
a  loss  of  20  per  cent  ? 

250  H.P.  enter  the  pipe.  Therefore,  if  Q  is  the  delivery  in  cu.  ft.  of 
water  per  sec, 

144  .700^ 


or 


252        "^        7     4\3/ 


and  1/  =  "-^il,  per  sec. 

o 


Take      /  =  .005  ( i  + )  =   ^    .  for  a  clean  iron  pipe. 

-'  ^  \        12  X  1/      1600  ^  ^ 

Then 

20  ,  ^  ,     275     4  X  tAit  X  L  {W      I 

X  250  =  loss  =  624  .  -^-^  .  — ^^ ^J^  .  — , 

100         ^  ■    252  I  64      550 

Z  being  the  length  of  the  pipe. 

Therefore  L  ==  78,293.7  ft.  =  14.8  miles. 

Ex.  2.  The  efficiency  of  an  engine  is  .6;  it  burns  2  lbs.  of  coal  per 
hour  per  H.P.,  and  works  16  hours  a  day  for  300  days  in  the  year.    The 
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cost  of  the  engine  is  $12  per  H.P.,  and  the  cost  of  the  coal  $3  per'ton. 
An  amount  of  4500  gallons  of  water  per  minute  is  to  be  raised  a  vertical 
height  of  200  ft.  What  must  be  the  minimum  diam.,  D,  of  the  pipe, 
assuming  that  the  cost  of  the  piping  is  %D  per  lineal  foot,  and  that 
/  =  .0064  ? 

Let  A  feet  be  the  frictional  loss  of  head. 

Then,  since  7 — - — tt  = v=  12, 

60  X  6i       74 

or  v/J*  = 


A  = 


II 
4  X  .0064  X  200 


I  (W)  _  2/'68y  I 
64  ^^'  "25\iiy  D* ' 


I)  64 

Again,  let  A'' be  the  number  of  H.P. 

Then  A'  =  5  '-^J^(^  +  *) 


=  SI-^A(^">-|- 


^  ,  ,  .        1.         J  -/  .r     2.16.300.3        100  ^     ^^., 

Cost  of  coal  capitalized  at  k^  =  A'^. .  —  =  $288A^. 

■^  2000  5 

Cost  of  engine  =  $I3A^ 
Cost  of  piping  =  $20oZ>. 

Total  prime  cost  =  30oA^  +  2ooZ> 


H|200+(l^y^}+200A 


=  300  X 

which  must  be  a  minimum. 

/i68\*    5 
Therefore  (9  =  -  300  >^  ^HttJ   ^  "^  ^^' 

and  n  =  3.98  ft. 

Hence,  also,  A  =  —  { )   7 — ^r^  =  .01868  ft. 

No.  of  H.P.  =  A^  =  454 .  59. 
Capital  cost  =  $137,173. 

12.  Pressure  Due  to  Shock. — Water  flows  through  a  line 
of  piping  with  a  velocity  of  7'  ft.  per  second,  and  at  a  certslin 
point  the  motion  is  suddenly  arrested  by  the  closing  of  a  valve, 
developing  a  sudden  increase  in  the  pressure  at  the  valve  of 


il 


( t 
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y  lbs.  per  sq.  in.  Water  being  slightly  compressible  —losing 
yV  of  its  bulk  under  a  pressure  of  2  tons  (of  2240  lbs.)  per 
square  inch — a  compreSsion-wave  starts  from  the  valve  and 
moves  backwards  throughout  the  whole  length  L  ft.  of  the 
moving  column  of  water.  The  water  still  enters  the  pipe  for 
the  period  of  /  seconds,  during  which  the  compression  con- 
tinues. 

Let  a  ft.  be  the  sectional  area  of  the  water-column ; 

X  ft.  be  the  diminution  in  the  length  L  of  the  water 

column ; 
A!' be  the  modulus  of  cubic  elasticity  of  water  =  300,000 
lbs.  per  sq.  in. 
Then 

Z"  A7 

w 
and       144^  ft.  =  momentum  of  the  fluid  mass  =  —  aLv. 

Hence 

^     I    wL    _^    I    wL  I    w  L^  f 

and 

—  =  velocity  of  the  wave-propagation  =  \/^~~  • 

Substituting  the  values  of  ^,  K,  and  w,  the  velocity  of  wave- 
propagation  is  found  to  be  about  4720  ft.  per  second,  which  is 
also  the  velocity  of  sound  in  water. 

Ex.  A  volume  of  water  50  ft.  in  length,  flowing  through  a  pipe  with 
a  velocity  of  24  ft.  per  sec,  is  quickly  and  uniformly  stopped  in  one  tenth 
of  a  second  by  closing  a  stop-valve.  Find  the  increase  of  pressure  per 
sq.  in.  in  the  pipe  near  the  valve. 

The  pres.  per  sq.  in.  =  — i  .  ,  ^  =  162.76  lbs. 

*-        ^       ^  32       144         .1 
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13.  Flow  in  a  Pipe  of  Uniform  Section  and  of  Length  Z, 

connecting  two  Reservoirs  at  Different  Levels Let ;?  ft.  be 

the  difference  of  level  between  the  v^ater-surface  in  the  two 


reservoirs. 


Fig.  90. 

The  work  done  per  second  is  evidently  equal  to  the  work 
done  by  the  fall  of  wQ  lbs.  of  water  through  the  vertical  dis- 
tance s,  and  is  expended — 

(i)  In  producing  the  velocity  of  flow  v  ft.  per  second,  which 
requires  a  head  of  s^  ft.  and  an  expenditure  of  wQs^ 
ft. -lbs.  of  work  per  second; 

(2)  In  overcoming  the  resistance  at  the  entrance  from  the 

upper  reservoir  into  the  pipe,  which  requires  a  head 
of  ^2  ft.  and  an  expenditure  of  wQjs^  ft. -lbs.  of  work 
per  second; 

(3)  In  overcoming  the  frictional  resistance,  which  requires 

a  head  of  s^  ft.  and  an  expenditure  of  wQjs^  ft. -lbs. 
of  work  per  second.      Thus 


or 


^  =  ^1+^2  +  ^3- 


7^ 


Now  iTj  =  —  ft.,   and  the  corresponding  energy  wQs^^  is 

ultimately  wasted  in  producing  eddy  motions,  etc.,  in  the  lower 
reservoir. 

2.  may  be  expressed  in  the  form  n —  ft. ,  n  being  a  coeffi- 


2<^ 
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cient  whose  value  varies  with  the  nature  of  the  construction  of 
the  entrance  into  the  pipe.  If  the  pipe-entrance  is  bell-mouth 
in  forni,  n  =  .01  or  .02,  but  if  it  is  cylindrical,  n  =  .49. 
Finally, 

LF{v)      _^Lv^ 

-gr,  = It.  =    —J it., 

^       tn    w  d  2g 

F(v)         v^ 
taking  — ^  =  /"— ,  as  is  usual  in  practice.     Hence 

■since  Q  = v,  and  g  is  assumed  to  be  32. 

4 

For  given  values  of  Q  and  z  a  first  approximate  value  of  d 
may  be  obtained  from  the  last  equation  by  neglecting  the  term 

g  ,^(i  -f-  «).      Call  this  value  d^,  and  substitute  it  for  the  d 

AfL 

in  the  term  —r-  within  the  brackets.     A  second  approximation 
may  now  be  made  by  deducing  d  from  the  formula 

and  the  operation  may  be  again  repeated  if  desired. 

Generally  speaking,    i  -f-  «  is  usually  very  small  .as  com- 

4/Z 
pared  with      ,-,  and  maybe  disregarded  without  error  of  prac- 
tical importance. 

The  formula  then  becomes 

^~    d   2g' 

which  is  known  as  Chezy's  formula  for  long  pipes. 
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The  term  i  +  «  need  only  be  taken  into  account  in  the 
case  of  short  pipes  and  high  velocities. 

Ex.  The  diRerence  of  level  between  the  water-surfaces  of  two  reser' 
voirs,  connected  by  ,a  2i-\ti.  pipe  6J  miles  In  length,  is  173J  fi.  The 
pipe,  having  been  in  use  for  some  time,  has  its  Inside  surface  coated 
with  A  deposit,  and  no  special  provision  is  made  to  diminish  the  resist- 
ance at  the  upper  end.  Determine  the  discharge  into  the  lower  reser- 
voir in  gallons  per  hour. 


Take 

/  = 

e,( 

^■T7l)  =  i- 

Then       173!  = 

6-4(5  + 

1      + 

4  X  V.  X  6i  X  s28o\ 

1^ 
"64 

and 

z, 

=  4 

ft.  per  sec. 

Therefore  the  discharge 

nc 

.  ft.  per  hour 

7 

4 

4.60.60  =  45,2571, 

and  the  discharge 

n  gallon 

per 

hour 

=  45.257} 

X  6i  =  282.857*. 

14.  Losses  of  Head  due  to  Abrupt  Changes  of  Section^ 
Elbows,  Valres,  etc. — When  the  velocity,  or  the  direction  of 
motion  of  a  mass  of  water  flowing  through  a  pipe,  is  abruptly 
changed,  the  water  is  broken  up  into  eddies  or  irregular 
motions  which  are  soon  destroyed  by  viscosity,  the  correspond- 
ing energy  being  wasted. 

Case  I.  Loss  due  to  a  sudden  contraction.  (Art.  17, 
Chap.  I.) 


Fio.  91.  Fill.  03. 

(tf)  Let  water  flow  from  a  pipe  (Fig.  91},  or  from  a  reser- 


vofr  (Fig.  92)  into  a  pipe  of  sectional  area  A. 
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Let  Cc  be  the  coefficient  of  contraction. 

Then  the  area  of  the  contracted  section  =  c^,  and 
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the  loss  of  head 


=  m — • 

2^ 


where  m 


= cv  .-)■• 


The  value,  of  m  has  not  been  determined  with  any  great 
degree  of  accuracy;  but  if  Cg=  .64,  then  m  =  .316.  The 
value  of  c^  is  sometimes  obtained  from  the  formula 


I  /  a^ 

7=  i-3a/ 2.618—  1-618-^ 


When  the  water  enters  a  cylindrical    (not   bell-mouthed) 

pipe  from  a  large  reservoir,  the  value  of 

m  is  about  .505. 

^J         (^)  Let   the    water   flow    across   the 
abrupt  change  of  section  through  a  central 
Fig.  93.  orifice  in  a  diaphragm  placed  as  in  Fig.  93. 

Let  a  be  the  area  of  the  orifice. 
Then  c^  is  the  area  of  the  contracted  section,  and 

fA  Y  t^  v^ 

the  loss  of  head  =  I i  J  —  =  nt — , 

\cA        '   2j?-  2jr' 


where  m  =  { i )  . 
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According  to  Weisbach, 


a 
'^A  = 

.1 

.2 

•3 

.4 

.5 

Cc  = 

.616 

.614 

.612 

,610 

.607 

m  = 

2317 

50.99 

19.78 

9.612 

5.256 

.6 

•7 

.8 

.9 

1. 00 

c,— 

.605 

.603 

.601 

.598 

.596 

m  = 

3-077 

1.876 

1. 169 

•734 

.48 

(c)  A  diaphragm  with  a  central 
orifice  of  area  a,  placed  in  a  cylindri- 
cal   pipe    of  sectional    area  yl  as  in 

F>g-  94-  Fig.  94.  ' 

The  **  contracted  area  "  of  the  water  =:  c/i  and 


the  loss  of  head  = 


2^  V^ 


=  M 


2^ 


where  m 


C4  -  ■)■ 


Generally  m  must  be  determined  by  experiment,  but  Weis* 
bach  gives  the  following  results : 


.. « 

'^A- 

.1 

.2 

.3 

.4 

.5 

Cc  — 

.624 

.632 

•643 

.659 

.681 

nt  = 

225.9 

47-77 

30.83 

7.801 

3.753 

■^'a  = 

.6 

•7 

.8 

•9 

1. 00 

Cc  — 

.712 

•755 

.813 

.892 

1. 00 

m  = 

1.796 

.797 

.29 

.06 

00 
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Case  II.   Loss  due  to  a  Sudden  Enlargement      (Fig.  95.) 

Let  A^  =  external  area  of  small  pipe. 
•*  -4,=  *•        **     **  large     ** 

Fig.  95. 

Then 

loss  of  head  =  -  (^»  -  .)  =  -  (J*  -  ,) 


:s=  tn —  • 
2^ 


where  nt 


=^-)" 


Note. — The  losses  of  head  in  Case  I  {a)  and  in  Case  II  may  be 
avoided  by  substituting  a  gradual  and4!egular'cfaffnge  of  section  for  the 
abrupt  changes. 

Case  III.  Loss  of  Head  due  to  Elbows.  (Fig.  96.) — The 
loss  of  head  due  to  the  disturbance  caused  by  an  elbow  is  ex- 
pressed by  Weisbach  in  the  farm 

m — , 

where  «  =  .9457  ««»  -  +  2.047  sin*  -, 

<t>  being  the  elbow  angle. 

Weisbach  deduced  this  formula  from  the  results  of  experi- 
ments with  pipes  1.2  in.  in  diameter. 

The  velocity  v^  with  which  the  water  flows  along  the  length 
AB  may  be  resolved  into  a  component  v  with  which  the  water 
flows  along  BC  and  a  component  u  at  right  angles  to  the 
direction  of  v.     The  component  u  and  therefore  the  corre- 

u^ 
sponding  head,  viz.,   — ,  is  wasted.     The  component  u  evi- 
dently diminishes  with  the  angle  0  and  becomes  nil  when  a 
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gradually  and  continuously  curved  bend  is  substituted  for  the 

« 

elbow. 


Fig.  96* 

Case  IV.  Weisbach  gives  the  following  empirical  formula 
for  the  loss  of  head  at  a  bend  in  a  pipe,  <f>  being  the  angle  of 
curvature : 


h^  —  m^ 


where 


2g  \W 
fn,=  .131  +  i.847y 


d\l 


for  a  circular  pipe  of  diameter  d,  p  being  the 
radius  of  curvature  of  the  bend,  and 

m=  .124  +  3.104(1^) 


Fick  97. 


for  a  pipe  of  rectangular  section,  s  being  the  length  of  a  side 
of  the  section  parallel  to  the  radius  of  curvature  (/o)  of  the  bend. 
According  to  Navier, 

T       2 
>^,  =  (,0128  +  .0186/?)^^, 

R  being  the  radius  and  L  the  length  of  the  bend  measured 
along  the  axis. 

As  a  result  of  recent  experiments  by  Gardner  S.  Williams 
and  others  (Proc.  Am.  Soc.  C.  E.,  May,  1901)  it  is  clain^ed 
that,  down  to  a  limit  of  24  diameters,  curves  of  short  radius 
offer  less  resistance  to  flow  than  do  curves  of  longer  radius, 
which  is  contrary  to  the  ordinary  hypothesis. 


LOSSES  DUE  TO  SLUICES,  VALVES,  ETC. 


i€g 


Case  V.    Valves,  Cocks,  Sluices,  etc, — The  loss  of  head  in 

each  of  the  cases  represented  by  the  several  figures  may  be 

traced  to  a  contraction  of  the  stream  similar  to  the  contraction 

which  occurs  in  the  case  of  an  abrupt  change  of  section.     The 

v^ 
loss   may  be  expressed  in   the  form  m —  ,  and  the  following 

tables  give  the  results  obtained  by  Weisbach : 

(a)  Sluice  in  Pipe  of  Rectangular   Section.     (Fig.  98.) 
Area  of  pipe  =  a-,  area  of  sluice  =  s. 


s  ^ 
a  "~ 


.9     .8     .7       .6       .5       .4      .3      .2      .1 
w  =  .00  .09  .39  .95  2.08  4.02  8.12  17.844.5  193 


Fio.  98. 

{b)  Sluice  in  Cylindrical  Pipe,      (Fig.   99.) 
s  =  ratio  of  height  of  opening  to  diameter  of  pipe. 

5=     I      .875    .75    .625      .5      .375      .25       .125 

m  =  .00     .07     .26     .81      2.06    5.52    17.00    97.8 

(c)   Cock  in  Cylindrical  Pipe  (Fig,  100). 
s  =.  ratio  of  cross-sections ; 
6  =  angle  through  which  cock  is  turned. 


Fio.  99. 


-f — 


Fig. 

100. 

Fia  loi. 

If  5  = 

5' 

10" 

15" 

20» 

25° 

30°      35° 

s  = 

.926 

.85 

.772 

.692 

.613 

•535     -458 

m  = 

.05 

.29 

-75 

1.56 

31 

5.47     9-68 

if/= 

40" 

45° 

50° 

55° 

60° 

65"       82" 

s  = 

■38s 

.315 

•25 

.19 

•137 

.091      cx> 

m  = 

173 

31.2 

52.6 

106 

206 

486          00 

lyo 
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(d)   Throttle-valve  in  Cylindrical  Pipe  (Fig.  lOl). 
B  =  angle  through  which  valve  is  turned. 

Iftf=   5**      io°     15**      20^      25°       30**       35*      40* 

/« =  .24     .52     .90     1.54     2.51     3.91     6.22     10.8 

-  90^ 


00 


If  6^=   45*      50"       55"      60°    65^     /o'* 
w=i8.7     32.6     58.8     118     256.751 

Case  VI.  The  fall  of  free  surface-level,  or  loss  of  head,  due 
to  sudden  changes  of  section,  frictionai  resistance,  etc.,  majr 
be  graphically  represented  as  in  Fig.  102. 


Fig.  102. 

Let  a  length  of  piping  AE  connect  two  reservoirs,  and  let 
h  be  the  difference  of  surface-level  of  the  water  in  the  reser- 
voirs. 

Let  Zj ,  Tj  be  length  and  radius  of  portion  AB  of  pipe. 
<</      /*"       '^         "       *'       '*       '*       BC  ' '     " 
<</      ^<(        t(         (<        t(       (<        i<       CD  ' '     ' ' 
<</      ...ti        ((         <<        <<       (<        i<      DE  **     <  <    > 

*  *  ^i »  «j  >  ^5 »  «4  be  the  velocities  of  flow  in  AB,  BC,  CD, 

DE,  respectively. 
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The  reservoir  opens  abruptly  into  the  pipe  at  A . 

There  is  an  abrupt  change  at  B  from  a  pipe  of  radius  r,  to 
one  of  radius  r,. 

There  is  an  abrupt  change  at  C  from  a  pipe  of  radius  r^  to 
one  of  radius  r^ 

At  D  the  water  flows  through  an  orifice  of  area  -^  in  a 
diaphragm.  At  E  the  velocity  of  the  water  as  it  enters  the 
lower  reservoir  is  immediately  dissipated  in  eddies  or  vortices. 

Draw  the  horizontal  plane  amnop  at  a  distance  from  the 
water-surface  in  the  upper  reservoir  equal  to  the  head  due  to 
atmospheric  pressure. 

Draw  vertical  lines  at  ^ ,  B^  C,  D^  E,     Take 

ab  =sloss  of  head  at  the  entrance  A  =  .49—  ; 

2^ 

qc  =  "     "       "     due  to  friction  from  ^  to  ^   =?^^'z. ; 

re=  "     "      "    due  to  friction  from  B  to  C    =^^Z.; 

ef=z  "    "      "     due  to  change  of  section  at  Cr=.3i6-^  ; 

2^ 

^g^  u    u      u    due  to  friction  from  CioD   =?^.  ^*Z .; 
gh  =  "     "      "    due  to  change  of  section  at  Z>=  (^  —  0  ^'; 

\CcA        I  2g 

tk-  "    "      "    due  to  friction  from  Z?  to  iE   zjl^r\ 

^/=  "     "       «*     corresponding  to  1^  =-— . 

2f 
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Through  /  draw  a  horizontal  plane  Ix.  This  plane  must 
evidently  be  at  a  distance  from  the  water-surface  in  the  lower 
reservoir  equal  to  the  pressure-head  due  to  the  atmosphere. 

Then  the  Mai  loss  of  head  =  Ifi 

=  a6  +  cd+  ef+gh  +  kl  +  qc  +  re  +  sg-^-  tk, 

^^  2g^\r^  I  2g^    ^      2g^  \C^  I    2g^   2g 

r,   2g    ^^  U  2g    ^^  U2g     ^  ^  r^2g 

'i  • 

_  _^  i  -494.  r**       iV-'  4---11^4-  /^'  _  tVl  -4-  ~  \ 

The  broken  line  abcdefghkl  is  the  hydraulic  gradient. 

Ex.  A  clean  6-in.  pipe,  400  ft.  long,  containing  a  60''  bend  with  a 
i2-in.  radiuSp  a  90°  bend  with  a  72-in.  radius,  and  a  120*  bend  with  a 
48-in.  radius,  discharges  i  cu.  ft.  of  water  per  sec.  into  a  clean  12-in.  pipe, 
200  ft.  long,  which  again  discharges  into  a  clean  4-in.  pipe,  500  ft  long, 
containing  four  sharp  knees,  viz.,  one  of  60^,  one  of  90°,  one  of  I2o^  and 
one  of  150°.  Find  the  total  head  wasted  at  the  pipe  entrance,  at  the 
bends,  knees,  sudden  changes  of  section,  and  in  the  straight  lengths. 

Let  Vx,v%,  v%  be  the  velocities  of  flow  in  the  first,  second,  and  third 
lengths,  respectively.    Then 

22  I  /i  \"  22   I     .,         22  I  /i  \" 

7  4  \2y  7   4^^  7  4\3/ 
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and 

56  ^  14  .  126  - 

Vi  =  =^  ft.  per  sec,  v%  =  —  ft.  per  sec,  Vt  = it.  per  sec 

II       *^  II        *^  II         "^ 

Head  wasted  at  pipe  entrance  =  -  f  — j  ^  =  .20332  ft. 

The  head  wasted  at  a  bend         =  mt-^-:  — , 

loo  2^ 


where  iw*  =  .131  +  i 


■'«{ir 


_  //        6        I 

For     —  =  --=-,  mt,  =  .  14544  ; 

2fJ        26       4 


<f 


<t 


vti,  =  .13102727; 


2P  ""*    144   ~   24' 

d        6         I 
2p        96        6 

Hence 

head  wasted  at  6o'  bend  =  .14544    x  iVV  x  ^^  x  (ff)"  =  .019632  ft., 

90"     -     =  .  130273  X  A»|j   X  ^  X  (H)"  =  .0265303  ft., 
i2o'     "      =  .131113  X  iW  X  ^  X  (If)'  =  .035396  ft.» 
and  the  head  wasted  in  bends  =  .081558  ft. 

The  head  wasted  at  a  knee  =  mk — , 
where  ntk  =  -9457  sin*  —  +  2.047  sin*  — . 

i  2 

For  a    60"*  knee  0  •=  1 20",  mi,  =  1.8607 

90*     •*  0  =    90*.  fHk  =  .9846 

i2o'     •*  0=    6o',  //f*  =  .36436 

1 50*     **  0  =    30*,  ntk  =  .07254 

Then 

head  wasted  at    6o*  knee  =  1.8607     x  ^VCVi*)'  =  3.81463  ft., 

90*     "      =    .9846     X  Vt(Yt')*  =  2.01853  " 
I20"     "      =    .36436  X  ^y(YT«)'=  .74697  " 
150'    "      =    .07254  X  iHW)'  =  .14871  " 
and  the  head  wasted  in  knees  =  6.72884  ft. 

Head  wasted  at  junction 

■ 

between    6-in.    and    12-in.  pipes  =  uVCtf  —  it)'  =  .22778  ft., 

•  J  •  •  .316/126  \'  ^       o      i^ 

"         12-in.    and     4-in.  pipes  =  -^  —  )      =  .64783  ft., 

04  \  II  / 

and  the  head  wasted  at  sudden  changes  of  section        =  .87561  ft. 
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For  straight  lengths 

take/  =  .oosf  I  +  jj^)  =  "^  ^^r  6-iii.  pipe» 

•^  "^\  12   X    1/  12 


i2-in.     " 


«< 


^=-°°5('+i7Vi)="-T    "    '^■"^    " 


Then  head  wasted 


•035 
4  X  —^400 


in  ist  length  = ^ 64V  ilj    "^  ^"^^^^  ^^' 


.065 
4  X  — ^200 


«t 


,d  ..    = — . —  _^-f)  =7.01929  ft.. 


.025 
4  X  ^500 


*'  3d       *•         = 


f-iC^)' -"■■"""■■ 


and  the  frictional  loss  of  head  =  91.14329  ^t. 
Hence  the  total  head  wasted 

=  .081558  +  6.72884  +  .87561  +  91-45729  =  99.1433  ft. 

16.  Nozzles. — Let  a  pipe  A  By  of  length  /  and  diameter  d, 
lead  from  a  reservoir  A  ft.  above  the  end  B,  Fig.  103. 

First.  Let  the  pipe  be  open  to  the  atmosphere  at  B. 
Then 

Ji  =  head  to  overcome  resistance  to  entrance  at  -^  f  =  ;/— j 

+  head  to  overcome  resistance  due  to  bends,  etc.  f  =  ^—] 

(      Afl'^X 
+  head  to  overcome  frictional  resistance  I  =  --r  —j 
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ns 


+  head  corresponding  to  the  velocity  v  in  the  pipe  and 

f       ^\ 
at  the  outlet  1=  — J 


=  — («  +  wH — -J- 1  +  — -. 


Fig.  103. 
Hence  the  height  to  which  the  water  is  capable  of  rising 


at^ 


=  —  =  A «  +  '«  +  -TT-U 

2^  2^\  ^  A 


or,  again,  is 


// 


I  +«  +  /;/  +  4/ 


/• 


Second.   Let  a  nozzle  be  fitted  on  the  pipe  at  B, 

Let  V  be  the  velocity  with  which  the  water  leaves  the 
nozzle. 

Let  D  be  the  diameter  of  the  nozzle-outlet. 

This  diameter  is  very  small  as  compared  with  the  diameter 
d  of  the  pipe.     But 


and  therefore 


V  = V, 


d^ 

V=    -V 
^       IK' 


so  that  V  is  very  large  as  compared  with  v. 
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Also, 
h  =  head  to  overcome  the  resistance  to  entrance  at  A 

-|-  head  to  overcome  the  resistance  due  to  bends,  etc. 

-f-  head  to  overcome  the  frictional  resistance  in  pipe 

+  head  to  overcome  the   frictional   resistance  in   nozzle 


(=  "■  a 


-|-  head  corresponding  to  the  velocity  V  with  which  the 
water  leaves  the  nozzle   ( =  —  J 

and  the  height  to  which  the  water  is  now  capable  of  rising  at 
i?is 

—  =  A  —  — [n  -\~  mA — r-  |—  w'  — 

2g  2g\       '  d    }  2g 

h 


i+m^  +  ^[n  +  m  +  ^/~) 

Let  "^  ,  =  A„ ,  be  the  pressure-head  at  the  entrance  to  the 
lozzle.     Then  the  effective  head  at  the  same  point 

-^2^      ^    ^     ^2g  i 

Hence 


2^  t         ,  ^ 

It  will  be  observed  that  the  delivery  from  the  nozzle  is  less 
than  that  from  the  pipe  before  the  nozzle  was  attached,  but 
that  the  velocity-head  at  the  nozzle-outlet  is  enormously 
increased.  The  actual  height  to  which  the  water  rises  on 
leaving  a  nozzle  is  less  than  the  calculated  height,  owing  to 
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air-resistance  and  to  the  impact  of  particles  of  water  as  they 
fall  back. 

The  force  required  to  hold  the  nozzle  is  evidently 

wO  w  TiEF 

g  g    A        ' 

If  the  water  flowing  through  a  pipe,  or  hose,  of  length  /  ft. , 

with  a  velocity  of  v  ft.  per  second,  is  quickly  and  uniformly 

shut  off  by  a  stop-valve  in  /  sec,  the  pressure  in  the  pipe  near 

wlv 
the  valve  is  increased  by  an  amount  — -  lbs.  per  square  foot. 

Of  two  forms  of  nozzle  in  general  use,  the  one  (Fig.  .105) 
is  a  surface  of  revolution  wkh  a  section  which  gradually 
diminishes  to  the  outlet,  while  the  other  (Fig.  104)  is  a  frustum 


Fig.  104.  Fig.  X05. 

of  a  cone,  having  a  diaphragm  with  a  small  circular  orifice  at 
the  outlet.  Denoting  the  former  by  A  and  the  latter  by  B^ 
the  following  table  gives  the  results  of  Ellis's  experiments: 


Height  of  Jet  from 
i-inch  Nozzle. 

Hci|rht  of  jet  from 
I i^- inch  Nozzle. 

Height  of  jet  from 
li-inch  Nozzle. 

PreMure  in  lbs. 

Head  in 
feet. 

^_ 

per  sq.  in. 

A 

B 

A 

B 

A 

B 

10 

23 

22. 

22 

22 

22 

23 

22 

20 

46 

43 

43 

43 

43 

43 

43 

30 

69 

62 

61 

63 

62 

63 

63 

40 

92 

79 

78 

81 

79 

82 

80 

50 

115 

94 

92 

97 

94 

99 

95 

60 

133 

108 

104 

"? 

108 

115 

no 

70 

161 

121 

115 

125 

121 

129 

123 

8C 

184 

131 

124 

'37 

131 

142 

135 

90 

207 

140 

132 

148 

141 

154 

146 

.100 

230 

148 

136 

157 

149 

164 

155 

The  coefficients  of  discharge  for  smooth  cone  nozzles  are, 
very  approximately,  .983*  for  a  f-in.,  .982  for  a  |-in.,  .972 
for  a  i-in.,  .976  for  a  ij-in.,  and  .971  for  a  ij-in.  nozzle. 
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Freeman  proposed  the  ij-in.  nozzle  shown  by  Fig.    106 


>WASHM 


Fig.  106. 

as  a  standard  with  a   coefficient   of  discharge  =  .977.     The 
coefficient  of  discharge  for  a  square  ring  nozzle  is  about  .74. 

FREEMAN'S     TABLE     SHOWING     COMPARATIVE     FRICTIONAL 

LOSS    IN    VARIOUS    KINDS   OF    HOSE. 

The  comparison  is  made  on  the  basis  of  a  flow  of  240  gals,  per  min.. 
which  is  about  the  quantity  discharged  by  a  li-in.  nozzle  under  a  pressure 
of  40  lbs.  per  square  inch  at  base  of  play-pipe. 


Character  of  Hose. 


ai"  solid  rubber  hose,  extra  heavy,  smooth 

and  free  from  ridfj^^s 

al"  solid  rubber  hose  lighter  than  precedinf? 

and  not  so  carefully  made    

aC  woven  cotton  hose,  rubber-lined,  regular 

heavy  tire-department  hose 

aC  woven  cotton  hose,  rubber-lined,  lighter 

than  preceding,  but  of   about    the   same 

smoothness  of  interior 

9^"knit  cotton  hose, rubber-lined.  A  medtum- 

weij^ht  hose 

a\"  knit  cotton  hose,  rubber-lined.    Interior 

medium  smooth 

a^"  knit  cotton  hose,  rubber-lined.  A  regular 

fire-department  hose.  .      

ak"  l^nit  cotton  hose,  rubber-lined.     Inside 

rather  rough .  

ai"  knit  cotton  hose,  ruhber-lined.     About 

same  as  preceding,  but  a  little  heavier.  . . . 

9^"  leather  hose 

•I"  woven  cotton,  rubber-lined,  mill    hose. 

Medium  thin  rubber  lining 

al"  unlined  linen  hose 

a'*  woven  cotton,  rubber-Kned  hose 

ai'' linen  hose  with  a"  couplings 
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Third.  If  an  engine,  working  against  a  pressure  of  p^  lbs. 
per  square  foot,  pumps  Q  cu.  ft.  of  water  per  second  through 
a  nozzle  at  the  end  of  a  hose  /  ft.  in  length,  then 

the  pumping  H.P.  of  the  engine  =  — -. 

The  total  head  at  the  engine  end  of  the  hose  =  the  head 
corresponding  to  the  pressure  /  in  the  hose  +  the  head  required 
to  produce  the  velocity  of  flow  v 

and  this  head  is  expended  in  overcoming  the  (rictional  resist- 
ance of  the  hose  (all  other  resistances  are  disregarded)  and  in 
producing  the  velocity  of  flow  V  at  the  outlet.     Hence 


^-  =  ^  +  !^  =  ^^ll   .    i^ 

W         W         2g  d    2g         2g^ 


and  therefore 


/        4//  z/2        F«        r/2 

~  gn^  \D*       d*  "*"  d"  y 

nd^         ^D^ 

smce  Q  = v  =  —  k  . 

4  4 

The  pumping  H.P. 

-  sso^^rMZH"^  d^r 

vj.  Motor  Driven  by  Water  from  a  Pipe. — Let  the  nozzle 
in  the  preceding  article  be  replaced  by  a  cylinder  having  its 
piston  driven  by  the  water  from  the  pipe. 
•    Let  u  =  the  velocity  of  the  piston  per  second. 


«8o  EXAMPLE. 

• 

Let/„  =  unit  pressure  at  the  end  of  the  pipe,  i.e.,  in  the 
cylinder. 

Let  d^  =  diameter  of  cylinder. 
Then 

velocity  of  flow  in  pipe  =  f-~ j  u. 
Hence 

^"Kdl  2g'^  d    \dj  2g^  w' 
other  losses  of  head  being  disregarded. 

Ex.  A  3l-in.  clean  pipe,  525  ft.  long,  leads  from  a  reservoir  with  a 
water  surface  300  ft.  above  datum  to  a  point  A,  187^  ft.  above  datum. 
Find  {a)  the  height  to  which  the  water  is  capable  of  rising  at  A  (i)  if 
the  pipe  is  open  to  the  atmosphere ;  (2)  if  it  terminates  in  a  i-in.  nozzle. 
What  (b)  force  is  required  to  hold  the  nozzle  ?  If  the  pipe  is  used  to- 
supply  pressure  to  a  water-engine  with  a  28-in.  cylinder,  determine  {c) 
the  maximum  power  which  can  be  developed  and  the  corresponding 
velocity  of  flow  in  the  pipe.  In  the  latter  case,  what  (d)  is  the  total 
pressure  on  the  piston  ?  Take  into  account  the  resistance  at  the  pipe 
entrance  and  assume/ =  .005. 

Let  V  and  V  be  velocities  of  flqw  in  pipe  and  from  nozzle,  respect* 
ively. 

(a)  I.  30P  —  1 87 J  =  1 12^  =  total  effective  head 

-!:L/c  +  I    ,    4  X  .00$  X  52$\  _^'        , 


(4  X  .005  X  525  \ 


v" 


and  -—  =  3  ft.  =:  height  to  which  water  can  rise. 
2.^'=(|p;and 


,1  _  ^'       ^'V  MV  r  _!.  4  X  .005  X  525\ 


ii2i  =  —  4-  — 1-^1  /.«;  + T — =^-^\  = ^-i. 

2g     2401 


Therefore 


V^  2401 

—  =  1 12 J  X  — —  =  90.40  ft.  =  height  to  which  water  can  rise. 

2^  2985       '   ^"^  * 


SIPHONS. 


i8i 


<^)  Force  =:  momentum 

32   7  ^\l2l  64  14  144 


225   2401 


2   2985 

(c)  Let  p  be  the  pressure  in  pounds  per  sq.  ft.  at  A.    Then 


=  61.8  lbs. 


Hence 


/  =  624 .  374(3  -  ~). 
theH.R  =  ^  =  ^?il374f3^^\«.i  f3i\V 

550      550  \     ^/7  4  \i2y 

3072^^^     64/' 

ivhich  is  a  max.  when  3  —  -^  =  o,     or     z/  z=  8  f t.  per  sec,   and  the 

max.  H.R  =  4fjfi  =  4.557. 

Also    p  =.  624 .  75  =  46874  lbs.  per  sq.  ft.,  and  total  pres.  on  piston 

/:o    t  22     I       /28\'     I  - 

==  46874  X  -._.(-    =  lorlr  tons. 

7     4     \i2/  2000 

18.  Siphons. — A  siphon  is  a  bent  tube,  ABCD,  Fig.  107, 
and    is    often    employed    to    " 
convey  water  from  one  reser- 
voir  to   another   at  a    lower 
level. 


Let  Aj,  A-,   respectively,- 


4. 


be  the  diflferences  of  level 
between  the  top  of  the  siphon 
and  the  entrance  A  and  outlet 
D  to  the  siphon.  Then,  so 
long  as  the  height  h^  does  not 

exceed    the    head    of    water    

(=  32.8  ft.)  which  measures  ^'o-  ^^^' 

the  atmospheric  pressure,  the  water  will  flow  along  the  tube  in 

the  direction  of  the  arrow,   with  a  velocity  v  given  by  the 

equation 

A,  —  A,  :^  —^ , 

*  *  d     2g 
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I  being  the  length  of  the  tube  A  BCD,  and  all  resistances^ 
except  that  due  to  frictional  resistance,  being  disregarded. 

If //j  >  32.8  ft.,  each  of  the  branches  AB  and  DC  becomes 
a  water-barometfer,  and  the  siphon  will  no  longer  work. 

Even  when  the  siphon  does  work,  an  arrangement  must  be 
made  for  withdrawing  the  air  which  will  always  collect  at  the 
upper  part  of  the  siphon. 

19.  Inverted  Siphons. — The  existence  of  a  cutting  or  a 
valley  sometimes  renders  it  necessary  to  convey  the  water  from 
a  course  AB  to  ^  course  DE  by  means  of  an  inverted  siphon 
BCD  of  length  /. 

Let  u  be  the  velocity  of  flow  in  AB,  and  //,  the  height  of  B 
above  a  datum  line. 

Let  V  be  the  velocity  of  flow  in  the  siphon,  and  A,  the 
height  of  D  above  datum. 


Fig.  ioQ. 


Then 


h^  —  h^=i  loss  of  head  at  B 

-\-  frictional  loss  of  head  an  siphon 
+  loss  of  head  at  D 
u^       Afl  v^    .    iP' 

=  JL.  2± 

2g^     d    2g^  2g 

=  —j ,  approximately, 

assuming  the  entrance  and  outlet  to  the  siphon  formed  in  such 
a  manner  as  to  considerably  reduce  the  losses  —  and  — ,  and 

2^  2g' 
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to  allow  of  these  losses  being  disregarded  without  practical 
error.  Find,  by  chaining  along  the  ground,  the  length  of  the 
siphon  from  ^  up  to  a  point  F  not  far  from  D.  Call  this 
length  /j ,  and  let  Ag  be  the  height  above  datum  of  F^  obtained 
with  a  level.  Generally  speaking,  DF  is  nearly  always  of 
uniform  slope.     Call  the  slope  a.     Then, 


But 
d  2g 


DF  =  (A,  —  A3)  cosec  a. 

=  Aj  —  Aj  —  DF .  sin  at, 


an  equation  from  which  DF  can  be  found,  as  A^  —  A,  can  be 
determined  by  means  of  a  level. 

20.  Air  in  a  Pipe. — The  effect  of  an  air-bubble  in  a  pipe 
ABCD  may  be  discussed  as  follows: 

Let  the  air  occupy  the  portion  BC  of  a  pipe. 

Let  the  siuface  of  the  water  in  the  reservoir  supplying  the 
pipe  be  A^  fl.  vertically  above  £,.and  A,  ft.  above  D. 


Fig.  109. 

Also,  let  A3  be  the  difference  of  level  between  C  and  Z>,  A^ 
the  difference  of  level  between  B  and  C,  and  /  the  thickness  of 
the  water-layer  EF, 

Let  //"designate  the  head  equivalent  to  the  elastic  resistance 
of  the  air  in  BC.     Then,  approximately, 

'   '  w  d  2g 
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and 


/i  being  the  length  of  the  portion  of  pipe  from  A  to  E^  and 
/,  the  length  from  E  to  D, 
Adding  the  two  equations, 

I  being  total  length  of  pipe. 

But  A,  —  /  +  A^  =  A,  —  Aj ,  very  nearly.     Hence 

_  4//  2/» 


A.- 


an  equation  showing  the  variation  of  v  with  a  variation  in  the 
height  h^  of  the  space  occupied  by  the  air. 

Note. — //'of  course  varies  with  the  temperature. 
21.  Flow  of  Water  in  a  Pipe  of  Varying  Diameter. — ^The 
variation  in  the  diameter  is  supposed  to  be  so  gradual  that  the 

fluid  filaments  may  still  be  assumed 
to  flow  in  sensible  parallel  lines. 

Consider    a   thin   slice  of    the 
moving  fluid,  bounded  by  the  trans- 
verse sections  ABy  CD,  distant  s 
and  s  +  dsy  respectively,  from  an 
.  origin  on  the  axis  of  the  pipe. 

Let  /  be  the  mean  intensity  of 
pressure,  A  the  water  area,  P  the 
wetted  perimeter  for  the  section  AB, 
Let  these  symbols   become  /  +  ^,   A  -{-  dA,   P  -j"  ^^* 
respectively,  for  the  section  CD, 

Let  z  be  the  height  of  the  C.  of  G.  of  the  section  AB  above 
datum. 

Let  s  ^  dzh^  the  height  of  the  C.  of  G.  of  the  section  CD 
above  datum. 


Fig.  1 10. 
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Let  u^  u-^-  duhe  the  velocities  of  flow  across  the  sections 
AB,  CDy  respectively. 
Then 


The  rate  of  increase  of 
momentum  of  the  slice 
A  BCD  in  the  direction 
of  the  axis 


momentum  generated  by 
__  J  '  the  effective  forces  acting 
"^  upon  the  slice  in  the  same 

direction. 


w  du       w 

The  acceleration  in  time  dt  =  — Au  .  di-y-  =.  —Au  ,  du, 

g  dt        g 

The  total  pressure  on  AB  =  p  .  A^  and  acts  along  the  axis. 

The   total  pressure  on    CD  =  (/  +  dp){A  +  dA),    and  acts 

along  the  axis. 

The  total  normal  pressure  on  the  surface  ACBD  of  the  pipe 

=  2Tfr-| )(/H ]AC  =i27trp  ,  AC^  very  nearly. 

The  component  of  this  pressure  along  the  axis 

=  2nrpAC  .  sin  6 
=  2npr .  dr^  nearly, 

S  being  the  angle  between  AC  and  the  axis. 

Thus  the  total  resultant  pressure  along  the  axis 

=  pA  —  (p  -^  dp)(A  +  dA)  -\-2npr  ,dr 
=  —  p  .dA  —  A  .dp  -{-  2npr  .  dr 
—  --  A.dp, 

since  A  =  nt^y  and  therefore  dA  =^  2nr  .dr. 

The  component  of  the  weight  of  the  slice  along  the  axis 

=  f-/4  H \ds  .  «/  sin  /  =  —  \A'\-  —\^  .de=:  --  wA  .  dz. 

The  frictional  resistance  =  P  .  AC .  F{u)  =  P  .  ds  .  P{u), 
very  nearly.     Hence 

wAu .  du 

-^^-^ — =  -  A  .dp -  wA  .dz  -  P .ds  .  F(u\ 
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and  therefore 


dp        u.du    ^    P  P{u). 


Integrating, 


z^ 


p      ««       Cpp{^)^  ^   ^ 

IL  A V-  I  -r  -^^ds  =■  a  constant. 

w  ^  '^g     J  A     w 


Then 


•  4.£_4.5-+   /-  -(-rds  =  a  constant. 

The  integration  can  be  effected  as  soon  as  the  relation 
between  r  and  S  is  fixed. 

Example.— Ti^^  r  =  a  +  *5,  and  assume  /  and  (2  to  be 

constant.     Then 

sA'  —  A h  7-*^^  /  -g-  =  a  constant, 


and  therefore 


w       2g       Ab  gTt^  r^ 


^+--+  —  +Tz'^r4  =  a  constant. 


22.  Equivalent  Uniform  Main.— A  water-main  usually^ 
consists  of  a  series  of  lengths  of  different  diameters. 

As  a  first  approximation  the  smaller  losses  of  head  due  to 
changes  of  section,  etc.,  may  be  disregarded,  and  the  calcula- 
tions may  be  further  simplified  by  substituting  for  the  several 
lengths  a  single  pipe  of  uniform  diameter  giving  the  same  fric- 
tional  loss  of  head.     Such  a  pipe  is  called  an  equivalent  main. 


EQUiyALENT  UNIFORM  MAIN, 

Let  /j ,  /j ,  /j  be  the  successive  lengths  of  the  main. 
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1 

T 1 

Fig.  hi. 

Let  rfj,  d^y  ^s  he  the  diameters  of  these  lengths. 

Let  z/j,  z'j,  v^  be  the  velocities  of  flow  in  these  lengths. 

Let  h^y  h^y  ^3  be   the  frictional   losses  of  head  in  these 

lengths. 
Let  Ly   dy  v^  A  he  the   corresponding  quantities  for  the 

equivalent  uniform  main. 


Then 


A  =  Aj  +  A,  +  Aj  4-  .  .  .  , 


and  therefore 


d  2^^"rf,  2/^'+  d^  2/«-t-  d,  2/»"^  •  '  • 


Hence 


V 


V, 


V, 


Lj  —  Kt  +  '«^  +  '3^   +  .  .  •  , 


V. 


where  it  is  assumed  that /is  the  same  for  the  several  lengths 
of  the  main  and  also  for  the  equivalent  pipe. 
But 


Hence 


nd'^  ^       nd^  nd} 

V  =  G  =  =^— ^,  =  — ^%  =  etc. 

4  4     '  4      ' 


~  =  A  4.  A-U  A  4-  etc 

^    dy  dy  dy       ' 


an  equation  giving  the  diameter  d  of  an  equivalent  pipe  having 
the  same  total  frictional  loss  of  head. 
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Ex.  What  must  be  the  diameter  of  a  uniform  pipe  which  may  be 
substituted  for  a  line  of  piping  consisting  of  an  8oo-ft.  length  of  i2-in. 
pipe  and  a  200-ft.  length  of  6-in.  pipe? 

800  +  200       800      200 

''• = h 

and  therefore  d  —  .6738  ft.»  or  about  8  ins. 

23.  Branch  Main  of  Uniform  Diameter. — In  a  branch 
main  AB  of  length  L  and  diameter  rf,  receiving  its  supply 
at  Ay — 

Let  Qw  be  the  way-service,  i.e.,  the  amount  of  water  given 

up  to  the  service-pipes  on  each  side. 
Let  Q,  be  the  end-service,  i.e.,  the  amount  of  water  dis- 
charged at  the  end  B. 
Then  it  may  be  assumed,  and  it  is  approximately  true,  that 

the  way-service  per  lineal  foot,  viz.,  ^,  is  constant. 

Thus  the  amount  of  water  consumed  in  way-service  in  a 
length  AC  of  the  main,  where  BC  =  j,  is 

^"(^  -  s), 

while  the  total  amount  of  water  flowing  across  the  section  of 
the  pipe  at  C 

=  Qe+  -j-s  =— -^» 
A.  4 

V  being  the  velocity  of  flow  at  C. 

Now  Mf  the  frictional  loss  of  head  at  C  for  an  elementary 
length  ds  of  the  pipe,  is  given  by  the  equation 

d  2g 

n*d^\^'  ^    L    J     ' 
if  ^  =  32. 
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Integrating,  the  total  loss  of  head  is 


A  = 


n^d^ 


[Q.'+Q.Q^  +  ^y 


SPECIAL   CASES. 

Case  I.  Let  QJ  be  the  total  discharge  for  the  same  fric- 
tional  loss  of  head,  A,  when  the  whole  of  the  way-service  is 
stopped.     Then 

and  therefore 

Q."  =  a*  +  QM«  +  ^- 

Hence 

Q/'  >  (a  +  y )'     and      <  (q,  +  ^"l)*, 

and  Q/  lies  between  Q,  -j-  —^  and  Q,  -| — Z. ,  its  mean  value 

2  4/3 

being  Q,+  ^SSQw 

Case  II.      If  there  is  no  end-service,  all  the  water  having 

been  absorbed  in  way-service,  Q,  =  o,  and  therefore  Q/  =  — ^ 

and 

i/LQJ 

Case  III.     If  Q,  =  o, 

/Q  ' 

dA  =  -j^^^s^ds  =  elementary  frictional  loss  of  head. 
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Integrating  between  o  and  j, 


h 


in^d^n^' 


and  the  vertical   slope,   or  line  of  free  pressure,  becomes   a 
cubical  parabola. 

Case  IV.  Let  the  main  receive  its  supply  at  A  from  a 
reservoir  X  in  which  the  surface  of  the  water  is  A,  above 
datum,  and  let  it  discharge  at  the  end  B  into  a  reservoir  F  with 
its  surface  h^  above  datum,  Fig.  1 14. 

Since         {Q/y  =  Q^  +  Q,Q^  +  %',  therefore 


a=  -%  +  y^(Gg^-^. 


If  G«»=  ^Vle'.  a  =  o;  and  if  Q^>  V^Q/,  then  the 
reservoir  Y  will  furnish  a  portion  of  the  way-service. 

Suppose  that  A^  gives  the  supply  for  the  distance  AO  (=  /j) 
and  that  Y  supplies  BO  (=  Q, 

Let  s  be  the  height  above  datum  of  the  surface  in  a  pressure 
column  inserted  at  O. 

Then,  neglecting  the  loss  of  head  at  entrance, 


*.-'=(*.+'s)-('+s 


I  /n  a/  « 

=  loss  of  head  between  A  and  (7  =  -  \,Z,  L* 

3  Tra^D 


and 


*.—(*.+§)-('+$) 


I  fO  V« 

=  loss  of  head  between  B  and  O  -=. j-^-fs- 

3  n^cPD 


Also,  /j  +  /j,  =  Z. 
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24.  Three  Reservoirs  at  Different  Levels  connected  by  a 
Branched  Pipe. — Let  a  pipe  DO  of  length  /^  ft.  and  radius 
r,  ft. ,  leading,  from  a  reservoir  A  in  which  the  water  stands 
Aj  ft.  above  datum,  divide  at  O  into  two  branches,  the  one. 
OE,  of  length  /^  ft.  and  radius  r^  ft. ,  leading  to  a  reservoir  B 
in  which  the  water  stands  //^  ft.  above  datum,  the  other,  OF, 
of  length  /j  ft.  and  radius  r^  ft. ,  leading  to  a  reservoir  C  in 
which  the  water  stands  /i^  ft.  above  datum. 


Fig.  112. 

Let  v^y  t/j ,  v^  be  the  velocities  of  flow  in  DO,  OE,  OF, 

respectively. 
Let  (2i ,  (2, »  Qs  be  the  quantities  of  flow  in  DO,  OE,  OF, 

respectively. 
Let  z  be  the  height  above  datum  to  which  the  water  will 
rise  in  a  tube  inserted  at  the  junction. 

Two  problems  will  be  considered,  and  all  losses  of  head 
•excepting  those  due  to  frictional  resistance  will  be  disregarded. 

Problem  L     Given  A^,  //,,  A,;  r,,  r^,  r^\  to  find  Q^,  Q^, 

f 
Qi\  «'i»  ^j,  ^'s»  and  ^.     Taking  -  =  a, 


For  the  pipe  DO,  -^ — ==^7"  •  •  (0  and  Q^=i7rr^\.  .  .  (2) 
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For  the  pipe  OE,^^^=^a^  .  .  (3)     -     G,=«^>v  •  •  (4> 

"     "     «•     OF,    ^»=A*..(5)    "     (3,=T^V-.(6> 

*  3 

Also,  Gi=±0,+  Gs (7) 

From  these  seven  equations  the  seven  required  quantities 
can  be  found. 

In  equations  (3)  and  (7)  the  upper  or  lower  signs  are  to 
be  taken  according  as  the  flow  is  from  O  towards  E  or  from  E 
towards  O. 

This  may  be  easily  determined  as  follows : 

Assume  js  =  A^,  and  then  find  v^  and  v^  by  means  of  equa- 
tions (i)  and  (s),  and  hence  Q^  and  Q^  by  means  of  equations 
(2)  and  (6).  If  it  is  found  that  d  >  (2s »  then  the  flow  is  from 
O  to  E,  and  equations  (3)  and  (7)  become 

^-Z^*=a^    and     Q,  =  Q,'+Q,; 

while  if  (2i  <  Gs  >  the  flow  is  from  E  to  O,  and  the  equations 
are 

h^^xd^     and     G.+  0,=  (2r 

A^^/^. — It  is  assumed  that  af=  —)  is  the  same  for  each  pipe- 

Special  Case.  (Fig.  113.) — Suppose  the  pipe  OE  closed 
at  E, 

Also,  let  ^j  =  r,  =  r,  =  r,  and  let  V  be  the  velocity  of  flow 
from  A  to  C. 

The  **  plane  of  charge  '*  for  the  reservoir  Av&z.  horizontal 

p 
plane  MQ  distant  —  from   the   water-surface,  p^   being  the 

atmospheric  pressure. 
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The  **  plane  of  charge  "  for  the  reservoir  C  is  a  horizontal 


plane  TS  distant  —  from  the  water- surface. 


yi 


In  the  vertical  line    VTQ^  take   TN  =  —  and  join  MN. 

Then,  neglecting  the  loss  of  head  at  entrance,  MN  is  the 
■•'line  of  charge.'*  or  hydraulic  gradient,  for  the  pipe  DF,  and 
is  approximately  a  straight  line. 

Let  the  * '  plane  of  charge  * '  KK  for  the  reservoir  B,  distant 

~  from  the  water-surface,  meet  MN  in  G, 


^ 


If  the  junction  0  is  vertically  below  G^  there  is  no  head 


Fig.  113. 

available  for  producing  flow  either  from  E  towards  O  or  from 
O  towards  E,  and  hydrostatic  equilibrium  is  established. 

If  the  junction  O  is  on  the  left  of  C,  and  a  vertical  line 
OKHL  is  drawn  intersecting  KK,  MN,  and  MQ  in  the  points 
K,  H^  and  Z,  there  is  the  head  HK  available  for  producing 
flow  from  O  towards  E, 
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If  the  junction  O  is  on  the  right  of  G",  and  the  vertical  line 
OHKL  is  drawn,  the  head  HK  is  now  available  for  producing 
flow  from  E  towards  O. 

Let  the  vertical  through  G  meet  MQ  in  /*,  and  take 
PG  =  Y.     Then,  approximately, 

l^      _  MG^^PG__       V 

and  therefore 

I  A-  I        »• 

If  HL  <  F,  the  flow  is  from  O  towards  £. 
If  HL  >  F,  »*  **  **  **  E  **  O. 
Again, 

[^ +3  -  (''» +S + B = ''tV. + '3). 

and  therefore,  approximately, 

/'r  -  >^'3  =  «— (A  +  4) (0 

Next  assume  the  junction  O  tp  be  on  the  left  of  G,  and 
open  the  valve  at  E.     Then 


It     ^  CI  * 

— = =:  a-^' 


I 


1 


r 


) 


(2) 


-/-*  =  «-^-; (3) 

--/-■  =  «f: (4) 
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and  Gi=G,+  (23, 

or  v^  =  v^  +  7/,. 

Thus 

and  therefore 

nV.  +  4)  +  2l,v,v,  +  /,t'/  -  (/,  +  /,)  r»  =  o. 
Hence,  assuming  v^  to  be  very  small  as  compared  with  Vy. 


or 


ft  =  G 


where  Q  =  ^r^  F. 


Thus  it  appears  that  if  a  quantity  (2,  of  water  is  drawn  oflT 
by  means  of  a  branch  from  a  main  capable  of  giving  a  total 
end-service  Qy  this  end-service  will  be  diminished  by  iQ^,  iQ^ » 
iQi*  ^tc.,  according  as  the  junction  O  divides  the  pipe  DF  into 
two  portions  in  the  ratio  of  i  to  I,  i  to  2,  I  to  3,  etc. 

Note. — The  more  correct  value  of  t'j  is 


and  the  maximum  value  of  / ,    !  ^  y-co  does  not  exceed  -. 

(A  +  4)  4 

Orifice  Fed  by  Two  Reservoirs. — Neglect  all  losses  of  head 
except  the  losses  due  to  frictional  resistance. 

When  the  valve  at  O  is  closed  the  flow  is  wholly  from  A 
to  Cy  and  the  delivery  is 


^    V  «   /,  +  /, 
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The  line  of  charge  (hydraulic  gradient)  is  MN,  where 

MR=^  =  NV. 
w 


Fig.  114. 

Open  the  valve  a  little :  a  volume  Q^  will  now  flow  through 
O,  and  a  volume  Q^  into  C,  where 


Q.  =  Q- 


Aa 


A  +  4 


The  **  line  of  charge  "  becomes  the  broken  line  M\N, 

As  the  opening  of  the  valve  continues,  the  pressure-head 

at  O  diminishes,  and  when  it  is  equal  to  //,  -I — -  the  line  of 

charge  is  MzN,  2A^  being  horizontal.  Hydrostatic  equilibrium 
is  now  established  between  O  and  C,  and  the  whole  of  the 
water  from  A  passes  through  O,  the  delivery  being  given  by 


Opening    O   still   further,    both    reservoirs  will   serve  the 
orifice,  and  the  line  of  charge  will  continue  to  fall. 
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When  the  valve  is  full  ojpen  the  '*  line  of  charge  *'  is  M^N^ 


p 
where  3(?  =       ,  and  the  discharge  is 


_       /;rV  I  ///A  I       Avi 


C;) + e 


A, 


The  supply  from  A  is  equal  to  that  from  C  when  ^  =  j. 

The  above  investigation  shows  the  advantage  of  a  second 
reservoir  in  emergent  cases  when  an  excessive  supply  is 
suddenly  demanded,  as,  e.g.,  on  the  occasion  of  a  fire. 

Ex.  A  24-in.  pipe  AB,  6000  ft.  long,  connects  two  reservoirs,  the  dif- 
ference of  level  between  the  water-surfaces  being  250  ft.  From  a  junc- 
tion O  between^  and  B  2l  12-in  pipe,  C  3000  ft.  long,  connects  with 
an  inttsrmediate  reservoir  having  its  water-surface  1 50  ft.  above  that  of 
the  lowest  reservoir.  Discuss  the  distribution  {a)  when  AO  =  2000  ft.; 
(b)  when  AO  =  4000  ft. ;  and  find  (c)  the  position  oi  O  so  that  there  ma** 
be  no  flow  in  OC, 


Fig.  115.  Fig.  116. 

Take  the  loWest  water-surface  as  the  datum  plane.    Also  assume  that 

a  =  '^  =  .0002. 
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If  a  piezometer  is  inserted  at  O,  the  water  will  rise  in  it  to  a  height 
J7  above  datum.     Then 
{a)  Fig.  lis: 

Between  A  and  O 


250  —  ar     ^ 
2000        ~ 
Between  O  and  B 

±  1 50  T  3r 
3000        "■ 

Between  (7  and  C 


1 


a-— =2az/t . 


4000 


.     .     (I) 


To  find  the  direction  of  the  flow  in  OC,  let  z  =  150,  then  t/t  =  o, 
ttv,«  =  ^,  or^,'  =  ^,  and  therefore  V\  >  v».  Thus  more  water  (lows 
from  ^  to  C7  than  is  required  for  the  lowest  reservoir,  and  a  portion 
must  flow  to  the  intermediate  reservoir.     Hence  z>  1 50  ft.,  and 


or 


2'  =2.  +  23, 

Vi  =   ~  +  Vs. 

4 


Therefore 


Vjsoj-£  ^  x_^z  -  150       y_£_ 

r  9nrwr  ^  '^         6000a  ^     4000a 


200oa 


or 


-^^1500  —  6fr  =  -  |/2*  —  300  -f-  VZ^' 

4 


«< 


By  trial  this  gives  z  =  161  ft.,  very  nearly,  and  then,  substituting 
in  eqs.  (I), 

7/1*  =  222.5,    or    Vi  =  14.916  ft.  per  sec^ 
V,'  =  9i,         or    vt  =    3.027  " 
vt*  =  201.2$,  or    Vt  =  14.186  " 

Hence,  also. 

22     2' 
gi  =  —  .  —  X  14.916  =  46.879  cu.  ft.  per  sec, 

2»  =  ^  •  T  ^    3.027  =    2.378      " 
7     4 

2,  =  y  .J  X  14.186  =  44,584  " 
««<1  2«  +  2>  =  46.962  =  2i,  very  nearly. 


«( 
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<^  Fig.  116: 

Between  A  and  O 

250  —  J  ) 

400Q 
Between  O  and  B 

±  150  T  5r 
3000 
Between  (7  and  C 


i. 


2000 


=  fi?/,". 


(11) 


If  ^  =  150,  vt  =  o,  ttvi*  =  A,  and  avt*  =  ^.  Thus  t/»  >  Vi  and  there- 
fore Q%>  Qi,  so  that  more  water  flows  to  the  lowest  reservoir  than  is 
supplied  by  the  highest  reservoir.  Hence  the  balance  must  come  from 
the  intermediate  reservoir  and  ^  <  1 50  ft. 

Also.  g,  +  2.  =  Qt, 


or 


7/a 
t/i   +  -     =  7',. 

4 


Therefore 


»  /KWl/y  A  6000  ^ 


4000a 


2000a 


or 


^i  500  —  6^  +  --  V'soo  —  25'  =  f^6^. 

4 


By  trial  this  gives  ^  =  96,  very  nearly,  and  then,  substituting  in 
«qs.  (II), 

vi*  =  192.5,  or  vi  =  13.874  ft.  per  sec, 

Vt*  =  45,  or  i/a  =    6.709  " 

i/,«  =  240,  or  v»  =  15.492  " 

Hence,  also. 

22   2' 
Qi  =  — .  —  X  13-874     =  43.604  cu.  ft.  per.  sec, 

7    4 


g,  =   y  /.  I'   X  6.709=      5.271 


Qt  =  —.1.2*  X  15.492  =48.689 


«< 


4« 


<f 


t« 


=  2»  +  2«  very  nearly. 

ic)  Let  ^O  =  X,    Then,  since  v,  =  o,  s  =  150  ft.,  and  therefore 

250--150 , ,_       150 


=  avi*  =z  ovi*  = 


6000  —  x' 


Hence 


6000  —  .r      1 50      3  .  . 
—  =  -^  =  ~,    and    X  =  2400  ft. 

X  100        2 
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Probi^M  II.     Given  Aj,  A,,  k^;    g,,   Q^^  and  therefore 
Qi  (=  ±  Q2+  Qi)'>  to  find  ^1,  r,,  r,,  7/^,  z;,,  z;,,  ^. 
As  before,  let  z  be  the  Jwessure-head  at  0.     Then 

-/— '  =  «'r-   •     •     .     (0     and     Q^=nr*v,;       .     .     (2) 
-^^^=a*^    .     .     •     (3)       "       Qy=^r}v^\       .     .      (4) 


"2  '2 

—  //  7'  2 


'» 


.     .     .     (5)      **       C,=  ^^^V       •     •     (6> 


These  six  equations  contain  the  seven  required  quantities » 
viz.,  Tj,  Tj,  ^3,  z/,,  7/j,  7/3,  and  z.  Thus  a  seventh  equation 
must  be  obtained  before  their  values  can  be  found.  This 
equation  is  given  by  the  condition  *  *  that  the  cost  of  the  pipings 
laid  in  place  should  be  a  minimum/'  it  being  assumed  that  the 
*  cost  of  a  pipe  laid  in  place  is  proportional  to  its  diameter. 

Hence 

/j^-j  -|-  /jT,  +  /3r3  =  a  minimum.       .     .      .     (7) 
From  equations  (i)  and  (2),       -^-r —  =  -y-^5; 

'2  ^      ^% 

"         (5)    "    (6).        -j-^=^,. 

Differentiating  these  three  equations, 

dz       SaQ;* 


K  ""    ^^^\ 


•  dr^\ 


dz  ^aQ! 
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Btit,  by  equation  (7), 

Hence 

^,=  ±^  +  ^a. (8) 

which  IS  the  seventh  equation  required. 

This  last  equation  may  be  written  in  the  forms 

« 

^2  ^2       ^2 


V*  -  ^  t./  +  z;,* 


and 


I 

25*  Mains  with  any  Required  Number  of  Branches. 

Let  there  be  n  junctions  and  tn  pipes. 

Let  Aj ,  Aj,  .  .  ,  k^  be  the  m  pressure-heads  at  the  end  of 

each  successive  length  of  pipe. 
Let  ^j,  ^Tj,  .  .  .  £r^  be  the  n  pressure-heads  at  the  1st,  2d^ 

3d,  .  .  .  «th  junctions. 
Let  /j ,/,,...  /^  be  the  lengths  of  the  m  pipes. 
Problem  L     Given  Aj,  h^^  ,  .  ,  h,„y   r^,   r^,  .  .  .  r^;  to 
find  2^1 ,  z^j ,  .  .  .  t^ ,  -STj ,  -STj ,  .  .  .  ^^. 

_-                             .           _  ,               ±  /^  T  -s^  ^^' 

There  are  m  equations  of  the  type j =  a—. 

Also,  the  quantity  flowing  through  the  first  portion  of  the 
main  is  equal  to  the  sum  of  the  quantities  flowing  through  all 
the  branches  at  the  first  junction,  and  an  analogous  equation 
will  hold  for  each  of  the  remaining  ;/  —  i  junctions.  Thus  n 
additional  equations  are  obtained. 

From    these    m  -{-  n   equations     v^    v,^ ,  .  .  .  7^^ ,    z^,    z^y 
.'  •  ,  ^j,    may    be    found   analytically   or   by   the  method   of 
repeated  approximation. 
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Problem  II.     Given  //j,  //j,  .  .  .  //^,  Qi*  Q^i  -  - ,-  Qm\  ^^ 
nnQ  /*! ,  /'j ,  .  .  .  f^  f  .^1 )  ^2 1  •  •  •  ^M* 

There  are  now  only  m  equations  of  the  type 


±  h  ^^  z         z/' 
-, =  a — 


involving  m  -{-n  unknown  quantities,  and  the  problem  admits 
of  an  infinite  number  of  solutions. 

It  is  therefore  assumed  that  the  cost  of  the  piping  laid  in 
place  is  to  be  a  minimum.  Thus  n  new  equations  are  obtained, 
and  the  m-^  n  equations  may  be  solved  analytically  or  by 
repeated  trial. 

Note. — The  maximum  velocity  of  flow  in  town  mains  is 
from  2  to  7  ft.  per  second. 

26.  Variation  of  Velocity  in  a  Transrerse  Section. — 

Assumption. — That  the  water  in  any  portion  of  a  pipe  is  made 

up  of  an  infinite  number  of  hollow  concentric 
cylinders  of  fluid,  each  moving  parallel  to 
the  axis  with  a  certain  definite  velocity. 

Let   //   be  the  velocity  of  one    of  these 
cylinders    of  radius   x   and    thickness    dx. 
Then   the  flow  across  a  transverse  section 
Fig.  117.         ''  is  given  by  the  equation 


and  the  total  flow 


dq  =  27tx  dx  .  «, 


j2  =  2  ff  /   ux  dxy 


(0 


r  being  the  radius  of  the  pipe. 

If  v^  be  the  mean  velocity  for  the  whole  transverse  section 
of  the  pipe, 


Q 


A 


ux  dx    . 


(2) 
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Again,  assuming  with  Navier  that  the  surface  resistance 
between  two  concentric  cylinders  is  of  the  nature  of  a  viscous 

resistance  and  may  be  represented  by  k—  per  unit  of  area  at 

the  radius  x^  k  being  a  coefficient  called  the  coefficient  of 
viscosity,  then  the  total  resistance  at  the  radius  x  for  a  length 
4is  of  the  cylinder 

du  ,  du 

=  —  2nx  ,  ds  .  k-j-  =  —  2nk  ,  ds  ,  x-z-. 

dx  dx 

The  total  resistance  at  the  radius  x  '\'  dx 


Hence  the  total  resultant  resistance  for  the  length  ds  of  the 
cylinder  under  consideration 

The  component  of  the  weight  of  the  slice  of  the  cylinder 
in  the  direction  of  the  axis 


=  w  .  2nx  .  dx .  ds  ,  sin  0, 
ff  being  the  inclination  of  the  axis  to  the  horizon. 

« 

Let  —  dz  be  the  fall  of  level  in  the  distance  ds.     Then 

—  dz  =^  ds  .  sin  0, 

Therefore  component  of  weight  in  direction  of  axis 

=  —  zv  .  2nx  dx  .  dz. 
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The   resultant   pressure   on    the  slice  in  thie  direction  of 
motion 

=  {/  —  (^  +  dp)\2frx  .  ^jr  =  —  27rjr  .  dx  .  dp. 

Then,  since  the  motion  is  uniform, 

d  f  du\ 
w  .  2nk  .  ^^  • 'T~[^'J~  1^  —  ^-  ^^^  '  ^^-  dz—2nx.dx,  dp  =  0^ 

and  therefore 

k  ,  ds  d  I  du 


/  du\         .        dp 

[X,  ]  ^  ds =  o. 

\  dx/  w 


X     dx^ 

Integrating  only  for  the  cylinder  under  consideration, 

ks  d  t  du\       I        p\ 

rl-^-r    —  U'  4-  ~    =  a  constant. 

X  dx\  dxl       \     '   wl 

p 
But  -sr  -f.  ^-  is  evidently  independent  of  ;r   and  is  a  linear 

function  of  j  (Art.  5,  Chap.  II).      Hence 

I    dl  du\ 

"  TV^'^)  ~  ^  constant  =  A^  suppose. 


Therefore 


-l'^=A^ (3) 


dx\  dxl 

Integrating, 

du        ^x^   ,     ^ 
dx  2     ' 

Assuming  that  the  central  fluid  filament  is  the  filament  of 

du 
maximum  velocity,  then  when  ;r  =  o,  ^  is  also  nil.    Therefore 

du      A^ 

-ff  =  o,     and     x-j-  = , 

dx         2    ^ 


VARIATION  OF  VELOCITY  IH   TRANSVERSE  SECTION.      205 

and  therefore 

du        ^x 

A'.=^-. (4) 


dx  2 


Integrating,  Eq.  4, 


x^ 

u  =  A 1-  C 

4 


C  being  a  constant  of  integration. 

Since  dp  is  the  difference  of  intensity  of  pressure  on  the 
ends  of  the' cylindrical  slice, 

du 
—  2nx  .  ds  .  k-j-  =  Ttj^  .  dp  =  n^^ ,  dh. 

Therefore 

du  wx  dh  wxi 

dx  2k  ds  2k 

and,  by  equation  (4), 

wi 

Let  «n,ax.  be  the  velocity  of  the  central  filament,  i.e.,  the 
value  of  u  when  x  =z  o.     Then 


^max.  —  ^} 


and 


A 

«max.  -  «  =    -   4  •*''  =  ^^'        •        •       •       •        (5) 


where  D  = • 

4 

Again,  by  equation  (i). 


Q  =  27ff  (i/„„.  -  Dx*)x  .  dx  =  yrr*(u^,  -  ^ ; 


2o6       yARlATlON  OF  VELOCITY  IN  TRANSVERSE  SECTION. 
and  by  equation  (2), 

Vm  =   "max.  "       ^ (^) 

li  Ug  =  velocity  at  pipe  wall,  then,  by  equation  (5), 

«,  =  «ma«.  -  Df^ (7> 

Hence,  by  equations  (6)  and  (7), 

«,  +  "max.  =  27/^.         .      •      .      •      .      (8> 

If  «  =  o  when  x  =  r,  then  C  =  —  ^— ,    and 

4 


«=_^(^_^), 


Therefore 


Q=--^fx{f»-^»)dx. 


Note. — In  a  paper  by  Gardner  S.  Williams  and  others,  in  the  Pro^^ 
ceedings  of  the  Am.  Soc.  of  C.  £.  for  May,  1901,  giving  the  results  of 
experiments  on  the  flow  of  water  in  pipes,  the  inferences  are  made ; 
that  at  ordirfary  velocities  of  flow,  and  under  normal  conditions,  ihe 
ratio  of  the  mean  velocity  to  the  maximum  is  .84;  that  in  a  straight 
pipe  there  will  be,  under  some  conditions,  a  difference  of  pressuie  at 
different  points  in  the  circumference  of  the  same  cross-section ;  that 
the  normal  curve  of  velocities  is  an  ellipse ;  that  the  effect  of  a  flow 
disturbance  is  felt  many  diameters  beyond  the  point  at  which  it  occurs ; 
that  for  a  maximum  flow  careful  alignment  is  as  necessary  as  a 
smooth  interior. 
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27,  Gauging  of  Pipe-flow. — A  variety  of  meters  have 
been  designed  to  register  the  quantity  of  water  delivered  by  a 
pipe.     The  principal  requisites  of  such  a  meter  are : 

1.  That  it  should  register  with  accuracy  the  quantity  of 
watef  delivered  under  different  pressures. 

2.  That  it  should  not  appreciably  diminish  the  effective 
pressure  of  the  water. 

3.  That  it  should  be  compact  and  adaptable  to  every 
situation. 

4.  That  it  should  be  simple  and  durable. 

The  Venturi  Meter  (Fig.  118)  is  so  called  from  Venturis 
who  first  pointed  out  the  relation  between  the  pressures  and 
velocities  of  flow  in  converging  and  diverging  tubes. 


Fig.  118. 

As  shown  by  the  longitudinal  section,  Fig.  1 19,  this  meter 
consists  of  two  truncated  cones  joined  at  the  smallest  sections 
by  a  short  throat-piece.  At  A  and  B  there  are  air-chambers 
with  holes  for  the  insertion  of  piezometers,  by  which  the  fluid 
pressure  may  be  measured.  By  Art.  5,  Chap.  I,  the  theoretical 
quantity  Q  of  flow  through  the  throat  at  A  is 


fi= 


rtjflj 


Va,'  -  a, 
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a^ ,  a,  being  the  sectional  areas  at  A  and  B,  respectively,  and 
//",  —  //',  the  difTerence  of  head  in  the  piezometers,  or  the 
"  head  on  Venturi,"  as  it  is  called. 


Introducing  a  coefficient  of  discharge  C,  the  actual  delivery 
through  A  is 


An  elaborate  series  of  experiments  by  Herschei  gave  C 
values  varying  between  .94  and  1.04,  but  the  great  majority  of 
the  values  lay  between  .96  and  .99, 


Fig   lao.— Schonheyders  Positive  Fio.  lai.— The  Universal 

Meter.  Meter. 

The  piezometers  may  be  connected  with  a  recorder,  and 
thus  a  continuous  register  of  the  quantity  of  water  passing 
through  the  meter  may  be  obtained  at  any  convenient  position 
within  a  radius  of  1000  ft.  This  distance  may  be  extended  to 
several  miles  by  means  of  an  electric  device. 
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Other  meters  may  be  generally  classified  as  Piston  or 
Reciprocating  Meters  and  Inferential  or  Rotary  Meters.  They 
are  all  provided  with  recorders  which  register  the  delivery  with 
a  greater  or  less  degree  of  accuracy. 

The  piston  meter  (Fig.  1 20)  is  the  most  accurate  and  gives 
a  positive  measurement  of  the  actual  delivery  of  water  as 
recorded  by  the  strokes  of  the  piston  in  a  cylinder  which  is 
filled  from  each  end  alternately.     Thus  an  additional  advantage 


Fig.  113,— The  Buffalo  Mete 

possessed  by  a  water-engine  is  that  the  working  cylinder  will 
also  serve  as  a  meter. 

In  inferential  meters  a  drum  or  turbine  is  actuated  by  the 
force  of  the  current  passing  through  the  pipe,  but  it  often 
happens  that  when  the  flow  is  small  the  force  is  insufficient  to 
cause  the  turbine  to  revolve,  and  there  is  consequently  no 
register  of  the  corresponding  quantity  of  water  passing  through 
the  meter. 


2IQ  EXAMPLES. 


(N.B.    Take^  =  33  and  6^  gallons  =  i  cu.  ft.  unless  otherwise  specified.) 

1.  A  water-main  is  to  be  laid  with  a  virtual  slope  of  i  in  850,  and  is 
to  give  a  maximum  discharge  0/55  cubic  feet  per  second.  Determine 
the  requisite  diameter  of  pipe  and  the  maximum  velocity,  taking/=.oo64. 

Ans,  3.679  ft.;  3.2888  ft.  per  sec. 

2.  Find  the  loss  of  head  due  to  friction  in  a  pipe;  diameter  of  pipe 
=  12  in.,  length  of  pipe  =  5280  ft.,  velocity  of  flow  =  3  ft.  per  second ; 

f  =  .0064.    Also  find  the  discharge. 

Ans.  19.008  ft.;  2.3562  cu.  ft.  per  sec. 

3.  A  pipe  has  a  fall  of  10  ft.  per  mile ;  it  is  10  miles  long  and  4  ft.  in 
diameter.     Find  the  discharge,  assuming/ =  .0064. 

Ans,  54.7  cu.  ft.  per  sec. 

4.  A  pipe  discharges  250  gallons  per  minute,  and  the  head  lost  in 
friction  is  3  ft.  Find  approximately  the  head  lost  when  the  discharge 
is  300  gallons  per  minute  ;  also  find  the  work  consumed  by  friction  in 
both  cases.  Ans,  4.32  ft.;  7500  ft.-lbs.;  12,960  ft.-lbs. 

5.  What  is  the  mean  hydraulic  depth  in  a  circular  pipe  when  the 

,    .  ,     diameter    ,  ,  ^ 

water  rises  to  the  height -= —  above  the  centre  ? 


2Vi 


Ans,  —   X  diameter. 


33 

6.  A  12-inch  pipe  has  a  slope  of  12  feet  per  mile ;  find  the  discharge. 

(/•  =  .005.)  Ans,  2.1 18  cu.  ft.  per.  sec. 

7.  The  mean  velocity  of  flow  in  a  24-in.  pipe  is  5  ft.  per  second;  find 
its  virtual  slope,/ being  .0064.  Ans,  i  in  200. 

8.  Calculate  the  discharge  per  minute  from  a  24-in.  pipe  of  4000  ft. 
length  under  a  head  of  80  ft.,  using  a  coefficient  suitable  for  a  clean  iron 
pipe.  Ans,  34.909  cu.  ft.  per  sec. 

9.  How  long  does  it  take  to  empty  a  dock  whose  depth  is  31  ft.  6 
ins.  and  which  has  a  horizontal  sectional  area  of  550,000  sq.  ft.,  through 
two  7-ft.  circular  pipes  50  ft.  long,  taking  into  account  resistance  at  en- 
trance? Ans,  214  min.  6  sec. 

10.  The  virtual  slope  of  a  pipe  is  i  in  700;  the  delivery  is  180  cubic 
feet  per  minute.     Find  the  diameter  and  velocity  of  flow. 

Ans,  1.26  ft.;  2.401  ft.  per  sec. 

11.  Determine  the  diameter  of  a  clean  iron  pipe,  100  feet  in  length, 
which  is  to  deliver  .5  cu.  ft.  of  water  per  second  under  a  head  of  5  feet. 
Assume/ =  .006.  Ans,  .328  ft. 

12.  A  reservoir  of   10,000  sq.  ft.  area  and  100  ft.  deep  discharges 
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through  a  pipe  24  ins.  in  diam.  and  2000  ft.  in  length.  Find  the  velocity 
of  fiour.  What  should  the  diam.  be  in  order  that  the  reservoir  may  be 
■emptied  in  two  hours?     (/=.oo64.)     Ans.  15.37  ft.  per  sec;  4.0923  ft. 

13.  The  pressure  from  an  accumulator  at  the  entrance  of  a  dAn.  pipe 
L  ft.  long  is  1000  lbs.  per  sq.  in.     If  N  is  the  total  H.P.  available  at  the 

/  ^  V^ 
inlet,  show  that  the  H.P.  absorbed  in  frictional  resistance  is( — 7"l-7* 

\576o/^»' 

/being  —  =  .0081. 
^245 

14.  The  delivery  at  the  end  of  a  3-inch  pipe  is  11.06  H.P.     The  total 

eiTective  head  at  the  entrance  to  pipe  is  896  feet.  The  loss  in  frictional 
resistance  is  21  per  cent.  Find  the  distance  to  which  the  energy  is 
transmitted.  Ans,  15,000  ft.,/ being  .0064. 

15.  A  reservoir  has  a  superficial  area  of  12,000  ft.  and  a  depth  of  60 
ft.;  it  is  emptied  in  60  minutes  ihTOugli  /our  horizontal  circular  pipes, 
equal  in  diameter  and  50  ft.  long.     Find  the  diameter.     (/  =  .0064.) 

Ans,  1 .786  ft. 
Explain  how  the  tota/  head  is  made  up,  and  draw  the  plane  of  charge. 

16.  A  3-inch  pipe  is  very  gradually  reduced  to  i  inch.  If  the  pres- 
sure-head in  the  pipe  is  40  ft.,  find  the  greatest  velocity  with  which  the 
water  can  fiow  through.  Ans,  1.4  ft.  per  sec. 

17.  Water  flows  through  a  24-inch  pipe  5000  yards  in  length.  At  1000 
yards  it  yields  up  300  cubic  feet  per  minute  to  a  branch.  At  2800  yards 
it  yields  up  400  cubic  feet  per  minute  to  a  second  branch.  At  4000 
yards  it  yields  up  600  cubic  feet  per  minute  to  a  third  branch.  The  de- 
livery at  the  end  is  500  cubic  feet  per  minute.  Find  the  head  absorbed 
by  friction.     (/=  .0075.)  Ans,  177.801  ft. 

18.  Find  the  H.P.  required  to  raise  550  gallons  per  minute  to  a  height 
of  60  feet,  through  a  pipe  100  feet  in  length  and  6  in.  in  diameter,  the 
coefficient  of  friction  being  .0064.  Ans,  10.74. 

19.  What  head  of  water  is  required  for  a  5-in.  pipe,  150  ft.  in  length, 
to  carry  off  25  cu.  ft.  of  water  per  minute  ?  Ans.  1.56223  ft. 

What  head  will  be  required  if  the  pipe  contains  two  rectangular 
knees?  Ans,  1.84918  ft. 

20.  Determine  the  delivery  of  a  2-in.  pipe,  48  ft.  long,  under  a  5-ft. 
head,/ being  .005.  Ans,  .1449  cu.  ft.  per  sec. 

What  will  be  the  delivery  if  the  pipe  has  5  small  curves  of  90"  cur- 
vature, the  ratio  of  the  radius  of  the  pipe  to  that  of  the  curves  being 
1:2?  Ans,  .1381  cu.  ft.  per  sec. 

21.  The  curved  buckets  of  a  turbine  form  channels  12  in.  long,  2  in. 
wide,  and  2  in.  deep ;  the  mean  radius  of  curvature  of  the  axis  is  8  in.; 
the  water  flows  along  the  channel  with  a  velocity  of  50  ft.  per  minute. 
What  is  the  head  lost  through  curvature  ?  Ans.  .00138  ft. 

22.  Find  the  power  transmitted  by  water  flowing  at  80  ft.  per  sec.  in 
a  36-inch  pipe,  the  metal  being  i^  inches  thick  and  the  allowable  stress 
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2800  lbs.  per  square  inch.    If  the  pipe  is  li  miles  in  length,  find  the  loss 
of  power.  Ans,  ^76  H.P.;  720.2  ft.-lbs. 

23.  Find  the  diameter  of  a  pipe  \  mile  long  to  deliver  1500  gallons  of 
water  per  minute  with  a  loss  of  20  feet  of  head.    (/  =  .005.) 

Ans,  1.0135  ft. 

24.  Water  is  to  be  raised  20  ft.  through  a  30-ft.  pipe  of  6  in.  diameter. 
Find  the  velocity  of  flow,  assuming  that  10  per  cent  of  additional  power 
is  required  to  overcome  friction,  and  that/  =  .0075. 

Ans,  8.44  ft.  per  sec. 

25.  In  a  pipe  3280  ft.  in  length  and  delivering  6750  gallons  per  min., 
the  loss  of  head  in  friction  is  83  ft.   Taking/  =  .0064,  find  the  diameter. 

Ans,  1.527  ft. 

26.  Calculate,  by  Thrupp's  formula,  the  flow  through  a  4-in.  rough 
wrought-iron  pipe  having  a  fall  of  33  feet  per  mile. 

Ans.  .1426  cu.  ft.  per  sec. 

27.  A  clean  6-in.  pipe  has  a  virtual  slope  of  i  per  400.  Taking 
/  =  .005,  find  the  velocity  of  steady  flow,  the  discharge,  and  the  energy 
absorbed  in  frictional  resistance  in  1000  feet. 

Ans,  2  ft.  per  sec;  JJ  cu.ft.  per  sec;  6ix^V  ft.-lbs. 

28.  A  6-in.  pipe,  500  ft.  long,  discharges  into  a  3-in,  pipe,  also  500  ft^ 
long.  The  effective  head  between  the  inlet  and  outlet  is  10  feet.  Find 
the  discharge,  taking /=  .0064,  and  making  allowance  for  the  resistance 
at  the  inlet.  Ans.  .1703  cu    ft.  per  sec 

29.  How  far  can  100  H.P.  be  transmitted  by  a  3l-in.  pipe  with  a  loss 
of  head  not  exceeding  25  per  cent  under  an  effective  head  of  750  lbs.  per 
square  inch  ?  Ans.  5426.3  ft. 

30.  A  pipe  2000  ft.  long  and  2  ft.  in  diameter  discharges  at  tlie  rate 
of  16  ft.  per  second.  Find  the  increase  in  the  discharge  if  for  the  last 
1000  ft.  a  second  pipe  of  same  size  be  laid  by  the  side  of  the  first  and 
connected  with  it  so  that  tlie  water  may  flow  equally  well  along  either 
pipe.  Ans,  7.24  cu.  ft  per  sec. 

31.  A  pipe  of  length  /and  radius  r  gives  a  discharge  Q.     How  will 

the  discharge  be   affected  (i)   by   doubling  the   radius  for  the  whole 

length ;  (2)  by  doubling  the  radius  for  half  the  length ;  (3)  by  dividing  it 

f  r 

into  three  sections  of  equal  length,  of  which  the  radii  are  r,  — ,  and  — . 

2  4 

respectively?     (/=  coefficient  of  friction.) 

Ans,  I.  New  discharge  =  aQx- —  )  ; 

^V66r  +  33A>'  ' 


2. 


4t  t« 


4<  M 


=    q[        9r  +  12//       \» 


,524.7 1 2r  +  4228/7  • 

32.  A  ;s4-in.  pipe  2000  ft.  long  gives  a  discharge  of  Q  cubic  feet  of 

water  per  minute.     Determine  the  change  in  Q  by  the  substitution  for 

the  foregoing  of  either  of  the  following  systems  :  (i)  two  lengths,  each 
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of  looo  ft.,  whose  diameters  are  24  ins.  and  48  ins.  respectively  :  (2)  four 
lengths,  each  of  $00  ft.,  whose  diameters  are  24  ins.,  18  ms.,  16  ins.,  and 
24  ins. 

Draw  the  "  plane  of  charge  "  in  each  case. 

Ans.  (i)  Discharge  is  increased  33.2  per  cent  taking  loss  at 
change  of  section  into  account; 
Discharge  is  increased  35.7  per  cent  disregarding  loss 
at  change  of  section, 
(2)  Discharge  is  diminished  4$  per  cent  disregarding 
losses  at  change  of  section. 

33.  Q  is  the  discharge  from  a  pipe  of  length  /  and  radius  r;  examine 
the  effect  uj)on  Q  of^increasing  r  to  nr  for  a  length  mloi  the  pipe. 

r  32// 

2        f 

Ans,  New  discharge  =  Q  \    tfi ^^ 7~i r^ 

J  3       2/7/  ,   m\  ,   («■  —  ir 

34.  A  5-in.  pipe,  300  ft.  long,  discharges  into  a  3-1  n.  pipe,  200  ft. 
long,  the  total  fall  being  5  feet.  Find  the  quantity  of  flow  in  gallons 
per  hour.  Ans,  4080. 

35.  A  main,  1000  ft.  long  and  with  a  fall  of  5  ft.,  discharges  into  two 
branches,  the  one  750  ft.  long  with  a  fall  of  3  ft.,  ihe  other  250  ft  long 
with  a  fall  of  i  ft.  The  longer  branch  passes  twice  as  much  water  as 
the  other  and  the  total  delivery  is  47I  cu.  ft  per  minute.  The  velocity 
of  flow  in  the  main  is  2|  ft.  per  second  Find  the  diameters  of  the  main 
and  branches.     (/=:.oo64.)  Ans,  63245ft.;  .51  ft.:  -36ft. 

36.  The  water  in  a  12-in.  main.  800  ft.  long,  flows  at  the  rate  of  i  ft. 
per  second  and  one  third  of  the  water  "s  dischare^ed  into  a  branch  200  ft. 
long  with  a  fall  of  i  in  40,  while  the  remainder  passes  into  a  600-ft. 
branch  with  a  fall  of  i  in  60.  The  effective  head  between  the  inlet  and 
outlet  of  the  main  is  2\  ft.  Find  the  total  discharge  and  the  diameters 
of  the  branches,  taking /=  .0064,  and  making  allowance  for  loss  at  inlet 
but  disregarding  losses  at  the  iunction. 

Ans.  94I  cu.  ft.  per  sec. ,  .27  ft. ;  .39  ft. 

37.  If  a  pipe  whose  diameter  is  8  ins.  siiddenlv  enlarges  to  one  whose 
diameter  is  12  ins.,  And  the  power  required  to  force  1000  gallons  per 
minute  through  the  enlargement,  and  draw  to  scale  the  plane  of  charge. 

Ans,   Energy  expended  =  .1377  H.P. 

38.  1000  gallons  per  minute  are  forced  through  a  system  of  pipes 
AB,  BC.  CD.  of  which  the  lengths  are  100  ft.,  50  ft.,  and  120  ft.,  and  the 
radii  6  ins.,  3  ins.,  and  4  ins.,  respectively.  Draw  to  scale  the  plane  of 
charge. 

Ans.  Loss  in  friction  from  A  to  B  =    14.744  ft.;  loss  Sii  B  =  14.56  ft, 

i?  to  (7  =  235.9      *•  :    *•     *'  C=    8.819" 
C  toD  =  134.36 


tt  4(  41  4' 
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39.  A  pipe  4  ins.  in  diameter  suddenly  contracts  to  one  3  ins.  m 
diameter ;  find  the  power  necessary  to  force  250  gallons  per  minute 
through  the  sudden  contraction.  Ans.  1.23997  H.P. 

40.  Water  flows  from  a  3-in.  pipe  through  a  i^in.  orifice  in  a  dia- 
phragm into  a  2-in.  pipe.  What  head  is  required  if  the  delivery  is  to  be 
8  cu.  ft.  of  water  per  minute  ?  Afis.  2,826  ft. 

41.  500  gallons  of  water  per  minute  are  forced  through  a  continuous 
line  of  pipes  AB,  BC,  CD,  of  which  the  radii  are  3  ins.,  4  ins.,  2  ins.,  and 
the  lengths  100  ft.,  150  ft.,  and  80  ft.,  respectively.  Find  the  total  Xoss^ 
of  head  (a)  due  to  the  sudden  changes  of  form  at  B  and  C,  (d)  due  to 
friction.  Find  (c)  the  diameter  of  an  equivalent  uniform  pipe  of  the 
same  total  length. 

Ans.  (a)  .1378  fi. ;  i.i$2  ft. 

id)  3.688  ft.  in  AB\  1.313  ft.  in  BC;  22.393  ft.  in  CJ3. 
(c)  .4212  ft. 

42.  AB,  BC,  CD  is  a  system  of  three  pipes  of  which  the  lengths  are 
looo  ft.,  50  ft.,  and  800  ft.,  and  the  diameters  24  ins.,  12  ins.,  and  24  ins., 
respectively;  the  water  flows  from  CD  through  a  i-in.  orifice  in  a  thin 
diaphragm,  and  the  velocity  of  flow  in  AB  is  2  ft.  per  second.  Draw 
the  plane  of  charge  and  find  the  mechanical  effect  of  the  efflux, 
/being  .0064. 

Ans,  Loss  at  C  =  -j\  ft. ;  at  ^  =  ^  ft. ;  in  friction  from  A  to 
^  =  .8  ft. ;  from  ^  to  C  —  1.28  ft. ;  from  C\.o  D  =.  .64  ft. ;  energy 
of  jet  =  14,81  If  H.P. 

43.  1000  gallons  per  minute  flows  through  a  sudden  contraction  from 
12  ins.  to  8  ins.  at  A,  then  through  a  sudden  enlargement  from  8  ins.  to 
12  ins.  at  B,  the  intermediate  pipe  AB  being  100  ft.  long.  Draw  the 
plane  of  charge,/ being  .0064. 

Ans,  Loss  at  y4  =  .288  ft. ;  at  jff  =  .281  ft.  ;  in  friction  from  A 
to  B  =  3.499  ft. 

44.  Water  flows  from  one  tube  into  another  of  twice  the  diameter ; 
the  velocity  in  the  latter  is  10  ft.  Find  the  head  corresponding  to  the 
resistance.  Ans,  14.0625  ft. 

45.  A  2-in.  pipe  A  suddenly  enlarges  to  a  3-in.  pipe  B,  the  quantity 
of  water  flowing  through  being  100  gallons  per  minute.  Find  the  loss 
of  head  and  the  difference  of  pressure  in  the  pipes  (i)  when  the  flow  is 
from  A  to  J> ;  (2)  when  the  flow  is  from  B  to  A,  Cc  being  .66. 

Ans,  (i)  Loss  of  head  =    8.639  '"• 

Gain  of  pressure-head  =  13.83     " 

(2)  Loss  of  head  =    7.428  " 

Diminution  of  pressure-head  =  29.88     " 

46.  A  3-in.  horizontal  pipe  rapidly  contracts  to  a  i-in.  mouthpiece,, 
whence  the  water  emerges  into  the  air,  the  discharge  being  660  lbs.  per 
minute.     Find  the  pressure  in  the  3-in.  main. 
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If  the  3-in.  pipe  is  200  ft.  in  length  and  receives  water  from  an  open 
tank,  find  the  height  of  the  tank,/  being  .005. 

Ans,  1003.5  lbs.  per  sq.  ft. ;  19.92  ft. 

47.  A  horizontal  pipe  4  ins.  in  diameter  suddenly  enlarges  to  a 
diameter  of  6  ins.;  find  the  force  required  to  cause  a  flow  of  300 gallons 
of  water  p>er  minute  through  the  sudden  enlargement. 

Ans,  .06  H.P. 

48.  1000  gallons  per  minute  is  to  be  forced  through  a  system  of 
pipes  AB,  BC\  CD,  of  which  the  lengths  are  100  ft.,  $0  ft.,  120  ft.,  and 
the  radii  4  ins.,  6  ins.,  and  3  ins.,  respectively.  What  must  be  diameter 
of  equivalent  uniform  pipe  ?     Draw  the  plane  of  charge,/ being  .0064. 

Ans,  Diameter  =  3.4  ins. ; 
loss  in  friction  from  .<4  to  Z?  =  1 1 1.96    ft.;  loss  at  /?  =    4.499  ft.; 

"     ^toC:=      7.372    •*      *'     "    C=  14.56    •• 

"      CtoZ>=  566.17     " 

49.  Find  the  H.P.  required  to  pump  1,000,000  gallons  of  water  p)er 
day  of  24  hours  to  a  height  of  300  ft.  through  a  line  of  straight  piping 
3000  ft.  long,  the  diameter  of  the  pipe  being  8  ins,  for  the  first  1000  ft., 
6  ins.  for  the  second,  and  4  ins.  for  the  third,  allowance  being  made  for 
the  loss  at  inlet  and  the  losses  at  abrupt  changes  of  section  ;  also  4  is  to 
be  taken  as  the  coefficient  of  resistance  for  pump- valves.  (At  changes 
of  section  c^  =  .64.)  What  is  the  diameter  of  an  equivalent  uniform 
pipe?  (/=  .0064.)  Ans,   196;  diam.  =  .403  jft.,  or  say  5  ins. 

50.  In  a  given  length  /of  a  circular  pipe  whose  inner  radius  is  r  and 
thickness  e,  a  column  of  water  flowing  with  a  velocity  v  is  suddenly 
checked  by  the  shutting  off  of  cocks,  etc.     Show  that 

^a»  (  el         E\      e^) 

in  which  //  =  head  due  to  the  velocity  v,  £  =  coeflScient  of  elasticity, 
£1  =  coefficient  of  compressibility  of  water,  X  =  extension  of  pipe  cir- 
cumference due  to  £. 

51.  The  water  surface  in  one  reservoir  is  500  ft.  above  datum,  and  is 
100  ft.  above  the  surface  of  the  water  in  a  second  reservoir  20,000  ft. 
away,  and  connected  with  the  first  by  an  i8-in.  main.  Find  the  delivery 
per  second,  taking  into  account  the  loss  of  head  at  the  entrance. 

Ans,  7.64  cu.  ft.  per  sec.,/ being  .0064. 

52.  Determine  the  discharge  from  a  pipe  of  12  in.  radius  and  3280  ft. 
in  length  which  connects  two  reservoirs  having  a  difference  of  level  of 
128  ft.  Take  into  account  resistance  at  entrance.  Draw  the  plane  of 
charge.     (/=  .005.)  Ans.  48.571  cu.  ft.  per  sec. 

53.  Determine  the  diameter  of  a  clean  iron  pipe  5000  ft.  in  length 
which  connects  two  reservoirs  having  a  total  head  of  40  ft.  and  dis- 
charges into  the  lower  at  the  rate  of  20  cu.  ft.  per  second.  Draw  to 
scale  the  line  <  f  charge.     (/=  .005.)  Ans.  1.9219  ft. 
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54.  The  difference  of  level  between  the  two  reservotre  is  100  ft.,  and 
they  are  connected  by  a  pipe  10.000  ft.  long.  Find  the  diameter  of  the 
pipe  so  as  to  give  a  discharge  of  2000  cubic  feet  per  minute  {a)  by  Darcy's 
formula,  {b)  assuming/  =  .0064.     (Allow  for  loss  of  head  at  entrance.) 

Ans,  (a)  2.256  ft.  if  a=  .0001622 ;  (b)  2.360  ft. 

55.  Two  reservoirs  are  connected  by  a  12-inch  pipe  \\  miles  long. 
For  the  first  500  yards  it  has  a  slope  of  i  in  30,  for  the  next  half  mile  a 
slope  of  I  in  100,  and  for  the  remainder  of  its  length  it  is  level.  The 
head  of  water- over  the  inlet  is  55  ft.  and  that  over  the  outlet  is  15  ft. 
Determine  the  discharge  in  gallons  per  minute.     (Take/  =  .0064.) 

Ans.  1950.66. 

56.  Two  reservoirs  are  connected  by  a  6-in.  pipe  in  three  sections, 
each  section  being  three  quarters  of  a  mile  in  length.  The  head  over 
the  inlet  is  20  ft.,  that  over  the  outlet  9  ft.  The  virtual  slope  of  the  first 
section  is  i  in  50,  of  the  second  i  in  100,  and  the  third  section  is  level. 
Find  the  velocity  of  flow,  and  the  delivery,/ being  .005. 

Afts.  4.5  ft.  per  sec;  332  gallons  per  minute. 

57.  A  pipe  5  miles  long,  of  uniform  diameter  equal  to  12  in.,  conveys 
water  from  a  reservoir  in  which  the  water  stands  at  a  height  of  300  it. 
above  Trinity  high-water  mark,  to  a  reservoir  in  which  the  water  stands 
at  a  height  of  150  ft.  above  the  same  datum.  To  what  height  will  water 
rise  in  a  supply-pipe  taken  one  mile  from  the  lower  end  ?  For  what 
pressure  would  you  design  the  main  at  this  point,  if  it  lies  20  ft.  above 
the  level  of  the  lower  reservoir  ?     (/  =  .0064.) 

Ans.  179.755  ft.;  19.13  lbs.  per  sq.  in. 

58.  A  clean  6-in.  pipe,  1000  ft.  long,  has  four  sharp  knees,  viz.,  one 
of  6o*,  two  of  90*,  and  one  of  120'.  Find  the  head  wasted  at  the  knees 
and  in  the  straight  pipe,  the  flow  being  at  the  rate  of  150  gallons  per 
minute.  Ans,  .2734  ft.;  3.0237  ft. 

59.  A  6-in.  pipe,  4000  feet  in  length,  leads  from  a  reservoir  ^  to  a 
point  O,  at  which  it  divides  into  two  6-inch  branches,  each  4000  feet  in 
length,  the  one  leading  to  a  reservoir  B,  the  other  to  a  reservoir  C. 
The  surface  of  the  water  in  A  is  100  feet  above  that  in  B  and  200  feet 
above  that  in  C  Find  the  velocities  of  flow  in  the  three  branches, 
/  being  .0064.  Ans,  V\  =  7.89  ft.  per  second  =  Vt\  v^  =  o. 

60.  A  pipe  24  in.  in  diameter  and  2000  ft.  long  leads  from  a  reservoir 
in  which  the  level  of  the  water  is  400  ft.  above  datum  to  a  point  B,  at 
which  it  divides  into  two  branches,  viz.,  a  12-in.  pipe  BC,  1000  ft.  long, 
leading  to  a  reservoir  in  which  the  surface  of  the  water  is  250  feet  above 
datum,  and  a  branch  BD,  1500  ft.  long,  leading  to  a  reservoir  in  which 
the  surface  of  the  water  is  50  ft.  above  datum.  Determine  the  diameter 
of  BD  when  the  free  surface-level  at  B  is  {a)  300  ft.;  {b)  250  ft.,  and  (c) 
200  above  datum.  Ans.  (a)  1.454  ft.;  (b)  1.783  ft.;  (c)  2.096  ft. 

61.  Two  reservoirs  A  and  B  are  connected  by  a  line  of  piping  AfOA\ 
2000  ft.  in  length.  From  the  middle  point  O  of  this  pipe  a  branch  OP, 
1000  ft.  in  length,  leads  to  a  reservoir  C     The  reservoirs  A  and  B  are 
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aoo  feet  and  kx>  feet,  respectively,  above  the  level  of  C.  The  deliveries 
in  AfOt  OP,  ON,  in  cubic  feet  per  second,  are  V*.  V*'.  and  n  respectively. 
Find  {a)  the  velocities  of  flow  in  MO,  OP,  0N\  (S)  the  radii  of  these 
lengths;  (r>  the  height  of  the  free  surface-level  at  O  above  C,/ being 
.0064.       Ans.  (a)  1 1. 121  ft.  per  sec.  in  MO;  10.158  ft.  per  sec.  in  OP; 

14.145  ft.  per  sec.  in  ON, 
(S)  .5  ft.;  41 83 1  ft.;  .26588  ft.        {c)  150.5  ft.,  very  nearly. 

62.  Find  the  amount  of  water  in  gallons  per  day  which  will  be  de- 
livered by  a  24-inch  cast-iron  pipe,  15,000  ft.  in  total  length,  when  the 
water  surface  at  the  outlet  is  Sy^  ft.  below  the  water  surface  at  the  inlet, 
taking/"  =  .001  and  allowing  for  resistance  at  inlet. 

If  the  water,  instead  of  flowing  into  a  reservoir,  is  made  to  drive  a 
reaction  turbine,  what  must  be  the  velocity  of  flow  in  the  pipe  to  give  a 
max.  speed?  What  will  be  the  H.P.  of  the  turbine  if  its  efficiency  is  .84? 
A  third  reservoir  is  connected  with  the  system  by  means  of  a  24-in. 
cast-iron  pipe,  7500  ft.  long,  joined  to  the  main  at  the  middle  point. 
The  water  surface  of  this  intermediate  reservoir  is  50  ft.  above  that  of 
the  lowest  reservoir.     Discuss  the  distribution. 

Ans.  22,628.571^;  7.7  ft.  per  sec. ;  12.63  H.P. ;  s  =  73.68  or 
51.32  ft.;  Vi  =  7.76  or  12.42  ft.  per  sec;  2/,  =  10.05  or  2.373  ft.  per 
sec;  vt  =  17.73  or  14.8  ft.  per  sec. 

63.  The  water-levels  in  two  reservoirs  A  and  B  are,  respectively,  300 
ft.  and  200  ft.  above  that  in  C\  The  reservoir  A  supplies  3  cu.  ft.  of 
water,  of  which  2  cu.  ft.  go  to  B  and  i  cu.  ft.  goes  to  C.  A  pipe  2500  ft. 
long  leads  from  A  to  a  junction  at  O,  from  which  two  branches,  each  2500 
ft.  in  length,  lead,  the  one  to  B  and  the  other  to  C.  Assuming  that  the 
cost  of  laying  a  pipe  in  place  is  proportional  to  the  diam.  and  that  this 
cost  is  to  be  a  minimum,  find  the  pressure  head  at  O  and  the  diams.  of 
the  pipes. 

Ans,  164  ft.;  diam.  of  AO  =  .66  ft.,  of  OB  =  63  ft.,  of  OC  =  .4  ft. 

64.  An  engine  pumps  a  volume  of  Q  cubic  feet  of  water  per  second 
through  a  hose  i  ft.  in  length,  and  d  feet  in  diameter,  having  at  the 
end  a  nozzle  Z>  feet  in  diameter.  Find  the  pumping  H.P.  and  apply 
your  result  to  the  determination  of  the  H.P.  of  an  engine  which  is  to 
pump  30  cu.  ft.  of  water  per  minute  through  a  i-in.  nozzle  at  the  end  of 
a  3-in.  hose  400  ft.  in  length  (/=  .00625).  Also  find  the  force  required 
to  hold  the  nozzle.  Ans.  11^  H.P. ;  89^!  lbs. 

65.  A  fire-engine  pumps  water  through  a  400-ft.  length  of  2j-in.  bore 
at  the  rate  of  12  ft.  per  second,  and  discharges  through  a  i-in.  nozzle. 
Find  the  pressure  in  the  hose,  and  the  pumping  H.P.  Also  find  the 
force  required  to  hold  the  nozzle.     (/=  .00125.) 

Ans.  .6702  lbs.  per  ft. ;  5.0916;  59.95  lbs. 

66.  The  conduit-pipe  for  a  fountain  is  250  ft.  long  and  2  in.  in  diam- 
eter ;  the  coefficient  of  resistance  for  the  mouthpiece  is  .32 ;  the  entrance 
orifice  is  sufificiently  rounded,  and  the  bends  have  sufficiently  long  radii 
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of  curvature  to  allow  of  the  corresponding  coefficient  of  resistance  being- 
disregarded.     How  high  will  a  ^-in.  jet  rise  under  a  head  of  30  ft.  ? 

Ans.  204  ft. 

67.  Water  surface  of  a  reservoir  is  300  ft.  above  datum,  and  a  4-in. 
pipe  600  ft.  long  leads  from  reservoir  to  a  point  200  ft.  above  datum. 
Find  the  heiglit  to  which  the  water  would  rise  (a)  if  end  of  pipe  is  open 
to  atmosphere,  (0)  if  it  terminates  in  a  i-in.  nozzle.  In  latter  case  find 
longitudinal  force  on  nozzle.      Am,  (a)  2|  ft. ;  (d)  87.52  ft.;  59.693  lbs. 

68.  The  surface  of  the  water  in  a  tank  is  388  ft.  above  datum  and  is 
connected  by  a  4-in.  pipe  200  ft.  long  with  a  turbine  146  ft.  above 
datum.  Determine  the  velocity  of  the  water  in  the  pipe  at  which  the 
power  obtained  from  the  turbine  will  be  a  maximum.  Assuming  the 
efficiency  of  the  turbine  to  be  85  per  cent,  determine  the  power,  / 
being  .005.  Ans.  19.928  ft.  per  sec.  :  27.11075  H.P. 

69.  A  pipe  12  ins.  in  diameter  and  900  ft.  long  is  used  as  an  inverted 
siphon  to  cross  a  valley.  Water  is  lead  to  it  and  away  from  it  by  an 
aqueduct  of  rectangular  section  3  ft.  broad  and  running  full  to  a  depth 
of  2  ft.  with  an  inclination  of  i  in  1000.  What  should  be  the  difference 
of  level  between  the  end  of  one  aqueduct  and  the  beginning  of  the 
other,/ being  .0064  for  the  pipe,  and  .008  for  the  aqueduct  } 

Ans.  14.39. 

70.  Water  flows  through  a  pipe  20  ft.  long  with  a  velocity  of  10  ft. 
per  second.  If  the  flow  is  stopped  in  ^  second  and  if  retardation  during 
the  stoppage  is  uniform,  find  the  increase  in  the  pressure  produced.. 
(£■  =  32  and  the  density  of  the  water  =  62.5  lbs.  per  cu.  ft.) 

Ans.  62^  cu.  ft.  of  water. 

71.  An  hydraulic  motor  is  driven  by  means  of  an  accumulator  giving 
750  lbs.  per  square  inch.  The  supply-pipe  is  900  ft.  long  and  4  ins.  in 
diameter.  Find  the  maximum  power  attainable,  and  velocity  in  pipe. 
(/  =  .0075.)  Ans.  242.4  H.P. ;  21.203  ^t*  P^r  sec. 

72.  A  2-in.  hose  conveys  2  gallons  of  water  per  second.  Find  the 
longitudinal  tension  in  the  hose.  Ans.  9.18  lbs. 

73.  Find  the  pumping  H.P.  to  deliver  i  cu.  ft.  of  water  per  second 
through  a  i-in.  nozzle  at  end  of  a  3-in.  hose  200  ft.  long, /"being  .016. 

^»^-  97.335  H.P. 

74.  The  surface  of  the  water  in  a  tank  is  286  ft.  above  datum.  The 
tank  is  connected  by  a  4-in.  pipe  500  ft.  long  with  a  36-in.  cylinder 
170  ft.  above  datum.  Find  {a)  the  velocity  of  flow  in  the  pipe  for  which 
the  available  power  will  be  a  maximum  ;  (d)  the  power.  If  the  piston 
moves  at  the  rate  of  i  ft.  per  minute,  find  {c)  the  pressure  on  the  piston. 
Also  find  the  height  to  which  the  water  would  rise  it  {d)  the  cylinder 
end  of  the  pipe  were  open  to  the  atmosphere  and  if  (/)  the  pipe  termi- 
nated in  a  nozzle  i  in.  in  diameter,  neglecting  the  frictional  resistance 
of  the  nozzle.  Finally,  find  (/)  the  power  required  to  hold  the  nozzle. 
(Coefi.  of  friction  —  .005.)  Ans.  (a)  8.93  ft.  per  sec;  {d)  6.85  H.P.  ; 
(c)  22.8  tons  per  sq.  ft. ;  (^)  3.74  ft. ;  (^)  103.8  ft. ;  (/)  70.8  lbs. 
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75.  A  3-in.  hose,  400  ft.  in  length,  terminates  in  a  f-in.  nozzle; 
Water  enters  the  hose  under  a  head  of  297^  ft.  Find  the  velocity  of 
effiux,  the  height  to  which  the  issuing  jet  will  rise,  the  pressure-head  at 
the  nozzle  inlet,  and  the  force  required  to  hold  the  hose,  f  being 
.00625.        Ans.  128  ft.  per  sec. ;  256  ft. ;  18,437^  lbs.  per  sq.  ft. ;  98}  lbs. 

76.  A  reducer,  10  ft.  long,  conveys  400  gallons  of  water  per  min- 
ute, and  its  diameter  diminishes  from  12  ins.  to  6  ins.;  find  the  total 
loss  of  head  due  to  friction.  Ans.  .05529. 

77.  A  reservoir  is  to  be  supplied  with  water  at  the  raie  of  11,000 
gallons  per  minute,  through  a  vertical  pipe  30  ft.  high ;  find  the  mini- 
mum diameter  of  pipe  consistent  with  economy.  Cost  of  pipe  per  foot 
=  $^/.  d  being  the  diameter ;  cost  of  pumping  =  i  cent  per  H.P.  per 
hour;  original  cost  of  engine  per  H.P.  =  $100.00;  add  10  percent  for 
depreciation.  Engine  works  12  hours  per  day  for  300  days  in  the  year, 
/  being  .0064.  ^''^*  4*37 S  ^t. 

78.  A  city  is  supplied  with  water  by  means  of  an  aqueduct  of  rect- 
angular section,  24  ft.  wide,  running  4  ft.  deep,  and  sloping  i  in  2400. 
One-fourth  of  the  supply  is  pumped  into  a  reservoir  through  a  pipe  3000 
ft.  long,  rising  25  ft.  in  the  first  1500  ft.,  and  75  ft.  in  the  second  1500  ft. 
The  pumping  is  effected  by  an  engine  burning  2\  lbs.  of  coal  per  H.P. 
per  hour,  and  working  constantly  through  the  year.  A  percentage  is 
to  be  allowed  for  repairs  and  maintenance ;  the  cost  of  the  coal  per  ton 
of  2000  lbs.  is  $4 ;  the  prime  cost  of  the  engine  is  $100  per  H.P.;  the 
efficiency  of  the  engine  is  f ;  the  coefficient  of  pipe  friction  is  ,0064,  the 
cost  of  the  piping  is  $30  per  ton.  Determine  the  most  economical 
diameter  of  pipe,  and  the  H.P.  of  the  engine,  /  being  .0064  ^or  the  pipe 
and  .08  for  the  channel.  Ans.  4.84  ft.;  456.455  H.P. 

79.  A  vessel  with  500  sq.  ft.  of  surface  experiences  a  resistance  of  1 50 
lbs.  f)er  sq.  ft.  when  steaming  at  5  knots.  How  much  H.P.  will  be 
absorbed  in  frictional  resistance  by  a  vessel  with  10,000  sq.  ft.  of  surface 
steaming  at  18  knots .^  Ans,  2140}. 

80.  The  performances  of  two  similarly  designed  ships  are  to  be  com- 
pared. The  one,  with  a  length  of  300  ft.  and  a  displacement  of  8000 
tons,  is  to  steam  at  20  knots.  What  should  be  the  length  and  displace- 
ment of  the  other,  which  is  to  steam  at  21  knots?  Compare  also  the 
l.H.P.s.  Ans.  330I  ft.;  10,720  tons;  1.34. 

81.  From  a  central  junction  four  mains,  each  10,000  ft.  long,  lead  to 
four  reservoirs.  A,  B,  C,  D,  the  water-levels  in  A,  B,  C  being  600,  400, 
and  200  ft.,  respectively,  above  that  in  D.  If  the  diameter  of  each  main 
is  12  ins.,  find  \a)  the  eflective  head  at  the  junction  and  the  velocities  of 
flow.  If  the  velocity  in  each  main  is  5  ft.  per  sec,  find  {b)  the  effective 
head  at  the  junction  and  the  diameters  of  the  mains. 

Ansn  (a)  300  ft.;  8.66  V«  in  highest  and  lowest  mains;  5  '/s  '" 
intermediate  mains. 
(d)  300  ft.;  4  ins.  for  highest  and  lowest  mains  ;   12  ins. 
for  intermediate  mains. 


CHAPTER   III. 
FLOW  OF  WATER   IN  OPEN  CHANNELS. 

I.  Channel-flow  Assumptions. — A  transverse  section  of 
the  water  flowing  in  an  open  channel  may  be  supposed  to 
consist  of  an  infinite  number  of  elementary  areas  representing 
the  sectional  areas  of  fluid  filaments  or  stream-lines.  The 
velocities  of  these  stream-lines  are  very  different  at  different 
points  of  the  same  transverse  section,  and  the  distribution  of 
the  pressure  is  also  of  a  complicated  character.  Generally 
speaking,  the  side  and  bed  of  a  channel  exert  the  greatest 
retarding  influence  on  the  flow,  and  therefore  along  these  sur- 
faces are  to  be  found  the  stream-lines  of  minimum  velocity. 
The  stream-lines  of  maximum  velocity  are  those  farthest 
removed  from  retarding  influences.  If  the  stream-line  veloci- 
ties for  any  given  section  are  plotted,  a  series  of  equal  velocity- 
curves  may  be  obtained.      In  a  channel  of  symmetrical  section 


Fig.  134. 

the  depth  of  the  stream-line  of  maximum  velocity  below  the 

water-surface  is  less  than  one  fourth  of  the  depth  of  the  water, 

while  the  mean  velocity-curve  cuts  the  central  vertical  line  at 

220 
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a  point  below  the  surface  about  three  fourths  of  the  depth  of 
the  water. 

In  the  ordinary  theory  of  flow  in  open  channels  the  varia- 
tion of  velocity  from  point  to  point  in  a  transverse  section  is 
disregarded,  and  it  is  assumed  that  all  the  stream- lines  are 
sensibly  parallel  and  move  normally  to  the  section  with  a 
common  velocity  equal  to  the  mean  velocity  of  the  stream. 
With  this  assumption,  it  also  necessarily  follows  that  the  dis- 
tribution'of  pressure  over  the  section  is  in  accordance  with  the 
hydrostatic  law. 

Again,  it  is  assumed  that  the  laws  of  fluid  friction  already 
enunciated  are  applicable  to  the  flow  of  water  in  open  channels. 
Thus  the  resistance  to  flow  is  proportional  to  some  function 
of  the  velocity  {P{v))y  to  the  area  (S)  of  the  wetted  surface,  is 
independent  of  the  pressure,  and  may  be  expressed  by  the  term 
S .  F{v),  An  obvious  error  in  this  assumption  is  that  i>  is  the 
mean  velocity  of  the  stream  and  not  the  velocity  of  the  stream- 
lines along  the  bed  and  sides  of  the  channel.  In  practice, 
however,  the  errors  in  the  formulae  based  upon  these  imperfect 
hypotheses  are  largely  neutralized  by  giving  suitable  values  to 
the  coefficient  of  friction  {/). 

When  a  constant  volume  (<2)  of  water  feeds  a  channel  of 
given  form,  the  water  assumes  a  definite  depth,  a  permanent 
regime  is  said  to  be  established  and  the  flow  is  steady.  If  the 
transverse  sectional  area  {A)  is  also  constant,  then,  since 
Q  =  vAy  the  velocity  v  is  constant  from  section  to  section  and 
the  flow  is  said  to  be  uniform.  Usually  the  sectional  area  A 
is  variable  and  therefore  the  velocity  v  also  varies,  so  that  the 
motion  is  steady  with  a  varying  velocity.  Any  convenient 
short  stretch  of  a  channel,  free  from  obstructions,  may  be 
selected  and  treated,  without  error  of  practical  importance,  as 
being  of  a  uniform  sectional  area  equal  to  that  of  the  mean 
section  for  the  whole  length  under  consideration. 

2.  Steady  Flow  in  Channels  of  Constant  Section  {A). — 

The  flow  is  evidently  uniform ;  and  since  A   is  constant,   the 
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depth  of  the  water  is  also  constant,  so  that  the  water-surface 
is  parallel  to  the  channel-bed. 
Consider  a  portion  of  the 
stream,  of  length  /,  between 
the  two  transverse  sections 
aa,  bb. 

Let    /"  be    the    inclination 
of  the  bed  (or  water-surface) 
''■•'■  '"■  to  the  horizon. 

Let  P  be  the  length  of  the  wetted  perimeter  of  a  cross- 
section. 

Then,  since  the  motion  is  uniform,  the  external  forces  act- 
ing  upon   the  mass  between  aa  and  bb    in   the  direction  of 
motion  must  be  in  equilibrium. 
These  forces  are: 
(l)  The  component  of  the  weight  of  the  mass,  viz., 

T.-vl/sin  /=  'U'AU=  7vA!--,  =  wAh, 


A  being  the  fail  of  le' 

relir 

1  the  length  /. 

Note.— When  (issr. 

vaW.  a 

s  is  usually  the  cas< 

e  in  streams. 

,w-  = 

sin  »"=/,  approjiin 

mtely. 

(2)  The  pressures  ujxjn  the  areas  an  and  bb,  which  evidently 
neutralize  each  other. 

f3)  The  frictional  resi.stance   developed  by  the  sides  and 

bed.  viz., 

p.i.h\,'). 

Hence 

wAk  -  PlFicJ)  =  o, 
or 

F{v)       Ah 

~ir  =  -pi  = ""' 

m  being  the  hydraulic  mean  depth. 
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It  now  remains  to  determine  the  form  of  the  function  F(v). 
In  ordinary  English  practice  it  is  usual  to  take 

F(2f)  __       1^ 

y  being  the  coefficient  of  friction.      Then 

/       =  mi, 
2^ 


or 

/2g  

▼  =  Y  -f  Vmi  =  c  Vvol, 

C  being  a  coefficient  whose  value  depends  upon  the  roughness 
of  the  channel  surface  and  upon  the  form  of  its  transverse 
section. 

The  total  head  //^  in  a  stream  is  made  up  of  two  parts,  the 
one  being  utilized  in  producing  the  velocity  of  flow  and  the 
other  being  absorbed  in  frictional  resistance.      Thus 

^^2^    LF±X 

2g   ^   in    w 
In  long  channels  and  in  rivers  in  which  the  slope  of  the  bed 

does  not  exceed   3  ft.  per  mile  the  term  —  is  verv  small  as 

2g  ^ 

I  F(v) 
compared  with and  may  be  disregarded  without  sensi- 
ble error.      In  this  case 

m    w 

Ex.  I.  A  channel  of  regular  trapezoidal  section,  with  banks  sloping 
at  30*  to  the  vertical,  has  a  bottom  width  of  8  ft.,  and  a  width  of  16  ft.  at 
the  free  surface.  It  conveys  288  cu.  ft.  of  water  per  sec,  and  the  fall  is 
I  in  2000.  Find  the  mean  depth,  the  mean  velocity  of  flow,  and  the 
coefficients /and  c. 


/  -=  -o*>>i^7    ai:^^    ^  =  fc2J^> 
?<»  f*   T»  <^,  "^  'l^Vr.  ^/  'r>  »ar^r  at  *^.:rar.cc  br:r.^  5  ft.,  a^^i  liie  sir- 

r 

*  f  ^     ^^*->^       ^^^.-^  /•.       ^^       ^y  — ■        a^      «.a^         »• 

Tr.^5r*rfor-j,  f  ^  <- .,  f%  a'^  f /,"(".'!"/., 

O  O 

.  */*:,' /.."f  a*   *o'y^r  ^jr.'i  ;     -  =  \z\xi  at  I'^wcr  end  ; 

ar.^l 

^       45 
The  m*iiuA  \>tx\tn^tvtx  =  20  ft.  at  ijp*p^r  end ;  =s  iS  ft.  at  lover  end; 

mean  wf^U-fi  j^rrirn^rter  =     ''20  +  i%j  =  19  ft. 

Thii*  the  UyflriinUf,  mean  de:Ah  w  =     '. 

19 

and 

2  -~  3^9  cu.  ft.  per  sec. 

3.  Retarding  Effect  of  Air,  etc. — The  retarding  effect  of 
tfic  air  tjpon  tlic  free  surface  of  a  river  or  of  the  water  in  a 
canal  or  in  any  channel  has  not  yet  been  accurately  determined. 
It  may  be  assumed  that  the  resistance  per  unit  of  free  surface 


.?«T<^"»'j  i:^==5cr  .Y'  *j^  i-^c.  *fs 


or 

mination  of  r.  the  mean  \'^locin-  of  tk>w.  If  r  is  cv^nstant*  the 
product  ma  must  also  be  constant,  so  that  if  ■»  increa:*^  i  must 
diminish,  and  ru'^  r«"f-jcrf.  Thus  in  a  wma*  rt*\t  cvHintn"  the 
flow  may  be  maintained  by  mokinij  wr  suthciently  lar^''^  while* 
again,  if  the  channeUbed  is  steep  m  is  sma!K 

The  erosion  caused  b\"  a  watercourse  incre*ises  with  the 
t*apidit>'  of  fk>w.  At  the  same  time  the  sectional  area  ^.-f"^  ^if 
the  waterway  also  increases,  so  that  the  vel^x-ity  of  flvnv  r 
diminishes.  Thus  there  is  a  tendency  to  apprv>ximate  t\>  a 
•'permanent  regime  "  when  the  resistance  to  erx^sion  Iv^ lances 
the  tendency  to  scour. 

Hence,  throughout  any  long  stretch  of  a  river  jMssinu 
through  a  specific  soil,  the  mean  \*elocity  of  flow  will  bo  \*er>' 
nearly  constant  if  the  amount  of  flow  ((J\  dix\s  not  \\ury. 
Generally  speaking,  the  volume  conve>*ed  b\'  a  ri\XT  increases 
from  source  to  mouth  on  account  of  the  additions  receiveil  friMU 
tributaries,  etc.  Since  Q  increases,  A  must  also  increase;  and 
i[  mi  or  v  is  to  remain  constant,  /must  diminish.  It  is  to  be 
observed  that  the  surface  slopes  of  large  rivers  diminish 
gradually  from  source  to  mouth. 
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For  a  given  discharge  (^Q)  the  mean  depth  (m)  diminishes 
as  i  increases,  and,  as  the  cost  of  constructing  a  canal  is 
approximately  proportional  to  the  mean  depth,  it  is  advisable 
to  give  the  bed  as  large  a  slope  as  possible.  But  the  velocity 
of  flow  {v)  also  increases  with  /",  and  the  slope  must  therefore 
not  exceed  that  for  which  v  would  be  so  great  as  to  cause  the 
erosion  of  the  banks.  On  the  other  hand,  7/  must  not  be  so 
small  as  to  allow  of  the  growth  of  aquatic  plants  or  of  the 
deposition  of  sand,  gravel,  and  other  detritus,  which  would 
soon  obstruct  the  waterway  and  add  a  considerable  item  to  the 
cost  of  maintenance.  Between  these  extreme  limits  the  slope 
may  be  varied  in  any  required  manner,  the  controlling  influ- 
ences being  the  configuration  of  the  ground  and  the  nature  of 
the  soil  through  which  the  canal  passes.  In  every  case  a 
careful  determination  should  be  made  of  the  best  combination 
of  the  three  elements  v,  /,  and  A  which  would  give  a  specified 
discharge.  In  France  the  canal  beds  have  slopes  varying 
from  li  to  20  in  10,000,  and  the  magnitudes  of  both  v  and  t 
may  be  considerable  when  the  canal  passes  through  rock  or 
through  a  well-compacted  material  capable  of  resisting  erosion. 
According  to  Belgrand  the  value  of  v  for  water  carrying  fine 
particles  of  loam  should  exceed  i  ft.  (.25  m.)  per  second,  and 
should  not  be  less  than  2  ft.  (.5  m.)  per  second  if  the  waters, 
are  laden  with  coarse  particles  of  loam  or  sand.  In  clear 
water,  the  growth  of  weeds,  etc.,  which  would  seriously  inter- 
fere with  the  flow,  is  prevented  if  the  velocity  of  flow  is  from 
2  to  3  ft.  (.5  m.  to  .8  m.)  per  second. 

The  slope  of  an  aqueduct ^  in  which  no  trouble  is  to  be 
anticipated  from  plant-growth,  may  be  as  small  as  3  in  10,000. 
and  may  even  fall  to  i  in  10,000  when  the  waters  are  excep- 
tionally clear,  as  in  the  case  of  the  aqueducts  on  the  Dhuis  and 
Vanne.  On  the  other  hand,  the  slope  should  rarely,  if  ever^ 
exceed  12  in  10,000,  and  as  a  general  rule  the  slope  should  be 
less  than  10  in   10,000.     The  ordinary  channel  formula,  viz.> 

t;  =  r  ^mi^  is  applicable  to  the  flow  in  a  conduit,  so  long  as  the 
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conduit  does  not  run  full,  and  since  v  is  proportional  to  Vm  it 
is  a  maximum  for  some  definite  depth  of  water.  When  the 
water  fills  the  conduit,  the  formula  for  channel-flow  ought  to 
change  suddenly  so  as  to  agree  with  that  for  pipe-flow,  and  in 
this  respect  the  theory  is  therefore  imperfect.  The  mean 
velocity  of  flow  in  a  conduit  should  not  be  less  than  about 
2  ft.  (0.5  m.)  per  second,  and  may  be  as  great  as  5f  ft. 
(1,5  m.)  per  second.  High  velocities  enable  the  waters  to 
carry  off"  floating  debris  and  sand  particles.  There  should  be 
no  sudden  changes  of  slope  or  of  section,  as  they  favor  the 
formation  of  eddies  and  the  deposition  of  detritus. 

The  following  table  of  slopes  and  mean  velocities  is  taken 
from  the  article  by  Daries  in  the  Encycl.  Sc.  des  Aide- 
M^moire : 


Slope  in 

10  OQO. 

Mean  Velocity  per 
Second. 

Nature  of  Canal  Sides. 

Feet 

Metres. 

Craponne  Canal 

Marseille        "     

10 

Alluvial  soil 

3  to  7 

3.3 

I 

Earth  and  rock 

Carpentras     "     

2  to  4 

a.53  to  6.56 

.77  to  2 

Vegetable  soil,  fis- 
sured limestone 

Saint-Martory  Canal . 

5.4 

1.64 

.5 

Clay 

V«rdon  Canal 

1.5  to  2 

2.5 

.76 

Calcareous  rocks 

Nestc        *•      

2 

1.64 

.5 

Clay,  pudding-stone, 
rock 

Beaucaire  Canal 

2  to  I 

1. 21 

.37 

Alluvial  soil 

Laroche          *'     

2 

1.67 

.51 

Calcareous  rocks 

rOurcq           ••     

1.2 

1-31 

.4 

Earth 

Dhuis  Aqueduct 

I 

1. 18 

.36 

Millstone-grit  mason- 

• 

ry   with   a  ff-inch 

(=  .02  m.)  facing 
in  ce.ment 

Avre  Aqueduct 

3 

3.3 

I 

Millstone-grit  mason- 

t 

ry  with  a  If-- inch 
(=  .02  m.)  facing  in 
cement 

Naples  Aqueduct  .... 

5 

2.95 

.9 

Rabble  masonry  with 
a  i|in.  (=  .015  m.) 
facing  in  cement     - 

Montpellier  Aqueduct 

2.5 

2.62 

.8 

Croton  Aqueduct 

2.1 

2.36 

.72 

Rubble  masonry  with 

- 

a  U'^n-  (=  '^^S  tn.) 

facing  in  cement 
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4.  On  the  Form  of  the  Section  of  a  Channel. — I'he  funda* 
mental  formulae  governing  the  form  of  the  transverse  section 
of  a  channel  are 

Q  =  Av 
and 


7'2 

(^ini       c^-p^' 

Therefore, 

also, 

Pz'^  -  ^(2/. 

For 

channels  of  the 

same  slope 

7"^  a  in. 

Take  7^  =  aniy  a  being  some  constant. 
Then,  if  dv  is  a  small  change  in  the  velocity  corresponding 
to  a  small  change  dm  in- the  hydraulic  mean  depth, 

2v  ,  dv  =^  a  ,  dm^ 
and  therefore 

dv       dm 
V   "~  2m' 

Thus  the  hydraulic  mean  depth  must  be  changed  20  per 
cent  to  produce  a  change  of  10  per  cent  in  the  velocity. 
Again, 

Q  a  Pz^, 

But  P  increases  with  Q,  and  therefore  Q  increases  more 
rapidly  than  7'^.  For  example,  an  increase  in  the  velocity  of 
less  than  3^  per  cent  will  cause  an  increase  of  10  per  cent  in 
the  discharge. 

For  channels  giving  the  same  discharge 

Pi^  a  /. 

For  a  given  volume  of  water  there  must  be  a  sensible 
change  in  the  slope  to  produce  an  appreciable  change  in  the 
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velocity  of  flow,  although,  generally  speaking,  the  wetted  pe- 
rimeter (Z^)  diminishes  or  increases  as  i  increases  or  dimin- 
ishes, and  thus  v  and  therefore 


A"' 


increases    or  diminishes 


more  rapidly  than  i.  An  increase  of  i  o  per  cent  in  the  ve- 
locity causes  a  diminution  of  about  4  per  cent  in  the  sc^ctional 
area  of  the  waterway. 

For  channels  of  the  same  slope  and  giving  the  same  dis- 

charge  Pv^  and  also  -p  are  constant.      A  further  condition  is 

required  before  the  sectional  area  can  be  determined. 

Problem  I.  A  canal  of  rectangular  section  and  of  width 
X  is  to  convey  water  of  depth  y 
with  the  condition  that  either  the 
sectional  area  ^A)  of  the  waterway 
is  to  be  a  constant  quantity  or  the 
wetted  perimeter  (P)  is  to  be  a 
minimum.  It  is  proposed  to  And 
the    relation    between  x  and  y  so  Fig*  126. 

that  (a)  the  velocity  of  flow  may  be  a  maximum,  {b)  the 
quantity  of  flow  may  be  a  maximum. 


IBJP^**' 


^ 


IH 


I 


■r 


, 


'^//////////Mr////////f'//y/////////y////y^, 


V  a  }/m  (X 


and 


If  z/  is  a  maximum. 


(p=°= 


P  .dA-  A.dP 
pi  • 


If  (2  is  a  maximum, 

>A*^ 


■(f)  =c  = 


3^"  ■  PdA  -AKdP 
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In  each  case,  H  dA  =  O,  i.e.,  if  the  area  is  constant,  then 

dP=o; 
and  if  dP  =  o,  i.e.,  if  the  wetted  perimeter  is  a  minimum,  then 

dA  =  o. 


Thus  the 

same  results 

are 

obtained  for  the 

problem 

in  its 

different  conditions. 

* 

Now 

A  = 

xy 

and 

P-  x  +  2y. 

Therefore 

dA 

=  y  ' 

dx  '\'  X  ,  dy  =:  0, 

and 

dP 

^dx 

:  +  2 

,dy=zO. 

Hence 

y- 

X 
2 

Therefore, 

also, 

A  = 
m  — 

2' 

A_ 

P—  2X, 
X 

fxl 
and 

g    =    ^7/  =  :^^    . 

2  2  V2 

A  suitable  value  for  c  corresponding  to  the  slope  i  or  to  the 
value  of  w  f  =  -]  can  be  obtained  from  the  Tables  of  Bazin» 
Kutter,  or  Manning  at  the  end  of  the  chapter. 
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Problem   II.     The   section   is  usually  in   the   form   of  a 
quadrilateral,  the  non-parallel  sides  sloping  at   an  angle,   (f. 


•depending   upon    the    nature   of  the   soil   through  which  the 
channel  passes. 

For  example,  in  a  canal 

with  retaining  walls  6  =  63°  36', 

with  stiff  earthen  sides,  faced,        B  =  45", 
with  stiflf  earthen  sides,  unfaced,  B  ■=  33°  41', 
with  sides  in  light  or  sandy  soils  9  =  26°  34'. 

In  such  a  channel  let  jr  be  the  bottom  width  and  jf  the 
depth  of  the  water.  Then,  the  remaining  conditions  being 
the  same  as  those  in  Problem  I,  it  again  follows  that 

dA  =  o     and     dP  =  o. 
But 

A  =  y{x  -\-y  cot  &)     and     P=  x  -\-  2y  cosec  #. 
First.     If  S  is  ^ven, 

dA  =  O  =  y  .  dx  -\- {jr -^  2JI  cot  ^v. 
and 

dp  =  o  ^  dx  -\-  2  cosec  ff .  dy. 
Therefore 

27  cosec  tf  =  X  +  2>  cot  9, 
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or 


X  s\n  S  z=z  2y{i  —  cos  (f)^ 


e      X 

tan  -  =  — . 
2        2y 


The  section  may  be  easily  sketched,  as  in  Figs.  128  and 


129. 


From  the  middle  point  C  of  AB,  the  bottom  width,  draw 
CF  at  right  angles  to  AB  and  equal  in  length  to  the  depth  of 
the  water.     Then 


AB 


e 


^  ^  =  2  tan  -  , 
CF  2 

0  being  the  given  slope  of  the  sides. 

With  F  as  centre  and  FC  as  radius  describe  a  circle. 
From  the  points  A  and  B  draw  tangents  to  touch  this  circle  at 
D  and  E,     FA  evidently  bisects  the  angle  CAD,     Therefore 

tan =  tan  CAF  =z-r-p,  =  ---—  =  cot-. 

2  AC      iAB  2 


Hence    tt 
required. 
Again, 


CAD  =  6,    and   AD,    BE    have    the   slope 


/     I  —  cos  ^  ,  \ 


=/ 


sm  6 

2  —  cos  6 
Sin  d 
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or 


_      /  A  sine 
"~  V   2  —  cos 


d 


and 


I  —  cos  6 


=  2r 


Therefore 


and 


sin  0 

-r  ^jTK 

2  —  cos  0 

2A 

1  1 

sin  0 

y 

A 

y 
"  2' 

€ 

VJi, 

V2 

VJi, 

the  coefficient  c  being  obtained  from  the  tables. 

The  following  Table  gives  the  best  relative  values,  per  unit 
,vf  area^  of  Xy  y,  m^  and  P,  corresponding  to  specified  values 
of ^,  and  the  actual  values  maybe  obtained  by  multiplying 

those  of  t^e  Table  by  VA: 


■■* 

X  ■ 

y 

m 

P 

90* 

1.4X4 

.707 

•3535 

2.828 

6o* 

.877 

.760 

.380 

2.633 

45* 

.613 

.740 

.370 

2.706 

40* 

.525 

.722 

.361 

2.772 

36*  S2' 

.471 

.707 

.3535 

2.82S 

35* 

.439 

.fi^7 

.3485 

2.870 

30' 

.336 

.664 

.332 

3.012 

a6*34' 

.300 

.636 

.318 

3.144 

The  above  values  cannot  always  be  exactly  adopted  in 
actual  practice.  The  character  of  the  soil,  the  importance  of 
preventing  excessive  filtration,  and  the  difficulties  of  construct- 
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tion  and  maintenance,  oilen  render  it  necessary  to  insure  that 
the  depth  of  the  water  shall  not  exceed  a  certain  limit,  say  8 
to  12ft.  (2  m.  to  3  m.).     In  France  the  depth  of  irrigation- 
canals  is  between  4  and  6^  il.  (1.2  m.  and  2m.). 
Second,     If  the  bottom  width  x  is  fixed,  then 

dA  =  o  =  (^  +  2y  cot  (^dy  —  j^  cosec*  0 .  dO 
and 

dP  =0  =  2  cosec  0 .  dy  ^  2y  .  ,  a  •  dS, 

^        ^  sm*  0 

Hence 

X  -{-  2y  cot  6  y 

2  cosec  0  2  cos  0* 

or 

X  sin  S  cos  0  =  —^(2  cos'  ^  —  i), 


or 


and  therefore 


sin  2O  >, 

X =  —  y  cos  2tf, 


tan  (w  —  26^)  =  —  tan  2^  =  — . 


It  may  be  observed  that  as  the  width  {x)  of  the  bottom 
increases,  0  also  increases. 

If  the  width  is  nil,  then  tan  26^  =  00  and  0  =  45^,  90  tfa^t 
the  triangular  section  of  minimum  perimeter  is  a  semi*square. 

Third,     If  the  depth  y  is  fixed,  then 

dA  =  o  =  ydx  —  j^  cosec'  ^  ,  dB 

and 

•         cos  B 

dP  =  o  =  ^ir  —  2y-r-=-%  .  rf^. 

•^  sm'  ^ 

Therefore 

=       -^ 
"^       2  cos  ^  * 

or 

cos  6^  =  i     and     ^  =  60®, 
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Problem  III.  To  find  the  proper  sectional  form  of  a 
channel  of  bottom  width  2a  so  that  the  mean  velocity  of  flow 
may  be  .constant  for  all  depths  of  water. 

Let  Xy  y.  Fig.  1 30,  be  the  co-ordinates  of  any  point  P  in 
the  profile  referred  to  the  middle  point  O  of  AB^  the  bottom 
width,  as  origin,  and  let  s  be  the  length  oi  AP, 


Fig,  130. 

Since  v  is  to  be  constant,  m  must  also  be  constant,   and 
therefore 


A    fy-^'' 


=  a  const.  =  m. 


P         s  +  a 
which  may  be  written 

I  y*dx  =  m{s  +  a). 

Differentiating, 

y  ,cix  =  m  .  ds  —  in{dx^  +  d}^\y 
and  therefore 

dx  ^         dy 

Integrating, 


-  =  log,  (_y  +  ^y  -  w^)  +  c. 


m 


<  being  a  constant  of  integration. 

But^  =  a  when  jr  =  o,  and  .  • .  o  =  log/a  +  Vo*— f«*)+^. 

Hence     "  =  log, -^-^^==  =  log. ^ , 

where  b  -=■  a  '\-  Vc?  —  «i*. 

* 

Therefore  y  +  Vj^  —  m^  z=.  be^. 
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Hence,  too, 


n^  -* 


y  —  Vj^  —  w*  =  -j-e 


Adding  together  the  last  two  equations, 


m^  -1 


2y  =.  be*"  +  ~T^  "*> 


or 


=  \L 


y  =  Vbf'' + *^' 


) 


which  is  the  equation  to  the  required  profile,  and  is  a  curve 
which  belongs  to  the  class  of  catenaries  and  which  evidently 
flattens  out  very  rapidly. 

If  the  bottom  width  is  such  that 


the  equation  becomes 


tf  =  /«  =  ^, 


=?('■'+'"■) 


and  the  profile  is  a  true  catenary  of  parameter  m,  with  its  axis 
coincident  with  the  bottom  and  its  directrix  coincident  with 
the  vertical  at  the  middle  of  the  section. 


Fig.  131. 

Problem  IV.  A  channel  of  given  slope  has  a  given  sur- 
face width  AC,  vertical  sides  AB{=y^)  and  CD  {=  y^)  of 
given  depths,  and  a  curved  bed  BD  (=  L)  of  given  length. 
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The  amount  and  velocity  of  flow  in  the  channel  will  be  a 
maximum  when  the  form  of  the  bed  BD  is  a  circular  arc. 
This  can  be  easily  proved  as  follows : 

Since  the  slope  is  constant,  v  a  ^m  a  a  /  — . 

But  P  (=  Z  +  J'l  +  J'l)  is  a  constant  quantity,  and  there- 
fore V  and  also  Q  will  be  a  maximum  when  ^  is  a  maximum. 

Hence,  too,  the  area  between  the  chord  BD  and  the  curve 
must  be  a  maximum,  and  therefore  the  curve  must  be  a  circular 
arc.  The  proof  of  this  by  the  Calculus  of  Variations  is  as 
follows : 

Take  O  in  CA  produced  as  the  origin,  OC  as  the  axis  of 
Xy  and  the  vertical  through  O  as  the  axis  of  y.     Then 

A  =^   I  '^ ydx  is  to  be  a  maximum. 

dy 
is  a  given  quantity,  OA  being  =  x^ ,  OC  =  -r, ,  and  ^-  =  /. 


Let  V  =  y  '\-  aVi  +/^,  ^  heing  some  constant. 
Then 

Ji   ^V ,  dx  IS  to  h^  2i  maximum, 

and  therefore 

dV 

that  is, 


and  thus 


y+Ttr?^'" 
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Therefore 


dx  _   I 


^x-y 


Vd'  -  (c,  -  yy 


Integrating, 


x  +  c,=  V^-{c,-yf, 


the  equation  to  a  circle  of  radius  a. 

Hence  the  profile  BD  is  a  circular  arc. 
The  maximum  depth  of  the  channel  is  c^  —  a. 
The  constants  r^ ,  r^ ,  a  can  be  found  from  the  three  condi- 
tions that  the  arc  is  of  given  length  and  has  to  pass  through 
the  two  fixed  points  B  and  D. 

Problem  V.      The  Semicircular  Channel, — Theoretically^ 

the  best  form  of  channel  for  a  given 
waterway  is  one  in  which  the  bed  is 
a  circular  arc  (Prob.  IV),  as  the 
wetted  perimeter  is  then  a  minimum 
and  the  mean  depth  (or  radius)  a 
Fig.  I32,  maximum. 

In  the  semicircular  channel,  Fig.  132,  let  the  free  surface 
subtend  an  angle  B  at  the  centre. 
Then 


and 


P^rB, 


r  being  the  radius. 
Therefore 


m  = 


A       ri 


sin  ^\ 
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Hence,  since  mt  =  In^  =  ^-p, 


^^(,  _  ?1L_^)  V  -_.  u&. 


If  the  channel  runs  full,  6^=  «",  and  then 

As  a  first  approximation  it  may  be  assumed  that 

for  small  channel  sections  with  cement  faces ^  =  .00022 

**  channels  of  mean  dimensions  with  smooth  faces  b  =  .00017 
**  channels  of  large  dimensions ^  =  .0001 1 

In  metric  measure  these  coefficients  become  .0004,  ocos* 
and  .0002,  respectively. 

Miscellaneous  Problems.  —  The  bed  of  the  aqueduct  at 
Naples  is  semi-elliptic,  but  beds  in  the  form  of  a  semi-ellipse, 
a  cycloid,  a  parabola,  or  an  hyperbola,  would  only  be  adopted 
under  very  exceptional  conditions,  as  when  a  curved  profile  is 
required  with  a  limited  depth.  The  waterway  and  the  wetted 
perimeter  can,  of  course,  be  approximately  calculated  from  the 
known  properties  of  these  curves. 

For  the  semi-elliptic  section,  if  a  and  b  are  the  semi-major 
and  itiinor  axes, 

ab 


and 


^  =  ^  2  ' 


^  =  ^  |(^  +  ^>. 


fwhere        v=si.     1.0095,    '•<»«     i<o996«     1.0404,     x.o635«     i.oQaa,     i.i9<$7.    t.1677,    1.3x55;) 
j  when       ■    .  =  o,        .1,         .«,  .3,  .4,  .5,  .6,  .7,  .8,  .9.       j 

For  -the  cycloidal  section,  if  r  is  the  radius  of  the  generating 
ciriftle, 

A  =  iTtr^     and     P  =  8/-. 
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Therefore 

m  =  |;rr,    • 

and  the  flow  equation  becomes 

If  the  water-line  is  at  A  A,  defined  by  the  angle  0  which 
the  radius  OA  of  the  generating  circle  makes  with  the  vertical, 
then 

—  2r\i  —  cos  tJ)(n  -  ^  +  sin  ^ 
=  rln  —  0  -{-  2  s\nO  -{-  2n  cos  ^  —  26^  cos  ^  -| ] 


and 


0 
P  =  8r  cos  -. 

2 


5.  Aqueducts.  —  The   aqueduct   of  the   ancients   was   of 
rectangular  section  and  was  sometimes  of  very  large  dimen- 
sions as  compared  with  the  volume  of  water  to  be  conveyed. 
Although  in  modern  times  there  are  examples  of  rectangular 
sections,  it  is  now  more  usual  to  make  them  circular,  egg- 
shaped,    square    with    a    diagonal   vertical,    or    trapezoidal*  - 
Aqueducts  are  also  constructed  of  forms  which  are  combina- 
tions of  the  circle  and  egg-shaped,  or  of  the  trapezoid  and  circle. 
When  a  mean  volume  of  water  is  to  be  conveyed  and  when 
provision  has  to  be  made  for  a  definite  height,  as,  for  example, 
for  a  man  standing  upright,  preference  is  given  to  the  tgg-  ' 
shaped  aqueduct. 

In    the    sections    shown    by  Figs.    133   to    137  it  will  be  » 
observed  that  a  rise  of  the  water-line  near  the  top  cau.ses  an 
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appreciable  increase  in  the  wetted  perimeter,  while  there  is  no 
proportional  increase  in  the  waterway.  Thus  the  mean  depth 
{m)  and  therefore  also  the  mean  velocity  {if)  of  flow  continually 
diminish.  The  a  priori  conclusion  may  be  drawn  that  the 
discharge  {Q)  is  not  a  maximum  when  the  pipe  runs  full,  but 
when  the  water-line  is  some  distance  below  the  top.     The 


Fig.  133. 


Fig.  134.  Fig.  135.  Fig.  136.  Fig.  137. 


differential  equation  defining  this  position  may  be  easily  found 
as  follows  (Prob.  i,  p.  229): 

Therefore 


<?  = 


A*  i 


P  b' 


Since  Q  is  to  be  a  maximum, 


dQ^o. 


Therefore 


4')  = 


o  = 


p% 


or 


iP.dA  —  A  .dP  —  o 


is  the  equation  required. 
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If  the  velocity  of  flow  is  to  be  a  maximum, 

dv  =  o, 
and  therefore 

P.dA^A.dP 


dm  =  o  =  d\^\  = 


or 

P  .dA-  A  .dP^o. 

Ex.  I.     Circular  Section, — Let  the  wetted  perimeter  sub- 
tend an  angle   B  at   the  centre.      Then 

r  r^.dB 

^=~(/9— sin^')  and  dA=^ — '■ — (i— cos^; 

P  =re     and     dP  -  r  .  d0. 


Hence  for  a  maximum  discharge 

—  .dO.  0(1 --cos  6) {B-^sme).d6=o, 

or 

Fig.  138.  .,  ^  r»    I      •     XI 

26^—36'  cos  6^  +  sin  6^  =  o. 

H  =  308°  is  the  value  of  0  satisfying  this  equation. 
For  a  maximum  velocity 

r^  *-8 

-dO  .  e{\  —  cos  e) {B  -  sin  9)  =  o, 


or 

^'=  tan  By 

and  B  =257**  27'  is  the  value  of  B  which  satisfies  this  equation. 

In  circular  aqueducts  the  angle  B  is  usually  about  240°, 
which  insures  a  certain  clear  space  above  the  water-line. 

Then,  also, 

/'  =  4.i89r;    -^  =  2.528r^;    w  =  .6r. 
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Example  2.     A  Square  Section  with  Vertical  Diagonal. 
— Let  a  side  of  the  square  =  a, 
and   let  x  be  the   length   of  the 
portion  of  the  side  which  is  not 
wetted.     Then 


and 


and 


x^ 

A=a^ 

2 


dA  ==  ^  X  .  dx; 
P  ^  4a  —  2X 

dP  =^  —  2  .  dx. 


Fig.  139. 


Hence  for  a  maximum  discharge 


—  3(4^  —  2x)x  .  rfo:  +  2f  a:'  —  —jdx  =  O, 


or 


5;r*  —  I2ax  +  20*  =  o. 


Therefore 


a 


JIT  =  -(6  —  ^26)=  .i8a, 


and  the  depth  below  the  apex  of  the  water-line 


=  ---.  =  .1274/1. 

V2 


For  a  maximum  velocity  of  flow 


—  x{j^a  —  2x)dx  -\-2\a^ jdx  =  o, 


or 


x^  —  4ajr  +  20?  =  O, 
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and  therefore 
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X  =  a{2  —  V2)  =  .5858a,' 
and  the  depth  of  the  water-line  below  the  apex 


=  —-=:  =  .4142a. 

V2 


Example  3.  Egg-shaped  Section. — This  form  of  aqueduct 
consists  essentially  of  three  parts,  a  lower  portion  bounded  by 
a  semicircle  of  radius  r^ ,  an  upper  portion  bounded  by  a  cir- 
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cular  arc  of  lesser  radius  r,,  and  an  intermediate  portion 
bounded  by  circular  arcs  of  radius  r^ ,  which  meet  the  lower 
and  upper  arcs  tangentially. 

The  depth  of  the  intermediate  portion  is  defined  by  the 
angle  a  which  the  radius  Ofi^  makes  with  the  horizontal,  and 
the  position  of  the  water-line  A  A  is  defined  by  the  angle  0 
which  O^  makes  with  Ofi^  produced.     Then 
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If  the  water-line  is  adove  BB, 


nr* 


A  =  -^+r^a-  (r,  -  r,)(^,  -  r,)  sin  a 


r? 


+  r^e  +  -?-  sin  2(«  +  9), 

and 

P  =  nr^  +  2r3a  +  2r^6. 

If  the  water-line  coincides  with  BB^  6  =  0,  and  then 

^  =  «-^  +  rj^flr  -  (^3  -  rjXr,-  r,)  sin  a  +  ^  sin  2a 

and 

/>  =  ;rri  +  2r3a. 

If  s  is  the  vertical  distance  between  O^  and  the  highest 
point, 

^  =  /-a  +  (^3  -  r,)  sin  Of. 

Also, 

^i"^i=  (^3  -  ^)  cos  or. 

If  the  water-line  CC  is  below  ^^,  let  0  be  the  angle  sub- 
tended at  O^  by  the  arc  BC,  and  let  C^^C  =  x.  Then,  since 
B^OC  is  now  6, 

X  sin  (^  —  0)  =  (^3  -  rj)  sin  0 

and 

;ir  cos  (0  —  or)  =  r^  cos  (a  —  0)  —  (^3  —  r,), 

two  equations  giving  ;r  and  0  in  terms  of  B  and  the  radii. 

The  area  of  the  waterway  is  now  the  area  up  to  BB 
diminished  by  the  area  of  the  slice  between  BB  and  CCy  and 
this  area 

=  -^  sin  2a  +  ^3^0  —  ^3(^3  —  r,)  sin  0  H sin  2(6/—  «). 
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Hence 

2 


7tf  "  f  ' 

A=--^  +  r^ot-  (rg  -  rj(r3  -  r,)  sin  o'  +  -^  sin  2a 

-  j  -J-  sin  2a  +  /-jV  -  r^{r^  -  r,)  sin  0  +  -  sin  2(<9-ar)  ^ 


;rr> 


=  "T  +  ^8^(^  -  ^)  -  (^3  -  ^1(^8  -  ^i)  sin  '^^  -  ''asin  0} 


—  —  sin  2{6  —  «). 

and 

Pz=nr^  +  2rla  -  0). 

« 

The  larger  diameter  is  usually  at  the  bottom  for  aqueducts, 
but  almost  invariably  at  the  top  for  sewers. 

The  discharge  for  sewers  may  be  calculated  by  Bazin's 
formula,  but  an  allowance  of  20  per  cent  should  be  made  in 
order  to  make  provision  for  deposits  and,  where  they  occur, 
for  water-pipes,  electric  conduits,  etc.  Care  should  also  be 
taken  that  the  section  is  sufficient  to  carry  away  the  water  from 
the  heaviest  rains  and  from  the  branch  drains  in  such  manner 
that  the  water  in  the  sewer  does  not  rise  above  a  certain  level. 

Assuming  that  the  time  of  flow  in  the  sewer  is  three  times 
that  of  the  rainfall  and  that  the  maximum  downfall  is  27.5 
gallons  (=125  litres)  per  second,  Belgrand  has  proposed  for 
the  discharge  of  the  Paris  sewers  the  formula 


5X  .188  =  ^  Vnti, 

S  being  the  drainage  area  in  acres. 

In  metric  measure,  S  being  the  drainage  area  in  hectares, 

5  X  .0239  =  A  V'mi. 

In'branch  drains  and  in  smaller  systems  the  influx  of  water 
is  much  more  rapid  and  the  time  of  flow  should  not  be  estimated 
at  more  than  twice  the  duration  of  the  rainfall. 
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Note. — In  designing  sections  for  open  channels  or  aque- 
ducts,  complicated  preliminary  calculations  may  be  generally 
avoided  by  employing  a  graphical  method.  Selecting  a  pro- 
visional section,  the  water  areas  and  wetted  perimeters  may  be 
obtained  for  different  depths  of  water  and  the  corresponding 
mean  depths  plotted  to  any  convenient  scale.  Repeating 
these  operations  for  different  sections,  the  mean-depth  curves 
will  quickly  indicate  the  best  section  to  be  adopted. 

6.  Formulae  of  Prony,  Eytelwein,  Beardmore  and  Tadini. 

— A  careful  study  of  Chezy's  experiment  on  the  Courpalet 
cut  (Orleans  canal)  and  of  twenty-three  experiments  made  by 
Dubuat  on  wooden  channels  of  small  section,  led  Prony,  in 
1804,  to  adopt  the  equation 

w 

in  which  —  =  22472.5  and  -7-  =  10607.02. 
a  o 

About  the  year  181 5,  Eytelwein,  taking  into  account  sixty 

additional  experiments  on  the  Rhine  and  Weser  by  Woltmann, 

Funk  and  Brunings,  proposed  slightly  different  values  for  a 

and  ^,  viz., 

I  ,     I        « 

=  41:211.11    and    r=^97S-43- 
a  o 

The  expression  mi  has  the  same  value  with  Prony's  as  with 
Eytelwein 's  coefficients  when  the  velocity  is  about  72  ft.  per 
minute,  and  for  a  small  change  in  this  velocity  the  variation  in 
the  value  of  mi  is  also  small  and  of  little  practical  importance. 
For  other  velocities  the  value  of  mi  with  Prony's  coefficients 
will  be  greater  or  less  than  the  value  with  Eytelwein 's  coeffi- 
cients according  as  the  velocity  of  flow  is  greater  or  less  than 
72  ft.  per  minute. 

The  formula  with  Eytelwein 's  coefficients  was  for  a  long 
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time  used  by  engineers,  and  was  preferred  as  giving  the  most 
reliable  results. 

For  values  of  v  exceeding  20  ft.  per  minute  the  term  av 
is  small  as  compared  with  bv^,  and  may  be  disregarded  without 
much  error.      This  formula  then  becomes 

and  therefore,  according  to  Prony, 

Vb  ^ 

and  according  to  Eytelwein, 

Vb  ^^ 

Intermediate  between  these  is  Beardmore's  formula,  viz., 

7/  =  100  Vmi, 
Barre  de  St.  Venant  has  suggested  the  relation 

mi  =  .cooI36^'^^ 

(or  mt  =*■  .00042/^^,  if  a  metre  is  the  unit). 

The  above  formulae,  now  obsolete,  involve  a  grave  error, 
as  it  is  assumed  that  the  resistance  due  to  the  roughness  of  the 
wetted  surface  is  a  constant  quantity.  Bazin's  experiments 
have  clearly  shown  that  the  resistance  may  vary  between  very 
wide  limits  depending  upon  the  nature  of  the  materials  and  soil 
which  form  the  bed  and  sides  of  the  channel.  For  a  deep  and 
wide  channel,  in  which  the  slope  of  the  bed  is  small,  approxi- 
mately accurate  results  are  given  by  Tadini's  formula, 

7/  =  91  Vmi 
(or  t/  =   50  Vmi,  if  a  metre  is  the  unit). 
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7.  Bazin's  Formute. — Between  1855  and  1859,  Darcy 
and  Bazin  carried  out  a  number  of  experiments  in  a  cut 
leading  from  the  Bourgogne  canal.  The  channel  sections  were 
of  different  forms, and  dimensions,  the  sides  were  faced  with 
wood,  cement,  hewn  ashlar,  bricks,  rubble  masonry,  and 
earth,  and  the  slope  of  the  beds  varied  from  .001  to  .10. 

The  results,  for  the  rectangular  and  trapezoidal  sections, 
sensibly  agreed  with  the  calculations  obtained  from  the  formula 


""'  =  (" + Q"^' 


"but  with  circular  and  egg-shaped  sections  the  calculated  are 
about  ID  per  cent  less  than  the  actual  results. 
In  practice  it  is  most  convenient  to  take 


v=  ~^  Vmi  =  c  Vmi, 

where  b  =  -r  =  or  H . 

a  and  /3  are  not  constant,  but  have  values  depending  upon 
the  character  of  the  channel  faces  and  bed.  Bazin  gives  the 
following  table: 


-w 

Value  of  p. 


Character  of  the  Wetted  Surface. 


Value  of  a,  the  Unit  betng^ 


Smooth  cement,  planed  wood,  etc 

Cut  masonry,  bricks,  planks , 

Rubble  masonry 

Earth 

Boulders  (Kutter) 


A  Foot. 


.000046 
.000058 
.000073 
.000085 
.00012 


A  Metre. 


.00015 
.00019 
.00024 
.00028 
.00040 


.0000045 

.0000133 

.00006 

.00035 

.0007 


Tables  at  the  end  of  the  chapter  give  the  values  of  the 
coefficients  d  and  ^,  a  metre  being  the  unit. 

Reviewing  the  results  of  more  than  700  experiments  carried 
out  in  France,  Europe,  the  United  States,  and  British  India, 
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etc.,  upon  canals  and  rectangular,  trapezoidal,  semicircular, 
and  circular  aqueducts,  of  different  dimensions,  Bazin,  in  1897, 
(^Ann,  des  Fonts  et  Chaussees^)  deduced  the  formula 


V  = 


^57'^    V^ 


1  + 


\^m 


(or  V  = 


87 


1  +  ^ 


i^mi,  if  a  metre  is  the  unit). 


This  equation,  again,  may  be  most  conveniently  written  in 
the  form 

V  =  c  i^mi, 

and  Tables  at  the  end  of  the  chapter  give  the  values  of  c  for  the 
six  different  classes  into  which  Bazin  has  divided  all  channels, 
the  corresponding  values  of  the  coefficient  y  being  given  by 
the  following  table: 


ClJMi. 


I. 

II. 

III. 

IV. 

v. 

VI. 


Character  of  the  Wetted  Surface. 


Smooth  cement,  planed  wood 

Planks,  bricks,  cut  masonry,  etc 

Rubble  masonry 

Earth,  dry  rubble,  etc 

Earthen  channels  in  ordinary  condition 

Earthen  channels  or  rivers,  presenting  exceptional 
resistance  ;  the  beds  covered  with  boulders  and 
the  sides  with  grass,  etc 


y,  the  Uoit  beinir 

A  Fool. 

A  Metre. 

.109 

.06 

.390 

.16 

.833 

.46 

1.540 

.85 

3.355 

I  30 

3.170 


1.7 1 


8.  Ganguillet  and  Kutter's  Formula.— Bazin 's  is  the  only 
formula  used  in  France,  but  in  England,  Germany,  and  the 
United  States  engineers  prefer  the  formula  of  Ganguillet  and 
Kutter,  viz., 

V  =  c  Vmi, 

the  value  of  c  being  given  in  a  Table  at  the  end  of  the  chapter. 


GANGUILLET  AND  KUTTER*S  FORMULA. 


251 


Also  the  coefficient 


C  = 


'   n    *    1 


+  (^  +  t) 


Vm 


a,  1,  and  p  being  certain  constants  and  7t  a  coefficient  depend- 
ing only  on  the  roughness  of  the  channel  sides  and  bed. 

If  the  unit  is  2,footy  a  =  41.6;  1  =  1.8112;  p  =  .00281. 

If  the  unit  is  a  metre,  a  =  23 ;  1  =  i ;  p  =  .001 55. 

The  unit  being  a  foot,  n  varies  from  .008  to  .05  and  the 
following  table  gives  the  values  of  //  which  will  be  found  of 
most  use  in  practice: 


Character  of  Sides. 


Planed  timber 

Smooth  cement 

A  mixture  of  a  of  cement  to  i  of  sand 

Rough  planks '. . . . 

Ashlar  or  brickwork 

Canvas  on  frames 

Rubble  masonry 

Rivers  and  channels  in  very  firm  gravel - . . . 

**         '•  "        •*  perfect  order,   free  from  de- 

tritus (stones,  weeds,  etc.). 
**         ••  "        **  mbderately  good   order,    not 

quite  free  from  detritus  or 

weeds   

**         *•  *•        **  bad   order,   with    weeds   and 

detritus 

Torrential  streams  encumbered  with  detritus 

Canals  in  earth  above  the  average  order 

'•       •*      infairorder 

*•       **       "      below  the  average  order 

**       **       •*      in  rather  bad  order,  overgrown  with 

weeds  and  covered  with  detritus.  ■ 


Authority. 


.009 

.01 

.011 

.012 

.013 

.015 

.017 

.02 

.025 


.03 

.035 

.05 

.0225 

.025 

.0275 

.03 


Ganguillet 
and  Kutter 


\  Jackson 


The  difficulty  of  properly  selecting  the  value  of  n  is  due  to 
the  fact  that  there  is  no  absolute  measure  of  the  roughness  of 
channel  beds. 

In  obtaining  the  above  results  Ganguillet  and  Kutter  made 
a  careful  study  of: 
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{a)  The  Experiments  of  Darcy  and  Basin, — These  show 
that  c  depends  both  upon  the  roughness  and  the  sectional 
dimensions.  The  values  of  ot  and  ft  in  Bazin's  formula  vary 
with  the  character  of  the  channel  sides  and  bed ;  but  while  in 
small  channels  the  influence  upon  the  flow  of  differences  of 
roughness  must  be  very  great,  it  is  certain  that  this  influence 
diminishes  as  the  sectional  area  increases,  and  that  it  will  be 
nil  when  the  area  is  infinitely  great. 

[b)  The  Measurements  of  Humphreys  and  Abbot  on  the 
Mississippi,  a  stream  of  very  large  sectional  area  with  a  bed  of 
very  small  slope. 

(c)  Their  own  Gaugings  in  the  regulated  channels  of 
certain  Swiss  torrents  with  exceptionally  steep  slopes  and 
running  through  extremely  rough  channels. 

(^/)  The  Effect  of  the  Slope, — The  coefficient  c  diminishes 
as  the  slope,  /,  increases.  The  value  of  ^  does  not  vary  much 
with  the  slope  of  the  bed  in  small  rivers,  but  in  large  rivers 
with  small  slopes  the  .variation  is  considerable. 

9.  Formuls  of  Manning,  Tutton,  Humphreys  and  Abbot, 
and  Gauckler.— In  1890,  Manning  proposed  the  formula 

V  =  c^n^i^  =  —^ /«'/»,  if  the  unit  is  a  foot, 


n 


or 


V  =  cAf^i^  =  — wV",  if  the  unit  is  a  metre. 
*  n 

In  this  formula,  which  gives  good  results,  the  coefficient  n 
has  the  same  value  as  the  n  in  Kutter's  formula. 
Bazin's  and  Manning's  formulae  are  identical  if 

c  \'mi  =  '~yj  Vmi  =  c^mh*, 
i.e.,  if 
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By  an  independent  method,  Tutton,  in  1893,  deduced  the 
corresponding  formula, 

1. 54    1.1 

n  , 

n  being  again  the  same  as  in  Kutter's  formula. 

As  a  result  of  observations  on  the  Mississippi  in  1865^ 
Humphreys  and  Abbot  deduced  the  rather  complicated 
formula 

V  ={3.873(^7^)*  —  .0388 P,  the  unit  being  a  foot, 

or 

V  =  i(69w7*)^  —  .0214!^,  the  unit  being  a  metre. 

In  this  expression,  which  is  of  especial  value  for  large 
watercourses,  ni  is  the  ratio  of  the  sectional  area  to  the  total 
perimeter. 

Gauckler*s  formulae  for  canals, 

V  =  cm*t\  if  the  slope  is  <  7  per  1 0000, 
and 

7'  =  c'mh'K    **  **        >  7  per  loooo, 

and  Hagen's  formula, 

7'  =  2.43w*/», 

the  unit  in  each  case  being  a  metre,  have  not  been  used  in 
practice. 

Ex.  I.  A  channel  with  a  fall  of  i  in  10,000  has  brickwork  faces,  is  of 
rectangular  section,  20  ft.  wide,  and  is  to  convey  ?.oo  cu.  ft.  of  water  per 
second.    What  must  be  the  depth  of  the  water  ? 

Let  X  be  the  required  depth.     Then 

A  =  20jr;    P  =  20  +  2x, 

lojr 
and  m  =  ^---■^-- 
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;r  '^    10  +  jr    loooo       100  '    \o  +  x    , 


This  equation  can  be  best  solved  by  trial, 
l^t  jr  =  5  ft.     Then 

f/f  =  i-  =  3.33  (t., 

and  the  Tables  give  127.2,  as  the  corresponding  value  of  c. 
Therefore 


127.2 


V  =  ~-  1/3-333  =  2.3223  ft.  per  sec.. 


and  Q  =  loov  =  232.23  cu.  ft.  per  sec, 


■which  is  too  great. 

Let  ;r  =  4  ft.     Then 


m  =  ~  =  2.85, 
14 


and  the  Tables  give  126.4  as  the  corresponding  value  of  c. 
Therefore 


126.4. /40  .    . 

V  = y  ■—  =  2.1365  ft. 

100  ^   i± 


per  sec, 

and  2  =  ^^'  =  170.92  cu.  ft.  per  sec, 

which  is  too  small. 

Thus  X  must  lie  between  4  and  5  ft.     Try  jr  =  4.5  ft.     Then 

fn  =  -ii-  =  3.1, 
14.5 

and  the  corresponding  value  of  r  is  126.8. 
Therefore 


126.8  ./90 


126.8^/90 
and  Q  =  902/  =  201.042  cu.  ft.. 


which  is  very  nearly  correct.     By  further  trials  the  depth  can  be  ob- 
tained within  a  fraction  of  an  inch. 


EXAMPLES.  255 

Ex.  2.  A  canal  in  earth  with  sides  sloping  at  40*  is  to  convey  100 
cu.  ft.  of  water  per  sec,  at  a  velocity  of  i  ft.  per  second.  What  is  the 
fall  of  the  canal,  and  what  are  its  most  suitable  dimensions? 

^  =  100.    Then  (see  Table,  p.  233), 

bottom  width  =  .$25  4/100  =  5.25  ft., 
depth  of  water  =  .722  4/100  =  7.22  ft., 
mean  depth,  m  =  .361  v''oo  =  3.61  ft. 

By  the  Tables  the  corresponding  value  of  c  is  93.3.     Therefore 

I  =93-3  Vy^^  x~?. 

and  t  = . 

31424 

Ex.  3.  A  length  of  the  La  Roche  cut  is  in  compact  rock.  Its  bottom 
width  is  0.70  m.,  the  depth  of  the  water  is  0.50  m.,  one  bank  is  vertical 
and  the  other  slopes  at  26'*  34'  to  the  vertical.  If  the  fall  is  i  in  500, 
find  the  mean  velocity  and  quantity  of  flow. 

The  width  of  section  at  the  surface  =  .70  4-  .50  tan  26*  34'  =  o".95. 

A  —  —(.95  +  .70).  50  =  0.4125  sq.  m. 

/»  =  .50  +  .70  +  .50  sec,  26"  34'  =  1.759  m. 

Therefore 

.4125 

m  = ■  =  .2345, 

1.759 

-and  the  corresponding  value  of  i  in  the  Tables  is  .0423.     Hence 


V  =  y  .2345  X  —  =  .02165, 


.0423  X 

and  7/  =  .512  m.  per  sec. 

Therefore,  also, 

2  = -512  X  .4125  =  .21 12 cm.  per  sec. 
Again,  using  Bazin's  formula  for  the  filament  of  max.  vel., 
VtsMx.  =  z/  +  14  ^mi=  .512  +  14  X  .02165  =  o».8i5  per  sec. 

and  Vb  «=  bottom  velocity  =  — (Vmax.)  =  o".489  per  sec. 
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Ex.  4.  In  another  length  of  La  Roche  cut,  in  earth,  the  banks  slope- 
ai  45^  the  bottom  width  is  0.3  m.,  and  the  depth  of  the  water  is  0.5  m. 
Find  the  coefficients^  and  c,  the  discharge  being  .2112  cu.  ft.  per  second*, 
and  the  fall  i  in  500. 

r 
A  =  —(1.3  +  .5). 5  =  0.4  sq.  m. 

-P  =  .3  +  2  vTs  =  i™.7i4. 

Therefore  m  =  •- —  =  .23337. 

1.714 

Also,  V  = =  o«.528  per  sec. 

•4 

Hence 


.528  =  y  .23375^5  =  y^v^^ 

=  c  X  .02162  =  — =  X  .02162 

and    '  r  =  24.4,        ^=.00168, 

which  closely  agree  with  the  results  given  by  the  Tables. 

Ex.  5.  Find  the  quantity  of  water  conveyed  by  a  channel  of  trape- 
zoidal section  lined  with  brickwork  and  having  a  fall  of  6  in  1000.  The 
water-surface  width  is  7.185  ft.,  the  bottom  width  is  6.56  ft.,  and  the 
depth  of  th^  water  is  4.92  feet. 

A  =  -r(7.i85  +  6.56)  X  4.92  =  33.813  sq.  ft., 
P  =  6.56  +  2  X  4.954  =  16.468  ft. 

-,         ,  33-813 

Therefore  ///  =  -f—Zo  =  2.053. 

Hence 


'  Q  =  Av  =  i:  X  33.813K  2.053  X  ^j^^  =  c  X  37528. 

For  m  =  2.053 

Bazin's  Tables  give  c  =  124.6,  and  then  Q  =  467.6  cu.  ft.  per  sec; 
Manning's       "         '*    c=  128.6,  and  then  2  =  482.6 

Kutter*s        "         *'     r  =  130.4,  and  then  Q  =  489.36 
and  the  differences  in  the  three  cases  are  not  considerable. 
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10.  Variation  of  Velocity  in  the  Transverse  Section  of  a 
Watercourse. — The  discharge  {Q)  across  any  transverse  sec- 
tion of  a  watercourse  is  the  product  of  the  area  (^)  of  the 
section  and  the  mean  velocity  (y)  of  flow.     Thus 

Q=Av, 

The  value  of  v  for  channels  of  small  section  can  easily  be 
found  by  discharging  into  a  suitable  reservoir  for  a  definite 
interval  of  time,  when  Q  can  be  estimated ;  and  since  A  is 
known,  v  can  be  at  once  calculated.  This  method  is  imprac- 
ticable with  watercourses  of  large  dimensions.  The  profile  of 
the  section  must  then  be  carefully  plotted,  when  its  area  can 
be  obtained  with  a  planimeter  or  by  the  method  of  mean 
heights.  The  velocity  of  flow  varies  from  point  to  point 
throughout  the  section  in  a  most  irregular  manner,  and  its  value 
has  not  been  fixed  by  any  single  law.  By  using  a  meter  or 
gauge  the  velocity  may  be  measured  at  a  large  number 
of  points,  and  in  this  manner  the  mean  velocity  (v)  and 
the  maximum  velocity  (^'max.)  can  be  very  approximately 
determined.  The  velocity,  however,  varies  so  much  and 
depends  so  largely  upon  the  conditions  under  which  the  flow 
takes  place,  that  it  seems  hopeless  to  expect  that  the  compli- 
cated law  of  velocity  distribution  can  be  expressed  in  a  general 
formula.  The  numerous  experiments  of  Bazin  on  the  Bour- 
gogne  canal  and  on  the  Seine  and  Saone,  of  Cunningham  on 
the  Ganges  canal,  and  of  Humphreys  and  Abbot  on  the 
Mississippi,  all  go  to  prove  this  and  at  the  same  time  throw 
much  light  upon  the  whole  subject.     It  has  been  shown  that  the 

ratio  '-^^■'  diminishes  as  the  resistance  of  the  sides  and  bed, 

V 

m 

which  is  measured  by  the  expression  — »  increases.     The  ratio, 

for  example,  is  about  .85  in  a  channel  with  a  very  smooth 
surface  and  falls  to  about  .  50  when  the  channel  is  cut  through 
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earth.     As  the  surface  resistance  diminishes  the  value  of 
tends  to  become  very  small  and   ultimately  zero,  while  the 


z/» 


^max. 


ratio tends  to  become  unil!y.     Bazin  therefore  expressed 

the  relation  between  v^^^^^  and  v  in  the  form 

=  '+^{i^} (0 

in  which  the  function  ^[^)  vanishes  with  -^. 
A  special  case  is  Bazin 's  empirical  formula, 

^='+Vl '^' 

=  i+ICVj (3) 

K 
=  '  +  - (4) 

the  values  of  6  and  c  being  given  by  the  Tables,  and  K  being 
a  coefficient  depending  upon  the  form  of  the  section  and  the 
conditions  of  flow.  For  example,  if  ^'max.  is  the  maximum 
surface  velocity  for  a  given  section, 

-^=1+36.3^/-^ (5) 

for  a  watercourse  of  great  width  as  compared  with  the  depth 
and 

*^  max.  _      I     ^  -     .        /^nt  .^. 

— -  =  i+2S.4y^_ (6) 

for  a  channel  of  restricted  dimensions,  as  in  ordinary  practice. 
Again,  if  z^max.  is  the  maximum  velocity  for  the  whole  sec- 
tion of  such  a  channel,  and  if  v^  is  the  mean  velocity  along 
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the  vertical  in  which  the  maximum  velocity  lies>  then» 
approximately, 

^max.  =  «'«.+ 1 0.9  V  Ai, (7) 

in  which  A  is  the  depth  of  the  water  on  the  vertical  in  ques- 
tion. (If  a  metre  is  the  unit,  the  values  of  AT  in  the  three  last 
formulae  are  20,  14,  and  6,  respectively.) 

For  channels  of  ;nean  dimensions  Prony  has  suggested  the 
formula 

^'nuui.  10.34+2;', W 


max. 


{If  the  unit  is  a  metre,  substitute  2.37  for  7.7Sy  and  3.15  for 

10.34.) 

In  the  same  case  Dubuat  gives 

^  = 2 ' (9) 

in  which  v^  is  the  velocity  at  the  bottom  of  the  channel. 

For  values  of  ^'niax.  ^P  ^o  about  11  or  12  fl.  (3.5  m.)  per 

V 

second  the  calculated  values  of  the  ratio  — ,  vary  but  little  from 

the  average  value  .8,  a  result  which  has  been  verified  in  certain 
special  experiments.  It  is  therefore  considered  sufficient  to 
take 

^=.8.      ......     (10) 

*^  max. 

and  then,  by  eq.  (9), 

i^=« C) 

*^  max. 

When  the  water  is  of  great  depth  the  ratio  — falls  to 

*^  max. 

.75,  and  to  .60  if  the  bottom  is  covered  with  reeds. 
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Sonnet  has  theoretically  deduced  for  watercourses  of  great 
width  the  relation 

2Z^  max.  +  ^5  .. 

V  = , (I2> 


max. 


SO  that  if  z/  =  |T/max.»  then  7/^  =  lv\ 

For  a  long  time  it  was  supposed  that  the  maximum  velocity 
(^«Mix.)  ^^^  ^^  the  free  surface,  and  its  value  was  determined  by 
observing  the  time  in  which  floats  passed  between  two  trans- 
verse sections  at  a  specified  distance  apart.  Experiments  have 
now  demonstrated  that  this  maximum  velocity  is  at  some  point 
below,  although  in  general  near  the  free  surface,  and  the  floats 
will  not  give  the  proper  value  of  the  maximum  velocity  unless 
they  are  suitably  submerged.  It  has  also  been  found  that  the 
depth  of  this  point  of  maximum  velocity  increases  as  the  ratio 
of  the  width  to  the  depth  of  the  waterway  diminishes,  and  may 
be  as  great  as  one  third  of  the  depth  of  the  water. 

On  any  horizontal  line  at  right  angles  to  the  axis  of  the 
channel  the  velocity  diminishes  with  the  depth  of  the  water, 
is  greatest  towards  the  centre,  and  diminishes  at  an  increasing 
tate  on  approaching  the  sides. 

The  experiments  of  Darcy  and  Bazin  have  shown  that  the 
air-resistance  is  not  the  most  important  factor  in  causing  the 
variation  in  the  velocity  throughout  the  section.  With  a 
gauge  they  determined  the  velocities  at  a  number  of  points  in 
the  cross-section,  and  plotted  the  corresponding  equal-velocity 
curves : 

{a)  For  a  closed  wooden  pipe,  of  rectangular  section, 
running  full  (Fig.  141); 

{p)  For  an  open  wooden  channel  running  half  full  and 
formed  by  removing  the  upper  side  of  the  pipe  in  id)  (Fig. 
142). 

The  curves  for  the  pipe  are  approximately  rectangular  and 
parallel  to  the  sides  of  the  pipe.  The  discharge  in  the  open 
channel  is  slightly  greater  than  one  half  of  the  pipe's  discharge, 
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but  there  is  no  sirailarity  between  the  equal-velocity  curves  in 
the  two  cases.  In  the  open  channel  they  become  more 
■elliptical,  tend  to  close  at  the  centre,  and  cut  the  free  surface 
obliquely,  the  angle  of  incidence  becoming  more  and  more 
acute  towards  the  centre.  The  curves  are  also  at  a  greater  - 
distance  from  the  centre  than  the  corresponding  curves  in  the 
pipe.     This  very  marked    modification   in    the   form    of  the 


Flo.  141. 


Fig.  143. 


velocity  curves  is  due  especially,  in  Bazin's  opinion,  to  the 
absence  of  the  upper  boundary  and  to  the  consequent  practical 
impossibility  of  an  absolutely  constant  cross- sect! on.  Eddies 
and  other  irregular  movements  are  produced  in  the  surface  and 
give  rise  to  corresponding  losses  of  energy  and  velocity. 
Actual  experiment,  too,  has  shown  that,  even  with  a  strong 
wind  blowing  down-stream,  tending,  as  might  be  supposed,  to 
cause  an  excessive  surface  velocity,  the  maximum  velocity  is 
still  at  some  point  below  the  free  surface. 

For  any  given  vertical  in  the  section  it  appears  to  be 
approximately  true  that  the  velocity  at  about  three  fifths  of  the 
total  depth  is  sensibly  the  mean  velocity  for  the  whole  depth, 
and  that  the  difference  between  the  maximum  and  bottom 
velocities,  viz.,  !'„,„,  —  v^,  increases  with  the  roughness  and  lies 
between  if  „„.  and  i»ou«.- 

In  a  semicircular  channel  of  radius  r  the  equal -velocity 
■curves  are  circular,  Fig.  143,  and  concentric  with  the  bed,  the 
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velocity  v  at  the  distance  j-  from  the  centre  being  given  by 


f,  being  the  velocity  at  the  centre. 


Fic.  143, 

Generally  speaking,  the  equal -velocity  curves  are  approxi- 
mately of  the  same  form  as  the  profile  of  the  section  (Figs. 
143  to  146),  and  this  is  especially  the  case  near  the  sides  and 


Fig  144.  Fig  145  Hg   146- 

bed.     The  curves  at  the  bottom  do  not  always  reach  the  sur- 
face, but  sometimes  cut  the  sides. 

Again,  experiments  indicate  that  the  law  of  velocity  dis- 
tribution along  any  vertical  in  the  section  may  be  represented 
by  a  parabola  of  the  2d  degree,  with  its  axis  horizontal  and  at 
the  same  depth  as  the  point  of  maximum  velocity.  Defontaine 
in  an  experiment  on  an  arm  of  the  Rhine  deduced  for  the 
vertical  at  the  centre  of  the  current  the  analogous  law 


u  =  4.8222  —  .066^*, 

u  being  the  velocity  at  the  depth  j/. 

(If  the  unit  is  a  metre,  »  =  1.266  —  .252^.) 


(■3) 
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The  following  theoretical  investigation  of  the  velocity  curve 
is  based  on  the  assumptions  that: 

(a)  The  watercourse  is  of  very  great  width  as  compared 
with  the  depth ; 

(A)  The  watercourse  is  of  sensibly  uniform  depth ; 

(c)  The  fluid  particles  flow  across  a  transverse  section  in 
sensibly  parallel  lines ; 

(d)  A  permanent  regime  has  been  established  so  that  the 
pressure  is  distributed  over  the  section  in  sensibly  parallel  lines ; 

(e)  The  resistance  to  the  relative  flow  of  consecutive  fluid 
filaments  is  of  the  nature  of  a  viscous  resistance. 

Let  Fig.  147  represent  a  portion  of  a  vertical  longitudinal 

c 
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Fig.  147. 


section  of  the  stream  intersected  by  two  transverse  sections 
AB,  CD,  I  being  the  distance  between  them. 

Consider  a  thin  layer  abed  of  thickness  dy  and  width  by 
bounded  by  the  sections  AB,  CD,  and  by  the  planes  ad,  be, 
at  depths^  and^  +  ^>  respectively,  below  the  free  surface. 

The  forces  acting  upon  the  layer  in  the  direction  of  motion 

are: 

(i)  The  pressures  on  the  ends  ab,  ed,  which  evidently 
neutralize  each  other. 

(2)  The  component  of  the  weight  =  wbl .  ^ .  sin  i  = 
wbli ,  dy\  i  being  the  slope  of  the  bed. 

(3)  The  viscous  resistances  on  the  lateral  faces  of  the  layer 
under  consideration.  These  are  nil,  since  in  a  stream  of 
indefinite  width  there  will  be  no  relative  sliding  between  abed 
and  the  vertical  faces  on  each  side. 
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(4)  The  viscous  resistances  along  the  planes  ad.  and  ic. 

The  frictional  resistance   to  distortion,  i.e.,  to  shearing, 

along  such  planes,  is  found  to  be  proportional  to  the  shear  per 

unit  of  time,  and  is  measured  by  the  shear  per  unit  of  area  at 

the  actual  rate  of  shearing.     The  coefficient  of  viscosity,  or 

,     ^,        .        .^      .    ^v  ^.     ^  shear  per  unit  of  area 

simply  the  viscosity,  is  the  quotient  -r- i-- :- — p-— ; — , 

shear  per  unit  of  time 

and  defines  that  quality  of  the  fluid  in  virtue  of  which  it  resists 

a  change  of  shape. 

Adopting  Navier's  hypothesis, 

the  viscous  resistance  along  arf  =  —  k6i-rt 

dy 

k  being  the  coefficient  of  viscosity,  and  u  the  velocity  at  the 

depth  y.     The  sign  is  negative  as,  since  u  increases  with  y^ 

du 

-T~  is  positive,  and,  at  the  same  time,  the  action  of  the  layers 

above  ad  is  of  the  character  of  a  retardation. 

The  viscous  resistance  along  be  =  kbl-r  -i-Jiil .  rff -H 

•  dy  \dyj 


dyj 
du  dhi 


Then,  as  the  motion  is  uniform. 


wbU .  dy  -  kil^  +  kii^  +  W^dy  =  o. 


Hence 


d^u      wi 


Integrating  twice, 


wt 
ti=  —  -^j^  +  ay  +  v,y      ....     (14) 


a  and  v,  being  constants  of  integration. 
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It  is  evident  that  v,  is  the  surface  velocity,  i.e.,  the  value  of 
«  when  ^  =  o. 

The  equation  may  be  written  in  the  form 

ia^  wif        ka\}  ^     . 


Thus  the  velocity  curve  is   a   parabola 
having  a  horizontal  axis  at  a  depth  F  =  — . 

below   the   free   surface.     This  is   also   the 
•depth  of  the  filament  of  maximum  velocity 

(I  =  °)  ^'^^ 

ka^  wi 

^max.  =  ^,+  r:r-  =  ^,  +  —2.y^  .       (16) 


Fio.  148. 


27Vt 


2k 


Hence,  by  equations  (14)  and  (16), 


wt 


«  =  ^ni«.  -  -^^{y  -  10' 


(17) 


Let  v^  be  the   * '  mean  ' '  velocity  for  the  whole  depth  h. 
Let  z;,  be  the  mid-depth  velocity.     Then 


v^  = 


£  {^^-%iy  -  yy]  dy 


and 


wt 


=  v^  -  6jCA»  -  3/^  J^+  3  n.  •     .     •     (18) 


v^  =  v^^-^[--Y).        ......     (19) 
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Hence 

n-^"  =  -i^' (20) 

a  result  upon  which  Humphreys  and  Abbot   have   based  a 
rapid  method  of  gauging  rivers. 

Let  v^  be  the  bottom  velocity,  i.e.,  the  value  of  v  when 
y  -=  h.     Then,  by  equation  (17), 

wi 

n  = «'««.  -  ^(A  -  J?. 

and  therefore, 

wi 
^ouui.  —  ^*  =  ri(^  —  ^J  =  ^»  suppose.   .     .     (21) 

According  to  Bazin,  ^niax.  ""  '^h  is  sensibly  constant  and  is 
approximately  equal  to  36.3  ^Tii  (=  20  ^hi  if  a  metre  is  the 
unit).  Thus  the  general  equation  (15)  of  the  velocity  curve 
becomes 

3 


('V  —    Y  • 
j^tyI  •    •    •    •    (22) 


This,  known  as  Bazin *s  formula,  agrees  well  with  the 
experiments  on  artificial  channels  and  on  the  Saone,  Seine, 
Garonne,  and  Rhine.      It  was  found,  in  general, 

V 

that  -5^^  =  1. 17  in  the  Rhine  at  Basle  and  ranged  from  i.i 

to  1. 1 3  in  the  other  channels; 


36.3A«V^ 

^^YT- — tTXT  ranged  from  13  to  20; 
(A—  Y) 


VELOCITY  VARIATION  IN  TRANSVERSE  SECTION.         267 

7-  =  -  in  some  artificial  channels  and  in  others  rane^ed 

from  o  to  .2. 

These  last  results  are  not  in  accord  with  the  Mississippi 
measurements. 

In  the  case  of  a  rectangular  channel  of  such  width  that  the 
influence  of  the  sides  on  the  flow  may  be  disregarded,  the 
mean  radius,  w,  may  be  substituted  for  A  and  the  mean 
velocity,  v^ ,  is  sensibly  the  same  as  the  mean  velocity,  t/,  for 
the  whole  section.     Hence  equation  (22)  may  be  written 

1; -"IT"- 36.3V  i;?(jTrKj' 


or 


I  =  ^  -  36.3 1^(^)\      .     .     .     (23) 

the  value  of  i  being  given  by  the  Tables. 

Filament  of  Maximum    Velocity  in  the  Surface, — In  this 
case  F=  o,  and  equation  (21)  becomes 

wi 

z;'„ax  being  the  value  of  v^,,^  when  the  maximum  velocity  is 
in  the  surface. 

Equation  (22)  also  becomes 

u^v'^-ie.i^ht-^.     .     .     .     (25) 

Again,  by  equations  (18)  and  (24), 

wi 

v'mMX.  —  Vi=  ^>4»  =    3(«'  m«.  -  »«.)» 
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or 

Vm  =  ^ , (26) 

a  result  already  referred  to. 

Boileau's   Formulce, — Boileau   assumeis   that   the   velocity 

Q v,_ Mi-^.  curve  is  given  by  the  equatipn 

|/^  u^A-By^+Cy    .     .     (27) 

above  the  point  of  maximum  velocity,  and 
below  this  point  by   the  equation 

u^  D  —  Bj^ (28) 

~FiG.  149.  When  >'  =  o,     «  =  z;,  =  ^. 

When  J'  =  F, 

D--BY^^v^^^A-BY^'^CY^v,^BY^'\^CY. 

Therefore 

D-v, 


C  = 


Y    • 


Boileau's  experiments  led  him  to  infer  that  the  difference 

D  —  z'niax.  (=  BY'^^  is   sensibly   constant.      Designating   this 

d 
difference  by  rf,  so  that  D  =  t/ojax.  +  ^  ^^^  ^  =  y^*  Boileau's 

equations  become 

«  =  z,,  -  ^^-j -— ^  -J.  .     .     .     (29) 

representing  the  curve  i^/J/^ ,  and 

«  =  ^n««.+^-4^) (30) 

representing  the  curve  MM^ 
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XX.  Tables  of  foosion  and  Viscosity. 

TABLE   INDICATING   THE   VELOCITIES   ABOVE  WHICH 

EROSION  COMMENCES. 


Nature  of  tbe  Channel  Bed. 


Soft  and  clayey  soils 

Rich  clay 

Firm  sand 

Gravel 

Broken  stone 

Soft  schist 

Stratified  rocks 

Hard  rocks 


Vt 


Met. 


.15 

•30 

.60 

1.22 

1.52 

2.22 

2.75 
4.27 


Feet. 


.49 
.98 
1.97 
4.00 
500 
7.28 
9.02 
14.00 


Vm 


Met. 


.II 

•23 
.46 

.96 

1.23 

1.86 

2.27 

3.69 


Peet. 


.36 
•75 
1. 51 
315 
4-03 
6.10 

7.45 
12.10 


Vb 


Mtet. 


.08 
.16 

.31 
.70 

.94 

1.49 

1.82 

3- 14 


Feet. 


.26 
.52 
1.02 
2.30 
3.08 
4.90 
6.00 
10.3 


♦TABLE  OF   VISCOSITIES   {Everett's  System  of  Units). 


WATER. 

MERCURY. 

Temp. 
(Cent.) 

Viscosity. 

Temp. 

(Cent.) 

Viscosity. 

Temp. 
(Cent.) 

Viscosity. 

Temp. 
(Cent.) 

Viscosity. 

0« 

.0181 

35' 

.0073 

0* 

.0169 

315* 

.00918 

5 

.0154 

40 

.0067 

10 

.0162 

340 

.00897 

10 

.0133 

45 

.0061 

18 

.0156 

15 

.0116 

50 

.0056 

99 

.0123 

20 

.0102 

60 

.0047 

154 

.0109 

25 

.0091 

80 

.0036 

'97 

.0102 

30 

.0081 

90 

.0032 

249 

.00964 

The  viscosity  is  given  by 


.0183 


I  +  .0369/ 


,  according  to  Meyer, 


and  by 


-^^i— J .001  31,  according  to  Slotte: 

26  +  /  ^  ^ 


/  being  the  temperature  centigrade. 

12.  River-bends. — ^The  following  explanation  is  due  to 
Professor  James  Thomson  (Inst.  Mechl.  Engs.,  1879;  Proc. 
Royal  Soc.   1877).     In  rivers  flowing  in  alluvial  plains,  the 

*  N,   B.  The  viscosities  are  in  C.  G.  S.  units.     To  reduce  to  F.  P.  S. 
units  and  centigrade  degrees  multiply  by  2.0481. 
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curvature  of  the  windings  which  already  exist  tends  to  increase 
owing  to  the  scouring  away  of  material  from  the  outer  bank 
and  to  the  deposition  of  detritus  along  the  inner  bank.  The 
sinuosities  often  increase  until  a  loop  is  formed,  with  only  a 
narrow  isthmus  of  land  between  two  encroaching  banks  of  a 
river.  Finally  a  cut-oflF  occurs,  a  short  passage  for  the  water 
is  opened  through  the  isthmus,  and  the  loop  is  separated  from 
the  river-course,  taking  the  form  of  a  horseshoe  shaped  lagoon 
or  swamp.  The  ordinary  supposition,  that  the  water  always 
tends  to  move  forward  in  a  straight  line,  rushing  against  the 
outer  bank  and  wearing  it  away,  and  at  the  same  time  causing 
deposits  at  the  inner  bank,  is  correct,  but  it  is  very  far  from 
being  a  complete  explanation  of  what  takes  place. 

When  water  flows  round  a  circular  curve  under  the  action 
of  gravity  only,  it  takes  a  motion  like  that  in  a  free  vortex. 
Its  velocity  parallel  to  the  axis  of  the  stream  is  greater  at  the 
inner  than  at  the  outer  side  of  the  curve. 

Thus,  too,  the  water  in  a  river-bank  flows  more  quickly 
along  courses  adjacent  to  the  inner  bank  of  the  bend  than 


Fig.  150. 

along  courses  adjacent  to  the  outer.  The  water,  in  virtue  of 
centrifugal  force,  presses  outwards  so  that  the  water-surface  of 
a  transverse  section  (Fig.  1 50)  has  a  slope  rising  upwards  from 
the  inner  to  the  outer  bank.  Hence  the  free  level,  for  any 
particle  of  the  water  near  the  outer  bank,  is  higher  than  the 
free  level  for  any  particle  in  the  same  transverse  section  near 
the  inner  bank,  but  the  tendency  to  flow  from  the  higher  to 
the  lower  level  is  counteracted  by  centrifugal  action.  Now 
the  water  immediately  in  contact  with  the  bottom  and  sides  of 
the  course  is  retarded,  and  its  centrifugal  force  is  not  sufficient 
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to  balance  the  pressure  due  to  the  greater  depth  at  the  outside 
of  the  bend.  This  water  therefore  tends  to  flow  from  the  outer 
bank  towards  the  inner  (Fig.  151),  carrying  with  it  detritus 


Fig.  151. 

which  is  deposited  at  the  inner  bank.  Simultaneously  with 
the  flow  of  water  inwards,  the  mass  of  the  water  must  neces- 
sarily flow  outwards  to  take  its  place. 

13.  Flow  of  Water  in  Open  Channels  of  Varying  Cross- 
section  and  Slope. 

Assumptions. — {a)  That  the  motion  is  steady. 

Thus  the  mean  velocity  is  constant  for  any  given  cross- 
section,  but  varies  gradually  from  section  to  section. 

{b)  That  the  change  of  cross-section  is  also  gradual. 

{c)  That,  as  in  cases  of  uniform  motion,  the  work  absorbed 
by  the  frictional  resistance  of  the  channel  bed  and  sides  is  the 
only  internal  work  which  need  be  taken  into  consideration. 

Let  Fig.  152  represent  a  longitudinal  section  of  the  stream. 
The  fluid  molecules  which  are  found  in  any  plane  section  ab 
at  the  commencement  of  an  interval  will  be  found  in  a  curved 
surface  dc  at  the  end  of  the  interval,  on  account  of  the  different 
•velocities  of  the  fluid  filaments. 
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Suppose  that  the  mass  of  water  bounded  by  the  two  trans- 
verse sections  ai,  ef  comes  into  the  position  cdkg  in  a  unit  of 
time.  Then  the  change  of  kinetic  energy  in  this  mass  is  equal 
to  the  algebraic  sum  of  the  work  done  by  gravity,  of  the  work 


Fig.  152. 

done  by  pressure,  and  of  the  work  done  against  the  frictional 
resistance. 

Change  of  Kinetic  Energy, — This  is  evidently  the  difference 
between  the  kinetic  energies  of  the  masses  efgh  and  abcd^ 
since,  as  the  motion  is  steady,  the  kinetic  energy  of  the  mass 
between  cd  and  ef  remains  constant. 

Let  A^  be  the  area  of  the  cross-section  ab. 
**     «i   **     **   mean  velocity  across  this  section. 
*«     V    **    **   velocity  at  this  section  of  any  given  fluid 

filament  of  sectional  area  a. 
Let  ?/  =  1^1  ±  V, 
Then 

A^y  =  '2{av)     and     ^(aV)  =  o. 
The  kinetic  energy  of  the  mass  abed 


since 


=  ^2iav»)='^^2\a(u,±Vy\ 


w 


2{aV)  =  o     and     3^^  ±  V=  2u^-\-v. 
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Now    2//^  4"  ^  ^s   evidently   positive.     Hence   the  kinetic 
energy  of  the  mass  adcd 

w  ^     .       w  _ 
=  — 2 air  >    -2au.^ 

2g  2g  » 

w 

2g     1    » 
W 

=  a — Am,^^ 
2g    ^  ^' 

4X  being  a  coefficient  of  correction  whose  value  depends  upon 
the  law  of  the  distribution  of  the  velocity  throughout  the 
section  ab.  It  is  positive  and  greater  than  unity.  Assume 
that  a  has  the  same  value  for  the  sections  ab  and  cf.  Then  if 
A^,  //j  are  the  area  and  mean  velocity  at  the  transverse  section 
</",  the  kinetic  energy  of  the  mass  cfgh 

=  a — Aji^, 
2g    *  » 

Hence   the  change  of  kinetic  energy  in   the   mass  under 
consideration 

w 
r=oc—{A^u,^-A^u,^) 

wQ  u^  —  // * 

since  A^u^  =  Q  =  A^u^, 

Work  done  by  Gravity, — Consider  any  fluid  filament  mn^ 
the  depth  of  m  below  the  surface  being  y^ ,  and  of  ;/,  y^. 
Let  z  be  the  fall  in  the  surface-level  from  a  to  c. 
Then  the  fall  from  m  to  n 

and  the  work  done  by  gravity  on  the  elementary  volume  dQ 
in  a  unit  of  time 

^+iv  ,dQ{2+y^'-y^, 
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Work  dofie  by  Pressure, 

The  pressure  per  unit  of  area  at  m  =  wy^  -f^  p^ 

J>Q  being  the  atmospheric  pressure. 

Hence  the  work  due  to  these  pressures  per  unit  of  time 

=  dQiuy,  +/,)  -dQiwy^  + /,) 
-w  .  dQiy.'-y^). 

Thus  the  Mai  work  done  by  gravity  and  by  pressure 

=  2\w  .  rfG(^  +y,  -y,)+w  .  dQ{y,  - y,)\ 
=  2(w  .  dQ  .  z)  =  wQs 

for  the  mass  under  consideration. 

Work  absorbed  by  Friction. — Consider   a   thin   lamina  of 
water  of  thickness  dSy  bounded  by  the  transverse  planes  xxy, 
yy^  the  distance  of  xx  from  ab  being  s. 

Since  the  change  of  velocity  is  gradual,  the  mean  velocity 
from  XX  to  yy  may  be  assumed  to  be  constant. 

Let  //  be  this  mean  velocity. 
**  P  be  the  wetted  perimeter  at  the  section  xx, 
"  -^  be  the  area  of  the  waterway  at  the  section  xx. 

Then  the  work  absorbed  by  friction  per  second  from  xx  to 

yy 

:=•  P ,  ds  .  u  .  F{u)y 
and  the  total  work  absorbed  between  ab  and  ef 


-/: 


P 

^F{u)ds, 


I  being  the  distance  between  ab  and  ef.     Hence 

a-^   '    ^    '  =  wQz -Q  I   -jF{u)ds, 
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and  therefore     z  =  a^fLllJfL^    I    ^f^js. 

'^g  Jo   A    ^ 

F(u)         «'  A 

Take       ==/ —     and      „=///.     Then 

W  -^  2g  P 

If  the  two  planes  ab  and  cf  are  indefinitely  near  one  another 
(Fig.  153),  the  last  equation  evidently  gives 

ct  f  u^ 

ds  :=  -u  ,  du  A —  —^ds^       ....      (2> 
g  ^   m2g    '  ^  ^ 

which  is  the  fundamental  differential  equation  of  steady  varied 
motion,  dz  being  the  fall  of  surface  level  in 
the  distance  ds. 

In  the  figure  aa  is  drawn  parallel  to  the 
bed  and  aa"  is  horizontal.  The  distance 
d'e  may,  without  sensible  error,  be  assumed 
equal  to  dz,  ^^^'  ^53. 

Also,  a" a'  =z  i  ,  aa'  =z  i .  ds,  very  nearly. 

Hence 

ids  =  a' a"  =  a'e  -\-  a"e  -=.  dh -\-  dz,  ...      (3) 

Substituting  the  value  of  dz  from  this  equation  in  equa- 
tion (2), 

a  f  u^ 

t ,  ds  —■  dh  =•  —u  .  duA ,  ds.  .     .     .     (4) 

g  fn2g  ^^^ 

Also,  since  Au  =.  (2,  a  constant, 

A  .  du  '\-  u  ,  dA  :=  o, 

and  dA  =r  X  ,  d/t.  very  nearly,  if  x  is  the  width  of  the  stream. 
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Therefore 

Adu  -\-  ux  ,  dh  =  o, 

and  hence,  by  equation  (4), 

V?  X  f  u^ 

i  .  ds  —  dh  =  —  a .  dh  A ds, 

g  A  nt2g 


Therefore 


i-L'^     I  - ^  "' 


dh  fn  2g  m  2gi 


ds"  u^  x"^  u^x'      •      •     •     ^5) 

I  —  (Jt I  —  a — -: 

gA  gA 

Let  the  position  of  any  point  a  in  the  surface  be  defined  by 
its  perpendicular  distance  //  from  the  bed  and  by  the  distance 
s  of  the  transverse  section  at  a  from  an  origin  in  the  bed. 

Then  -r.  is  the  tangent  of  the  angle  which  the  tangent  to  the 

surface  at  a  makes  with  the  bed.      It  is  positive  or  negative 
according  as  the  depth  increases  or  diminishes  in  the  direction 
.of  flow,  thus  defining  two  states  of  steady  varied  motion. 
Between  these  there  is  an  intermediate  state  defined  by 

dh  _      _  .       /  «2 
ds  "      ~  m  2g' 

f  /'^ 
and   /  =       —   is   the   equation   for  steady  flow  with  uniform 

m  2g  ^ 

motion. 

Let  f/,  M,  H  be  the  corresponding  values  of  «,  w,  h  in  the 
case  of  uniform  motion.      Then 

...     (6) 


M  2g 

cLomcs 

M   K» 

I  ^  b  - 
m 

dh         ^  ~  m  V 

ds  "^  *             u^  X  " 

«*  X 

I  —  a  -    V 

I  —  a-  -7 

(7) 


1 


CHANNELS  OF  i^ARYING  CROSS-SECTION, 


m 


If  the  section  of  the  channel  is  a  rectangle, 

xk 


A  =  xk,  xku  =  xHU^   m  = 


X  +  2//' 

Substituting  these  values  in  eq.  (7), 

X  +  2//  ^//y 

dh         '  "" 


and  i1/  = 


xH 


x+2ir 


I  — 


-^ 


ds 


=  / 


x+2H\A/ 


I  —  a 


«^ 


(8> 


^A 


Three  cases  will  be  considered  and,  in  each  case,  a  line 
PQf  drawn  parallel  to  the  bed,  represents  the  surface  of 
unifartn  motion,  H  being  the  distance  between  PQ  and  the  bed. 

Case  I.     oat^  <  gh     and     H  <  h,  Fig.  154. 

--r  is  positive,  and  therefore  h  increases  in  the  direction  of 

flow.     Thus  the  actual  surface  MN  of  the  stream  is  wholly 
above  the  line  PQ, 


Fig.  154. 

Proceeding  up-stream,  h  becomes  more  and  more  nearljr 
equal  to  //,  so  that  the  numerator  of  eq.  (8),  and  therefore  also 

'-T  ,  approximates  more  and  more  closely  to  zero. 

Again,    proceeding    down-stream,    h     increases     and    u 

diminishes,  so  that  both  the  numerator  and  denominator  in 

eq.  (8)  approximate  more  and  more  closely  to  the  value  uniiy^ 

dh 
and  therefore  ^--   befcomes  more  and  more  nearly  equal  to  t^ 

the  slope  corresponding  to  uniform  motion. 
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Hence  up-stream  MN  is  asymptotic  to  PQ,  and  down- 
stream MN  is  asymptotic  to  a  horizontal  line.  This  form  of 
surface  is  produced  when  a  weir  is  built  across  a  channel  in 
which  the  water  had  previously  flowed  with  a  uniform  motion. 

Case  II.     au^  <gh    and    H>  A,  Fig.  155. 

-r  is  now  negative,  and  the  depth  diminishes  in  the  direc- 
tion of  flow. 

Up-stream  h  increases  and  approaches  H  in  value,  so  that 
MN  is  asymptotic  to  PQ, 

Down-stream  h  diminishes,  //  increases,  and  therefore  the 

« 

value  of  -  .    is  more  and  more  nearly  equal  to  unity. 

Thus,   in  the   limit,   the  denominator  in  eq.   (8)  becomes 

dh    ' 
zero,  and  therefore    ,  •  =  00  .      Hence  theory  indicates  that  at 

a  certain  point  down-stream  the  surface  line  iWV  takes  a  direc- 
tion which  is  at  right  angles  to  the  general  direction  of  flow. 
This  is  contrary  to  the  fundamental  hypothesis  that  the  fluid 
filaments  flow  in  sensibly  parallel  lines.     In  fact,   before  the 


Fig.  155. 

limit  could  be  reached  this  hypothesis  would  cease  to  be  even 
approximately  true,  and  the  general  equation  would  cease  to 
be  applicable.  This  form  of  water-surface  is  produced  when 
there  is  an  abrupt  depression  in  the  bed  of  the  stream. 

Fig.  1 56  shows  one  of  the  abrupt  falls  in  the  Ganges  canal 
as  at  first  constructed.  The  surface  of  the  water  flowing  freely 
over  the  crest  of  the  fall  took  a  form  similar  to  MN  below  the 
line  PQ  of  uniform  motion.     The  diminution  of  depth  in  the 
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approach  to  the  fall  caused  an  increase  in  the  velocity  of  flow, 
with  the  result  that  for  several  miles  above  the  fall  a  serious 
erosion  of  the  bed  and  sides  took  place.  In  order  to  remedy 
this,  temporary  weirs  were  constructed  so  as  to  raise  the  level 


Fig.  156. 

^f  the  water  until  the  surface  line  assumed  a  form  MN*  corre- 
sponding approximately  to  PQ.     In  some  cases  the  water  was 
raised  above  its  normal  height  and  a  backwater  produced. 
Case  III.     atfi  >  gh     and     H  <  A,  Fig.  157. 

dh 

-J-  is  negative  and  the  surface  line  of  the  stream  is  wholly 

above  PQ. 


Fig.  157. 


dh 


If  //  gradually  increases,  u  diminishes  and  -,-  approximates 

to  —  I  in  value. 

If  A  gradually  diminishes,  it  approximates  to  H  in  value, 

dh 
and  in  the  limit  ->    =  o. 

ds 


28o 
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Between  these  two  extremes  there  is  a  value  of  //  for  which 
the  denominator  of  eq.  (8)  becomes  nil,  viz., 

A  =  a—, 

dh 
and  the  corresponding  value  of  -j-  is  infinity. 

Thus  one  part  of  the  surface  line  is  asymptotic  to  PQ^  the 
line  of  uniform  motion,  another  part  is  asymptotic  to  a  hori- 
zontal line,  while  at  a  certain  point  at  which  the  depth  is 

h  =  a—, 

g 

the  surface  of  the  stream  is  normal  to  the  bed. 

This  is  contrary  to  the  fundamental  hypothesis  that  the 
fluid  filaments  flow  in  sensibly  parallel  lines,  and  the  general 
equation  no  longer  represents  the  true  condition  of  flow. 

In  cases  such  as  this  there  has  been  an  abrupt  rise  of  the 
surface  of  the  stream,  and  ivhat  is  called  a  •*  standing  wave  *' 
has  been  produced.  » 

In  a  stream  of  depth  H  flowing  with  a  uniform  velocity  U^ 


which  is  > 


to  Ap  which  is  > 


A  I- — ,  construct  a  weir  so  as  to  increase  the  deptli 


g 


d 

Fig.  158. 

Then  in  one  portion  of  the  stream  near  the  weir  the  depth 
a[/i       ....  .  ....         a[/z 


is  >  ,  while  further  up  the  stream  the  depth  is  < 
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2%X 


Thus  at  some  intermediate  point  the  depth  =  a — ,  the  corre- 


>  I- 


dh 


sponding  value  of    ,  being  oo  ,  and  at  this  point  a  Uanding- 


wave  is  produced. 
Now 


flP 
2g 


-  Mi  =  Ifi, 


and  since     H  <  a  — 

g 


and  therefore 


<  a — t, 

2g  g 


.•>A 

2a 


which  condition  must  be  fulfilled  for  a  standing  wave. 
Bazin  gives  the  following  table  of  values  of/: 


Nature  of  Bed. 


Very  smooth  cemented  surface.  • . . 


Ashlar  or  brickwork. 


Rubble  masonry. 


Earth. 


Slope 


(4") 


below  which  stand- 

ini;  Wiive  is  im- 

poasible,    Id 

Metres  per  Metre. 


Staadiog  Wave  Produced. 


Slope  in  Metres 

per  Metre  (or 

Feet  per  Foot). 


.003 
.003 
.004 
.003 

.004 
.006 
.004 
.006 
.010 
.006 
.010 

.015 


Least  DeptU 
in  Metres. 


.08 

.03 
.02 
.12 
.06 
.03 
.36 
.16 
.08 
1.06 

.47 
.28 


A  standing  wave  rarely  occurs  in  channels  with  earthen 
beds,  as  their  slope  is  almost  always  less  than  the  limit,  .00275^ 


282 


STANDING   k^AKE. 


The  formation  of  a  standing  wave  was  first  observed  by 
Bidone  in  a  small  masonry  canal  of  rectangular  section. 
The  width  of  the  canal  =  0^.325  =  x\ 


<  < 


<  ( 


/      k\ 
slope  1=  -J J  of  the  canal  =       .023; 


uniform  velocity  of  flow     =  i°*.69    =^  U\ 
**    depth  corresponding  to  ^7=  o".o64  =  H. 
A  weir  built  across  the  canal  increased  the  depth  of  the 
water  near  the  weir  to  o°*.287  =  A^, 

It  was  found  that  the  "uniform  regime  *'  swas  maintaioed 
up  to  a  point  within  4^.5  of  the  weir.  At. this  point  the  depth 
suddenly  increased  from  o".o64  to  about  o".  170,  and  between 
the  point  and  the  weir  the  surface  of  the  stream  was  slightly 
convex  in  form  (Fig.  158). 


With  the  preceding  data  and  taking    a=  i.i, 

and  is  therefore  >  I  at  a  section  ad.  Fig.  1 59. 
At  the  section  cd, 

H  .064  ^ 

«=  —6^=  —7^  X  1.69  =  0". 377, 


aU^ 


gH 


=  5 


and 


a 


U^ 


^>il 


.287 


=  .055  and  is  therefore  <  i. 


cm 


Thus  the  expression  i -p  is  negative  for  a  section  ttb 

and  positive  for  a  section  cd^  $0 
that  i  must  change  sign  between 

dh 

these  sections,  and    ,-  will  then 

as 

become  infinite. 

Consider  a  portion  of  a  stream 
bounded  by  two  transverse  sections,  ab,  cd,  in  which  a  stand- 
ing wav^  occurs,  Fig.  159. 

Assume  that  the  fluid  filaments  flow  across  the  sections  in 
sensibly  parallel  lines. 


Fio.  159. 
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Let  the  velocities  and  area  at  section  ab  be  distinguished 
by  the  suffix  i,  and  those  at  cd  by  the  suffix  2.      Then 

Change   of  momentum   in   di- )        .        ,      . 

^^        c  Q  f  =  impulse  m  same  direction, 

rection  of  flow  )  ^ 

Hence 

and  therefore 

-r£av^-:2av^)  =  A^y^-Aj^,     ...     (9) 

o 

y\ »  y%  being  the  depths  below  the  surface  of  the  centres  of 
gravity  of  the  sections  aby  cd,  respectively. 
Now,  z/j  =  «j  +  Vy     Therefore 

Also,  as  already  shown, 

a,A,n^  =  :^'^T',»  =  A,u^  +  :^^  f^,X3«i  +  v^, 
and,  neglecting  Fj  as  compared  with  3«j, 


Thus 


-r4  ;/2 


and  hence 


a  -f-  2 
where  a'  =  ,  and  is  i  .03  3  if  or  =  i .  i . 


284  STANDING   WAVE, 

Similarly  it  may  be  shown  that 

Thus  equation  (9)  becomes 

a' 

'^A,u,^''A,u,')^A^,'-A^^.    .     .     .     (io> 

Let  the  section  of  the  canal  be  a  rectangle  of  depth  //',  at 
ai  and  I/^  at  cd.     Then 

rr  rr  ^\  ^2 

Therefore,  by  equation  (lo), 

g^^"i\H^    ly-AVj     2hJ' 

which  reduces  to 

H^  =  H^  satisfies  the  equation  and  corresponds  to  a  conditioi\ 
of  uniform  motion. 
Also, 


S    ~^i 


(ii) 


In  Bidone's  canal,  u^  =  i™.69,  //j  =  o".o64.  Substituting 
these  values  in  equation  (ii),  the  value  of  //,  is  found  to  be 
o™.  i6,  which  agrees  somewhat  closely  with  the  actual  meas- 
urements. 

N.B. — The    coefficients    a   and    a'  have    not   been   very^ 
accurately  determined,  but  their  exact  values  are  not  of  great, 
importance.     They  are  often  taken  equal  to  um^jy. 
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14.  Longitudinal  Profile  and  Ruhlmann's  Law. — In  the 

preceding  article,  put  F\i ^  b—\  =  i  —  a—  -^  in  eq.  (7),  then 

ds  =  F .  dh. 

If  the  transverse  profile  has  been  determined,  the  value  o{  F 
corresponding  to  the  depth  //  at  any  point  O  can  be  at  once 
found  and,  by  means  of  the  last  equation,  the  surface  profile 
between  the  depths  //  and  //can  be  easily  plotted. 

Let  /^|,  /^j,  /^3,  ...  be  the  values  of  F  at  a  series  of 
points  at  which  the  depths,  differing  successively  by  a  small 
quantity  dh^  are  h^ ,  //^ ,  //^ ,  .  .  .  respectively.     Then 

ds^  =  F^  .  d/i ;     ds^  =  F^ .  dh ;     ds^  z=.  F^.  dh\  .  .  . ; 

and  the  corresponding  distances  s^,  s^^  s^^  ,  ,  ,  oi  these  points 
from  O  are 

ds.-\-ds^  .   ds^-\-ds^  ds^-^ds. 


2  *  '    •  2  •*  '    '  2 


•    •    • 


ExAMPLK.  A  cut  of  rectangular  section,  with  a  fall  of 
I  in  10,000,  is  10  ft.  wide  and  delivers  40  cu.  ft.  of  water  per 
second.  At  a  certain  point  the  depth  is  increased  to  4  ft.  by  a 
dam.  Assuming  that  the  faces  of  the  cut  are  not  very  smooth 
and  that,  consequently,  .0001  maybe  taken  as  an  approximate 
value  of  d,  then  the  depth,  //,  for  uniform  motion  is  given  by 

\io///  d        10+  2// 

or 

80+  16// =  5//», 

and  an  approximate  solution  of  this  equation  is  //"=  2.9  ft. 

The  following  Table  can  now  be  easily  prepared  for  a  series 
of  depths,  commencing  at  the  dam  and  diminishing  successively 
by  3  ins.,  a  being  unity: 
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k 

A 

P 

Mr 

» 

I  -a  — 

F 

ds 

* 

4.00 

40 

18 

»f 

T 

.991406 

.000045 

39031.9 

5508 

3-75 

37-5 

»7.5 

aj 

i 

.991943 

.000041 

a4>93.7 

6048 

5«778 

3.50 

35 

17 

:li 

} 

.993480 

.0000373 

a6079 . 6 

6670 

"»«sr 

3»5 

33-5 

16.5 

■ 

.9930«7 

.0000335 

39643.3 

7410 

«9,«77 

3.00 

30 

16 

If 

•993554 

.00003 

33184-7 

8546 

a7.«5S 

The  tenth  column  gives  the  distances  from  the  dam  of  the 
sections  in  which  the  depths  are  3.75,  3. 50,  3.25,  and  3  ft. 

Riihlmann's  formula  for  the  distance  between  two  sections 
between  which  the  depth  of  the  water  gradually  increases  froim 
y  +  Hio  Y+H'is 


=?{/Q-/(^)}. 


the  function /"[^j  being  given 

by  the  following  table: 

y 

H 

A5i) 

y 

H 

Aii) 

y 

H 

1.4 

A^ 

O.OI 

0.0067 

0.3 

1.3438 

2.7264 

0.02 

0.2444 

0.4 

1.5119 

1.5 

2.8337 

0.03 

0.3863 

0.5 

1.6611 

1.6 

2.9401 

0.04 

0.4889 

0.6 

I . 7980 

1-7 

3.0458 

0.05 

0.5701 

0.7 

1.9266 

1.8 

3.1508 

0.06 

0.6376 

0.8 

2.0495 

1.9 

3-2553 

0.07 

0.6958 

0.9 

2.1683 

2.0 

3.3594 

0.08 

0. 7472 

I.O 

2.2839 

2.5 

3-8745 

0.09 

0.7933 

I.I 

2.3971 

3-0 

4  3843 

O.IO 

0.8353 

1.2 

2.5083 

3-5 

4.8910 

0.20 

1.T361 

1.3 

2.6179 

4.0 

5.3958 

Applying  this  formula  to  the  preceding  example,  in  order 
to  determine  the  distance  between  the  3-  and  4-ft.  depths,  at 
the  dam 


Y^ 
H 


I.I 
2.9 


.3793» 


dMMfHEL  OM  HBCTANGiJlAR  SECTION  AND  SMALL  SLOPE.  287 

and,  by.  interpolatiQnv 


At  the  3-fti  depth 


Af/) = ^-4769. 


-Tr  =   =   .03448, 

If  2.9  ^^^    ' 


and 


Ai) = • 


4323 


Hence 


^  =  755^  (^4769  -  .4323)  =  30,293  feet. 


15.  Channel  of  Rectangular  Section  with  a  nearly  Hori- 
zontal Bed. — In  this  case  t  is  very  small  and  may  be  disre- 
garded in  eq.  (4),  Art.  13,  which  may  therefore  be  written  in 
the  form 

,  2^  m  2gmdu 

as  =i TT  ~-^an  —  a—^ . 

/  «2  f  g  u 

But  xku  z=  Q:=i3,  constant,  and  therefore  k  .du-^-u .  dh=z  o. 
Also, 

xh 
"^^  x^2k 
Hence 

__        x^     //' .  dh         ax      dh 
^J&{x  +  2h)  +  J^x  +  2A" 

Integrating, 
*—  -  8^1 1*'  -  ^^^  +  ^A  -  J  log,  {X  +  2K)  |, 

.    2ax  ^         ,  ,^    . 

+  -^log,  (;r+2A)+^, 

c  being  a  constant  of  integration. 
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Hence  the  distance  s^  —  s^  between  two  points  at  which 
the  depths  are  k^  and  //,  (<  //,)  is  given  by 


_   x^    P*    h^dh         ax    r* 


d/i 
X  +  2//' 


The  last  term  is  usually  very  small  and  may  be  disregarded 
without  appreciable  error,  and  therefore 

'dh 


+  2//' 

a  formula  by  means  of  which  the  discharge  may  be  found. 

16.  Channel  of  Great  Width    as    compared  with   the 
Depth. — In  this  case 

A  =  xh     and     P  ^  x,  approximately. 

Therefore 

;;/  =  A     and  M  =  H. 
Also, 

//%  Wi 

U     =  ' (J  ^  '.zz. 

Hence,  eq.  (7),  Art.  13,  may  be  written  in  the  form 

/  //  \}        ai  at 

\-h)  -  '  \h)  - ' 

H  +  y        h 
Take  z  =  — rr^  ^=1        y  being  the  rise  or  fall  above  or 

below  the  si^rface  of  uniform  motion.      Then  dh  =z  H .  ds,  and 

at 
i  ds  bg 


H dz  "•"  ^3—1' 
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Integrating, 

c  being  a  constant  of  integration. 
This  equation  may  be  written 

2s  I  ai\ . 

-^=--   (,1  ~^jl0W  +  -^}»         ...       (2) 


y  __j  y 


and  between  any  two  points  ^  and  -jj, 

^{s  -s')  =  s-s'-[i-  g){0W  -  0(^)},  .     (3) 

,    .       y        change  in  depth 
the  argument  be.ng  ^  =  —^-.-j^-^ .       . 

In  the  case  of  a  dam  built  across  a  channel  in  which  the 
water  had  previously  flowed  with  a  uniform  motion,  Case  I, 
Art.  13,  in  the  limit, 

si  -=.  h  ^=i  zH  =  00  , 

and  therefore,  by  eqs.  I  and  2, 


I  .  .      I  _,  \    n 


0(^)  +  r  =  o=-log,  I  +  -^.-tan"   00+^=—-  +  ^, 

and 

^r  =  —  .9069. 

The  following  Table,  calculated  by  Tutton,  gives  the  value 
of  the  backwater  function,  0(ir),  in  the  case  of  a  dam  : 
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y 

If 

♦(») 

y 

♦(«) 

y 

♦(«) 

y 

H 

♦(*) 

0.000 

00 

.072 

.7812 

.285 

.3860 

.68 

.1945 

.001 

2.1837 

.074 

.7727 

.290 

.3816 

.69 

.1918 

.002 

I . 9530 

.076 

•7644 

.295 

•3773 

.70 

.1892 

•  003 

1.8181 

.078 

.7564 

.300 

.3730 

•  71 

.1867 

.004 

1.7225 

.080 

.7486 

.305 

.3689 

.72 

.1843 

.005 

1.6485 

.082 

.7410 

.310 

•3649 

•73 

.1819 

.006 

I. 5881 

.0S4 

.7336 

•315 

.3609 

•74 

.1795 

.007 

1.5379 

.086 

.7264 

.320 

•3570 

.75 

.1772 

.008 

1.4928 

.088 

'7194 

.325 

.3532 

.76 

.1749 

.009 

1.4539 

.090 

.7125 

.330 

•3495 

'11 

.1727 

.010 

1.4191 

.092 

.7058 

•335 

.3458 

.78 

.1705 

.011 

1.3877 

.094 

.6993 

.340 

.3422 

.79 

.1684 

.012 

1.3586 

.096 

.6929 

•345 

.3387 

.80 

.1663 

.013 

1.3327 

.098 

.6866 

.350 

•3352 

.81 

.1642 

.014 

1.3082 

.100 

.6805 

.355 

.3318 

.82 

.1622 

.015 

1.2855 

.105 

.6653 

.360 

.3285 

•83 

.1602 

.016 

I . 2644 

.110 

.6518 

•365 

•3252 

.84 

•1583 

.017 

1.2446 

.115 

.6387 

.370 

.3220 

•85 

.1564 

.018 

1.2258 

.120 

.6260 

•375 

.31-89 

.86 

.1546 

.019 

I. 2081 

.125 

.6139 

.380 

•  3158 

.87 

.1528 

.020 

1.1913 

.130 

.6024 

.385 

.3127 

.88 

.1510 

.021 

I. 1754 

.135 

.5913 

.390 

.3097 

.89 

.1492 

.022 

1 .  1602 

.140 

.5807 

•395 

.3068 

.90 

.1475 

.023 

I. 1457 

.145 

.5706 

.400 

.3039 

.91 

.145S 

.024 

1.1319 

.150 

.5608 

.41 

.2982 

.92 

.1441 

.025 

1.1186 

•155 

.5514 

.42 

.2928 

.93 

.1425 

.026 

I. 1059 

.160 

.5423 

.43 

.2875 

•94 

.1409 

.027 

1.0936 

.165 

.5335 

.44 

.2824 

.95 

.1393 

.028 

I. 0817 

.170 

.5251 

.45 

.2774 

.96 

•1377 

.029 

1.0704 

.175 

.5169 

.46 

.2726 

•97 

.1362 

.030 

1.0595 

.180 

.5090 

•47 

.2680 

.98 

.1347 

.032 

1.0387 

.185 

.5014 

.48 

.2634 

•99 

.1332 

•034 

1.0191 

.190 

.4939 

.49 

.2590 

1. 00 

.1318 

•  036 

1.0007 

.195 

.4867 

•  50 

.2548 

1.05 

.1250 

.038 

.9833 

.200 

.4798 

•51 

.2506 

1. 10 

.1187 

.040 

.9669 

.205 

4730 

•52 

.2465 

1. 15 

.1128 

.042 

.9512 

.210 

4664 

.53 

.2426 

1.20 

.1074 

.044 

.9364 

.215 

4600 

.54 

.2388 

1.25 

1024 

.046 

.9223 

.220 

4538 

•55 

.2351 

1.30 

0979 

.048 

.9087 

.225 

4478 

.56 

.2314 

1.35 

0936 

.050 

.8957 

.230 

4419 

.57 

.2279 

1.40 

0S94 

.052 

.8833 

.235 

4363 

•58 

.2245 

1.45 

0856 

•  054 

.8714 

.240 

4306 

•59 

.2212 

1.50 

0821 

.056 

.8599 

.245 

4251 

.60 

.2179 

1-55 

0788 

.058 

.8488 

.250 

4198 

.61 

.2147 

1.60 

0758 

.060 

.8382 

.255 

4145 

.62 

.2116 

1.65 

0728 

.062 

.8279 

.260 

4096 

.63 

.2086 

1.70 

0700 

.064 

.8179 

.265 

4046 

.64 

.2056 

1-75 

0674 

.066 

.8083 

.270 

3998 

.65 

.2027 

1.80 

0650 

.068 

.7990 

.275 

3951 

.66 

.1999 

1.85 

0626 

.070 

.7899 

i 

.280 

3905 

.67 

.1972 

1.90 

0604 

BACKIVATER  FUNCTION, 
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y 

♦(») 

y 

♦(«) 

y_ 

*(*) 

y^ 

♦(«) 

H 

H 

H 

H 

1.95 

.0584 

3.4 

.0360 

7.0 

.0078 

20.0 

.OOIZ 

2.00 

.0564 

3.5 

.0248 

8.0 

*  .0062 

25.0 

.0007 

2.1 

.0527 

3  6 

.0237 

9.0 

.0050 

30  0 

.0005 

2.2 

.0494 

3.8 

.0218 

10. 0 

.0041 

35.0 

.0004 

2.3 

.C1464 

4.0 

.0201 

II. 0 

.0035 

40.0 

.0003 

2.4 

•0437 

4.2 

.0185 

12.0 

.0030 

45.0 

.0002 

2.5 

.0412 

4.4 

.0172 

I3-0 

.0026 

50.0 

.0002 

2.6 

•  0389 

4.6 

.0160 

14.0 

.0022 

99.0 

.0001 

2.7 

.0368 

4.8 

.0149 

15.0 

.0019 

100. 0 

.0001 

2.8 

.0349 

5.0 

.0139 

16.0 

.0017 

00 

.0000 

2.9 

.0331 

5-5 

.0x18 

17.0 

0016 

3-0 

.0314 

6.0 

.0101 

18.0 

.0014 

3.2 

.0285 

6.5 

.0089 

19.0 

.0013 

Note. — The  corresponding  Table,  deduced  by  Hresse,  whose  argument 

H  -\-  Y  y 

is T^  =  I  +  £7.  n^^iy  ^c  *^  once  obtained  from  the  above  by  adding  i 

to  Tutton's  argument. 


hi  the  case  of  afall^  Case  II,  Art.  13,  in  the  limit 

si  -zzz  h  -=•  zH  =  o, 
and  therefore,  by  eqs.  (i)  and  (2), 


0(^)  +  ^  =  o  =  glog,  1+-- 


tan 


-1    I 


^i 


-+^ 


=  73-6+^' 


and 


I       Tf 


=  -  .3023 


The  following  Table,  calculated  by  Tutton,  gives  the  value 
of  the  backwater  function,  0(5),  ///  f/ie  case  of  a  fall : 
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y 

♦(«) 

z. 

¥.») 

7_ 

♦(«) 

y 

*(<) 

H 

H 

H 

i 

H 

0. 

00 

.040 

1.5448 

.20 

.9504 

.45 

.5753 

.001 

2.7876 

.042 

1.5279 

.21 

.9303 

.46 

.5633 

.002 

2.5562 

044 

1.5117 

.22 

.9109 

■47 

.5515 

.003 

2.4207 

.046 

1.4962 

•23 

.8922 

.48 

.5398 

.004 

2.3244 

.048 

I. 4813 

.24 

.8741 

•49 

.5282 

.005 

2.2497 

.050 

I . 4670 

.25 

.8566 

.50 

.5167 

.006 

2.1885 

.055 

1.4335 

.26 

.8395 

■51 

•5054 

.007 

2.T368 

.060 

1:4027 

.27 

.8229 

.52 

.4941 

.008 

2.0920 

065 

I . 3743 

.28 

.8068 

.53 

.4829 

.009 

2.0525 

.070 

I . 3479 

.29 

.7910 

•54 

.47x7 

.010 

2.0171 

075 

1.323^ 

■30 

.  7756 

.55 

.4607 

.OT2 

1-9554 

.080 

1.2999 

.31 

.7606 

.56 

•4497 

.014 

1.9036 

085 

1.2779 

.32 

•  7458 

.57 

.4388 

.016 

1.8584 

090 

I. 2571 

.33 

•7313 

58 

.4279 

.018 

I. 8185 

095 

I . 2372 

•34 

.7172 

59 

.4171 

.020 

1.7827 

100 

I. 2185 

.35 

.7033 

60 

.4064 

.022 

1.7502 

II 

1.1831 

.36 

.6896 

65 

.3536 

.024 

I . 7206 

12 

I. 1504 

.37 

.6762 

70 

.3019 

.026 

1.6936 

13 

1.1201 

.38 

.6629 

75 

.2510 

.028 

1.6678 

14 

I. 0918 

39 

.6499 

80 

.2004 

.030 

I. 6441 

15 

I. 0651 

.40 

•6371 

90 

.1001 

.032 

I. 6219 

16 

1.0399 

.41 

. 6244       I • 

00 

.0000 

•034 

I. 6010 

17 

I. 0160 

.42 

.6119 

.036 

1. 5813 

18 

.9931 

•43 

.5995 

.038 

I . 5626 

19 

•9713 

•44 

.5873 

Note. — Bresse  uses  the  same  value  —  .9069  for  the  con- 
stant c  both  for  a  dam  and  for  a  falL      His  argument  in  the 

y 


H-y 
latter  case  is  — -,j—   =   1 


H 


,  and  to  obtain  Bresse 's  Table 


from  the  above,  the  argument  adopted  by  Tutton  is  subtracted 
from  I,  and  .6046  from  the  value  of  0(^). 

y 

Dupuit,  again,  uses  the  argument  —  ,  and  his  Tables  tnay 

be  obtained  from  those  given  by  Tutton  by  equating  his  back- 
water function  to 


y 

1. 41 58  +  -77  —  <t^{js)  for  a  rise, 


and  to 


y 
2.0204  —  rj—  (p{z)  for  a  fall 


CHANGE  OF  CROSS-SECTION. 
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Dupuit  neglects  the  term  —  and  includes  in  his  back- 
water function,  which  may  be  designated  f\js),  the  term 
X  —  ^  \=  — IT^]  ^^  cqu^ition  (3),  so  that  his  formula  becomes 


IS 


y 

considering  that  when  -^  =  ^  =  .01,  accurate  measurement  is 

no  longer  possible.     Riihlmann  gives  the  same  rule. 

17.  Change  of  Section. — Case  I.,  Fig.  160.  A  channel  of 
slope  /,  and  in  which  the  flow  is  steady,  gradually  contracts 
from  a  width  AA  =  B^  to  2l  width  CC  =  B^,  the  surface  of 


Fig.  160. 

steady  motion  being  PQ  above  A  A,  and  RS  below  CC,     On 
approaching  A  A   the  surface  gradually  rises  and  reaches  its 
greatest  height   QT  ^  z  above  PQ  at  A  A.     This  is  followed 
by  a  gradual  fall  to  the  surface  of  steady  motion  PS  at  CC. 
Let  A^  >  ^2  (>  ^1)  ^^  ^^^  depths  corresponding  to  steady 

motion   above  A  A   and  below  BB^ 
respectively. 
**  m^y  m^  be  the  mean  hydraulic  depths  above  A  A  and 

below  BB,  respectively. 
**  «j,  «j  be  the  mean  velocities  of  flow  above  A  A  and 

below  BBj  respectively. 
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Then,  disregarding  the  effect  of  surface  resistance  between: 
A  A  and  CC, 

or 


-  =  //,-  Ai  + 


►2  -1 


2^ 

If  the  section  is  a  rectangle, 


^iA«i  -  ■*A«r 

But 

bu^               bu^ 
— -  —  t    '  — -. 

Therefore 

^ 

=z 

"'  -  * .  /AX 
«.  -  V  AX 

and 

z 

J. 

/A*'«.     A  ,  «,*  -  «,* 

If  the  width  is  great  as  compared  with  the  depth, 
Wj  =     -     and     Wj  =  — ,  approximately. 


Therefore 


and 


^  —    ^    —  ^2  —   ^?I^I   —     *  /^ 


CHANGE  OF  CROSS-SECTION. 
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Case  II.  A  channel  of  slope  /,  in  which  the  flow  is  steady, 
PQRS  being  the  surface  of  steady  motion,  gradually  contracts 
from  a  width  AA  =  B^  to  a  narrower  width  at  CC.     The 


Fig.  161. 

channel  remains  narrow  for  a  limited  distance  CD  and  then 
gradually  enlarges  to  its  original  size  at  £.  On  approaching 
A  A  the  surface  rises,  attains  its  greatest  height  QT  Rhovt  PQ 
at  A ,  falls  to  V  at  C,  then  to  a  point  W  below  PQRS  at  D, 
and  finally  suddenly  rises  from  W  to  the  surface  of  steady 
motion  at  R. 

Let  2  be  the  depression  of  W  below  PS. 
''  B,  B^  be  the  widths  at  D  and  £. 
*  *  «,  f/j  be  the  mean  velocities  at  D  and  E. 
Then 

1^  —  u^ 


s  z  :  a- 


2^ 


where  a  may  be  taken  =1.1, 
If  the  section  is  a  rectangle, 

B{A^  -  z)u  =  B^u^A^. 

Therefore, 

u'f      B?h? 

=  a--  I 


-sr 


z^V^-'CA,  -  z) 


a  cubic  equation  giving 
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The  surface  DE  may  now  be  plotted,  and  QT  may  be 
found  as  in  Case  I. 

These  expressions  also  give,  approximately,  the  depression 

below  the  surface  PQRS  of  steady  motion  when  the  channel 

has   its  section    suddenly   changed    by   such   obstructions   as 

bridge-piers.  , 


Fig.  162. 

On  approaching  the  pier  ends  the  water-surface  gradually 
rises  to  the  maximum  height  T  above  PSy  then  falls  to  XY 
below  PS  between  the  piers,  and  finally  rises  again  to  the  sur- 
face of  steady  motion  on  passing  into  the  open  channel. 

Let  B^,  B  h^  the  distances  between  the  axes  and  the 
inner  faces  of  the  piers. 

Let  H  be  the  depth  below  XY. 

Let  z  be  the  fall  from  T  to  X. 

Then,  according  to  Bresse,  the  value  of  z  is  given  by. the 

empirical  formula 

oiQ^K       I  I 


z  = 


fV 


2g  \  c;'B'H^^     b;\h  +  zj 

Cc  being  a  coefficient  of  contraction  and  having  an  average 
value  of  about  .8.  Also,  Q  is  the  discharge  for  the  width  B^^ 
of  the  channel. 

*  This  formula,  although  generally  adopted,  is  open  to  question.    Bresse 
considers  that  an  equally  correct  approximation  is  obtained  at  a  distance 

of  2o(i9i  —  B)  from  the  contraction  by  taking  z  m  2oiB  ( -J  —  i )  . 
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18.  Gauging  of  Streams  and  Watercourses. — The  amount 
of  flow  Q  in  cubic  feet  per  second  across  a  transverse  section 
of  -^  sq.  ft.  in  area  is  given  by  the  expression 

Q=Au, 

u  being  the  mean  velocity  of  flow  in  the  section  in  feet  per 
second. 

If  the  longitudinal  profile  and  several  transverse  sections  of 
a  channel  can  be  plotted,  the  volume  of  flow  may  be  calculated 
by  means  of  eq.  (i),  p.  275. 

Let  /^j ,  «2 ,  .  .  .  «^  be  the  mean  velocities,  A^y  A^^  .  .  .  A„ 
the  areas,  and  P^,  P^,  .  .  ,  P^  the  wetted  perimeters  oin  sec- 
tions of  the  channel  at  the  specified  distances  /j,  /j,  .  .  .  /^_, 
apart.  Then  Zy  the  fall  in  the  free-surface  level,  which  may 
te  found  from  the  longitudinal  profile,  is  given  by  the  equation 


in  which 


'  =  A  +  '2  +  •  •  •  +  /«-!,  ^  =  "^  =  ^  =  ^» 

and  a  may  be  taken  =1.1. 

But  A^Uy^  =.  Au  :=^  Q  —  /  u  —  .  .  .  =  A^u^y  and   m  ^=^p. 
Therefore 

and  Q  can  be  calculated  as  soon  as  the  integration  has  been 

effected,  which  may  be  possible  if  P  and  A  are  known  functions 

of  s.     An  approximate  value  of  the  integral   may  be  found 

graphically  as  follows : 

P 
Plot,  as  ordinates,  the  values  of  -^g  at  the  n  sections,  and 

join  the  upper  ends  of  those  ordinates.     The  area  between  the 
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extreme  ordinates,  the  axis,  and  the  line  thus  determined  is 
the  value  required. 


Fig.  163, 

Generally  speaking,  however,  the  above  method  of  gauging- 
the  flow  of  a  stream  is  not  very  accurate,  on  account  of  the 
errors  in  the  values  of  P,  A,  and  the  integral.  More  correct 
results  are  obtained  by  determining  the  mean  velocity. 

19.  Determination  of  the  Mean  Velocity  u.  Method  I. 
The  most  convenient  method  for  gauging  small 
streams,  canals,  etc.,  is  by  means  of  a  temporarily 
constructed  weir,  which  usually  takes  the  form  of  a 
rectangular  notch.  The  greatest  care  should  be 
exercised  to  insure  that  the  crest  of  the  weir  is  truly 
level  and  properly  formed,  and  that  the  sides  are 
truly  vertical.  The  difference  of  level  between  the 
crest  of  the  weir  and  the  surface  of  the  water  at  a 
point  where  it  has  not  begun  to  slope  down  towards 
the  weir  is  best  estimated  by  means  of  Boyden's 
hook-gauge.  Fig.  164. 

This  gauge  consists  of  a  carefully   graduated 
rod,  or  of  a  rod  with  a  scale  attached,  having  at  the 
lower  end  a  hook  with  a  thin  flat  body  and  a  fine 
point.      The  rod  slides  in  vertical  supports, 
and  a  slow  vertical  movement  is  given  by 
means  of  a  screw  of  fine  pitch.      A   stiff 
vertical   rod,    with   a   sharp  point,    having 
been  placed  at  5  to  8  ft:,  from  the  back  of 
the  weir,  with  the  point  on  a  level  with  the 
weir  crest,  water  is  run  into  the  flume  until 
it  rises  slightly  above  the  crest,  producing 
a   capillary  elevation  at   the    point.     The  Fig.  164. 

water  is  then  allowed  to  subside  until  this  elevation  is  barely 
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perceptible,  when  the  rod  may  be  removed.  A  hook-gauge  is 
next  placed  in  the  same  position,  and  the  hook  is  slowly  raised 
until  a  capillary  elevation  is  produced  over  its  point.  The 
hook  is  then  slowly  lowered  until  the  elevation  becomes  almost 
imperceptible,  when  a  reading  is  taken  corresponding  to  the 
level  of  the  crest  of  the  weir.  More  water  now  flows  into  the 
flume  and  over  the  weir.  As  soon  as  the  motion  has  become 
steady,  the  hook  is  raised  and  the  point  adjusted  at  the  surface 
in  the  manner  just  described.  A  second  reading  is  taken  and 
the  difference  between  the  two  readings  is  the  head  of  water 
over  the  crest. 

In  ordinary  light,  differences  of  level  as  small  as  the  one- 
thousandth  of  a  foot  can  be  easily  detected  by  the  hook- 
gauge,  while  with  a  favorable  light  it  is  said  that  an  experi- 
enced observer  can  detect  a  difference  of  two  ten-thousandths 
of  a  foot.  Such  differences,  however,  cannot  be  measured 
under  the  ordinary  conditions  of  practical  work. 

Method  II.  A  portion  of  the  stream  which  is  tolerably 
straight  and  of  approximately  uniform  section  is  defined  by 
two  trj^nsverse  lines  O^AB,  O^CD  at  any  distance  5  fk.  apart. 


o)^- 


■-^. 


Fig.  165. 


The  base-line   Ofi^  is  parallel  to  the  thread  EF  of  the 
stream,  and  observers  with  chronometers  and  theodolites  (or 


300  GAUGING. 

sextants)  are  stationed  at  O^ ,  O^,  The  time  T  and  path  EF 
taken  by  a  float  between  AB  and  CD  can  now  be  determined. 
At  the  moment  the  float  leaves  AB  the  observer  at  O^  signals 
the  observer  at  O^ ,  who  measures  the  angle  0^0^,  and  each 
marks  the  time.  On  reaching  CD  the  observer  at  O^  signals 
the  observer  at  O^ ,  who  measures  the  angle  Ofi^F,  and  each 
again  marks  the  time. 

Experience  alone  can  guide  the  observer  in  fixing  the  dis- 
tance 5  between  the  points  of  observation.  It  should  be 
remembered  that  although  the  errors  of  time  observations  are 
diminished  by  increasing  5,  the  errors  due  to  a  deviation  from 
lines  parallel  to  the  thread  of  the  stream  are  increased. 

A  number  of  floats  may  be  sent  along  the  same  path,  and 

their  velocities  (^1  are  often  found  to  vary  as  much  as  20  per 

cent  and  even  more. 

Having  thus  found  the  velocities  along  any  required  number 
of  paths  in  the  width  of  the  stream,  the  mean  velocity  for  the 
whole  width  can  be  at  once  determined. 

Surface-floats  are  small  pieces  of  wood,  cork,  or  balls  of 
wax,  hollow  metal  and  wood,  colored  so  as  to  be  clearly  seen, 
and  ballasted  so  as  to  float  nearly  flush  with  the  water-surface 
and  to  be  little  affected  by  the  wind. 

Subsurface-floats , — A  subsurface  float  consists  of  a  heavy 
float  with  a  comparatively  large  intercepting  area,  maintained 


J>K1 


Fig.  166  Fig.  167. 

at  any  required   depth  by  means   of  a  very  fine  and  nearly 
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vertical  cord  attached  to  a  suitable  surface-float  of  minimum 
immersion  and  resistance.  Fig.  166  shows  such  a  combina- 
tion, the  lower  float  consisting  of  two  pieces  of  galvanized  iron 
soldered  together  at  right  angles,  the  upper  float  being  merely 
a  wooden  ball. 

Another  combination  of  a  hollow  metal  ball  with  a  piece 
of  cork  is  shown  by  Fig.  167. 

The  motion  of  the  combination  is  sensibly  the  same  as  that 
of  the  submerged  float,  and  gives  the  velocity  at  the  depth  to 
which  the  heavy  float  is  submerged. 

Twin-floats, — Two  equal  and  similar  floats  (Fig.  168),  one 
denser  and  the  other  less  dense  than  water,  are 
connected  by  a  fine  cord.  The  velocity  (7-^)  of 
the  combination  is  approximately  the  mean  of 
the  surface  velocity  {v^  and  of  the  velocity  {v^) 
at  the  depth  to  which  the  heavier  float  is  sub- 
merged.     Thus 

^^  +  '^d 


Vt  = 


and  therefore 


Fig.  168. 


Vj  =  2V4  —  V 


J  > 


so  that  7\/  can  be  determined  as  soon  as  the  value  of  7'^  has 
been  observed  and  the  value  of  7/,  found  by  surface-floats. 

Velocity-rod, — This  is  a  hollow  cylindrical  rod  of  adjustable 

length  and  ballasted  so  as  to  float  nearly 
vertical.  It  sinks  almost  to  the  bed  of 
the  stream,  and  its  velocity  (7„,)  is  ap- 
proximately the  mean  velocity  for  the 
whole  depth. 

Francis  gives  the  following  empirical 
formula  connecting  the  mean  velocity  (7',^) 
with  the  observed  velocity  {y^  of  the  rod : 


W  ijUfU^yii  i.,)L4tg 


Fig.  169. 


^'m  =^I.OI2  -  .Ii6a/-    V 
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d  being  depth  of  stream,  and  d'  the  depth  of  water  below 
bottom  of  rod ;  but  d'  should  not  exceed  about  one  fourth  of  d. 
Method  III.  Pitot  Tube  and  Darcy  Gauge, — A  Pitottube 
(Figs.  170  to  172)  in  its  simplest  form  is  a  glass  tube  with  a 
right-angled  bend.  When  the  tube  is  plunged  vertically  into  the 
stream  to  any  required  depth  z  below  the  free  surface,  with  its 
mouth  pointing  up-stream  and  normal  to  the  direction  of  flow, 


Fig.  170.  Fig.  171.  Fig.  17a 

the  water  rises  in  the  tube  to  a  height  //  above  the  outside  surface, 
and  the  weight  of  the  column  of  water,  z  -\-  h  high,  is  balanced 
by  the  impact  of  the  stream  on  the  mouth.      Hence  (Chap.  V) 


wA(z  +  h)  =  ivAz  +  kwA 


tc 


2^' 


and  therefore 


h^k 


ur 


2^ 


A  being  the  sectional  area  of  the  tube,  u  the  velocity  of  flow 
at  the  given  depth,  and  k  a  coefficient  to  be  determined  by 
experiment. 

A  mean  value  of  ^  is  1.19.  With  a  funnel-mouth  or  a 
bell-mouth  Pitot  found  ^  to  be  1.5.  This  form  of  mouth, 
however,  interferes  with  the  stream-lines,  and  the  velocity  in 
front  of  the  mouth  is  probably  a  little  different  from  that  in  the 
unobstructed  stream. 

The  advantages  of  tubes  of  small  section  are  that  the  dis- 
turbance of  the  stream-lines  is  diminished  and  the  oscillations 


of  the  column  of  water  are 
checked.  Darcy  found  by- 
careful  measurement  that 
the  difference  of  level  be- 
tween the  surfaces  of  the 
water -column  in  a  tube  of 
small  section  placed  as  in 
Fig.  1 70,  and  of  the  water- 
column  placed  as  in  Fig. 
1 7 1  with  its  mouth  parallel 
to  the  direction  of  flow,  is 
almost   exactly   equal   to 

When  the  tube  is 
placed  as  in  Fig.  172  with 
its  mouth  pointing  down- 
stream and  normal  to  the 
direction  of  flow,  the  level 
of  the  surface  of  the  water 
in  the  tube  is  at  a  depth 
k'  below  the  outside  sur- 
face, and 

■•'t 

where  k'  is  a  coefficient 
to  be  determined  by  ex- 
periment and  a  little  less 
than  unity. 

In  this  case  the  tube 
again  obstructs  the  stream- 
lines. Pitot's  tube  does 
not  give  measurable  indi- 
cations of  very  low  veloci- 
ties.    A  serious  objection 


//  =  *'- 
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to  the  simple  Pitot  tube  is  the  difficulty  of  obtaining  accurate 
readings  near  the  surface  of  the  stream.  This  objection  is 
removed  in  the  case  of  Darcy's  gauge,  shown  in  the  accom- 
panying sketch,  Fig.  173. 

A  and  B  are  the  water-inlets;  C  and  D  are  two  double 
tubes;  £  is  a  brass  tube  containing  two  glass  pipes  which 
communicate  at  the  bottom  with  the  water-inlets  and  at  the 
top  with  each  other,  and  with  a  pump  F  by  which  the  air  can 
be  drawn  out  of  the  glass  pipes,  thus  allowing  the  water  to  rise 
in  them  to  any  convenient  height. 

Thus  Darcy's  gauge  really  consists  of  two  Pitot  tubes  con- 
nected by  a  bent  tube  at  the  top  and  having  their  mouths  at 
right  angles  or  pointing  in  opposite  directions.  If  //  is  the 
difference  of  level  between  the  water-surfaces  in  the  tubes 
when  the  mouths  are  at  right  angles,  then 


t^ 


=  //, 


and    Darcy's    experiments  indicate  that  k  does  not    sensibly 
differ  from  unity. 

When  the  mouths  point  in  opposite  directions,  let  h^ ,  k^ 
be  the  differences  of  level  between  the  stream-surface  and  the 
surfaces  of  the  water  in  the  tube  pointing  up-stream  and  the 
tube  pointing  down-stream,  respectively.     Then 


u" 


K  =  *i  o  ' 


and  therefore 


2g 


where  k  =:  k^-\-  ky 
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k  having  been  determined  experimentally  once  for  all,  the 
difference  of  level  (=  //j  +  h^  between  the  columns  for  any- 
given  case  can  be  measured  on  the  gauge  and  the  value  of  u 
can  then  be  found. 

A .  cock  may  be  inserted  in  the  bend  connecting  the  two 
tubes,  and  through  this  cock  air  may  be  exhausted  and  a  par- 
tial vacuum  created  in  the  upper  portion  of  the  gauge.  The 
water-columns  will  thus  rise  to  higher  levels,  but  the  difference 
between  them  will  remain  constant.  Thus  the  surface  of  the 
column  in  the  down-stream  tube  may  be  brought  above  the 
level  of  the  outside  surface,  and  the  reading  is  then  easily 
made. 

Sometimes  the  gauge  is  furnished  with  cocks  at  the  lower 
parts  of  the  tubes,  and  if  these  cocks  are  closed  when  the 
measurement  is  to  be  made,  the  gauge  may  be  removed  from 
the  stream  for  the  readings  to  be  taken. 

Method  IV.  Curmit-fncters. — The  velocity  of  flow  in 
large,  streams  and  rivers  is  most  conveniently  and  most 
accurately  ascertained  by  means  of  the  current-meter.  The 
-earliest  form  of  meter, > the  Woltmann  mill,  is  merely  a  water- 
mill  with  flat  vanes,  similar  in  theory  and  action  to  the  wind- 
mill. When  the  Woltmann  is  plunged  into  a  current,  a 
counter  registers  the  number  of  revolutions  made  in  a  given 
interval  of  time,  and  the  corresponding  velocity  can  then  be 
determined.  This  form  of  meter  has  gone  out  of  use  and  has 
been  replaced  by  a  variety  of  meters  of  greater  accuracy,  of 
finer  construction,  and  much  better  suited  to  the  work.  In  its 
simplest  form  the  present  meter  consists  of  a  screw-propeller 
wheel  (Fig.  1 74),  or  a  wheel  with  three  or  more  vanes  mounted 
on  a  spindle  and  connected  by  a  screw-gearing  with  a  counter 
which  registers  the  number  of  revolutions.  The  meter  is  put 
in  or  out  of  gear  by  means  of  a  string  or  wire.  When  a  cur- 
rent velocity  at  any  given  point  is  to  be  found,  the  reading  of 
the  counter  is  noted,  the  meter  is  sunk  to  the  required  position, 
and  is  then  set  and  kept  in  gear  for  any  specified  interval  of 
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time.  At  the  end  of  the  interval  tlie  meter  is  put  out  of  gear 
and  is  raised  to  the  surface,  when  the  reading  of  the  counter  is 
again  noted.  The  difference  between  the  readings  gives  the 
number  of  revolutions  made  during  the  interval,  and  the 
velocity  is  given  by  an  empirical  formula  connecting  the 
velocity  and  the  number  of  revolutions  in  a  unit  of  time. 

The  vane  I' is  introduced  to  compel  tlie  meter  to  take  a 
direction  perpendicular  to  that  of  the  stream-lines,  but  this 
may  not  necessarily  be  perpendicular  to  the  axis  of  the  stream. 
The  slight  error  due  to  this  discrepancy  is  usually  disregarded 
in  practice. 

In  order  to  prevent  tlic  mechanism  of  the  meter  from  being 

Fig.   174. 


Fio.  175- 

injuriously  aflected  by  floating  i)articies  of  detritus,  Revy 
enclosed  the  counter  in  a  brass  box.  Fig.  175,  with  a  glass 
face,  and  filled  the  bo.x  with  pure  water  so  as  to  insure  a  con- 
stant coefficient  of  friction  for  the  parts  which  rub  against  each 
other.  In  the  best  meters,  however,  the  record  of  the  number 
C^  revolutions  is  kept  by  means  of  an  electric  circuit,  I'ig.  176, 
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"which  is  made  and  broken  once,  or  more  frequently,  each 
revolution,  and  which  actuates  the  recording  apparatus.  The 
time  at  which  an  experiment  begins  and  ends  is  noted,  and  the 
revolutions  made  in  the  interval  are  read  on  the  counter,  which 
may  be  kept  in  a  boat  or  on  the  shore,  as  the  circumstances 
of.  the  case  may  require.     The  meter  is  usually  attached  to  a 

Fig.  176. 


> 7 

0  It 

j^~- 

cL — Z — ^ 

Fig.  177. 

suitably  graduated  pole,  so  that  the  depth  of  the  meter  below 
the  water-surface  can  be  directly  read.  In  deep  and  rapid 
water  the  meter  must  be  held  by  a  wire  cord  which  will 
usually  require  to  be  guyed  to  a  forward  line.  The  mean 
velocity  for  the  whole  depth  at  any  point  of  a  stream  may  be 
found  by  moving  the  meter  vertically  down  and  then  up,  at  a 
uniform  rate.  The  mean  of  the  readings  at  the  two  surface 
positions  and  at  the  bottom  position  will  be  the  number  of 
revolutions  corresponding  to  the  mean  velocity  required.  The 
mean  velocity  for  the  whole  cross-section  may  also  be  deter- 
mined by  moving  the  meter  uniformly  over  all  parts  of  the 
section. 

The  meter  should  be  rated  both  before  and  after  it  is  used. 
This  is  done  by  driving  the  meter  at  different  uniform  speeds 
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through  still  water.  Experiment  shows  that  the  velocity  2? 
and  the  number  of  revolutions  ;/  are  approximately  connected 
by  the  formula 

where  a  and  b  are  coefficients  to  be  determined  by  the  method 
of  least  squares  or  otherwise. 
Exner  gives  the  formula 

v^  being  the  velocity  at  which  the  meter  just  ceases  to  revolve. 
Other  Methods. — Many  other  pieces  of  apparatus  for 
the  measurement  of  current  velocities  have  been  designed. 

Perrodil's  hydrodynamometer,  for  example,  gives  the 
velocity  directly  in  terms  of  the  angle  through  which  a  vertical 
torsion-rod  is  twisted,  and  in  this  respect  is  superior  to  the 
current-meter. 

The    tachometer    or    hydrometric    pendulum    (Fig.     178), 

again,  connects  the  velocity  with 
the  angular    deviation  from   the 
vertical  of  a  heavy  ball  suspended 
\^  by  a  string  in  the  current. 

■^^i       3  Hydrometric      and      torsion 

balances  have  also  been  devised, 
but  they  must  be  regarded  rather 
as   curiosities   than    as  being  of 
any  real  practical  use. 

Having  found  the  maximum  surface  velocity,  v,,  at  any 
point  in  a  watercourse,  by  one  of  the  above  methods,  then 
(Art.  ID,  p.  259)  the  mean  velocity  of  the  whole  section  is 
given  by  the  empirical  relation 

u  =  K. 
If  the  transverse  section  of  the  waterway,  at  the  point  in  ques- 


Fig.  178. 
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tion,  is  plotted  and  its  area,  A,  measured,  the  discharge,  Q^ 
may  be  at  once  calculated  by  means  of  the  formula 

Q  =  iAv„ 

Again,  selecting  an  approximately  straight  length  of  channel, 

let  X  be  the  distance  from  the  origin  of  a  particle  in  the  surface 

filament    of  maximum  velocity.      Then  the  velocity  of  this 

dx 
particle  is  ^,  and  therefore 

A.    dx 
I     dt 


Hence 


5c/o  ' 


Qt  =  ^-  \    Adx. 


t  being  the  time  in  which  the  float  passes  over  the  distance  s. 

If  this  distance  is  now  divided  into  n  equal  divisions,  and  if 
Aq,  A^,  A^^,  A^,  .  .  .  A„  arc  the  areas  of  the  waterway  at  the 
commencement,  at  the  (;/  —  i )  intermediate  division  points  and 
at  the  end  of  the  length  j,  then,  by  Simpson's  rule, 

The  integration  may  also  be  at  once  effected  if  A  is  given  as  a 
function  of  .r. 

Again,  if  H  is  the  depth  of  steady  motion, 

mi  _    ,_^ 
d    ~  "'  ~  A^' 

and  if  the  width  B  of  the  channel  is  large  as  compared  with- 
H,  m  =  H,  approximately,  and  A  =  BH. 


Jio 
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Therefore 


^ 


Q^B^     Ih^ 


At  any  given  point  in  the  stream  B  may  be  considered  con- 
stant, /  is  also  constant,  and  a  coefficient  m  may  be  substituted 


for 


Vr 


— .      The  actual  depth  //,  which  may  be  read  on  a  fixed 


vertical  scale  at  the  point  in  question,  differs  from  H  hy  2l 
certain  quantity  //.  Thus  the  last  equation  may  be  written  in 
the  form 

Q  =  vi{Ji  +  ;/)*, 

a  convenient  expression  which  is  sometimes  used  to  determine 
the  volume  of  flow  in  wide  rivers.  The  coefficients  tn  and  n 
are  constant  at  the  same  point  for  all  depths,  but  vary  from 
point  to  point. 


TABLE   GIVING  THE  VALUES   OF  m  AND    ».  THE  UNIT  BEING 

A    METRE   OR   A    FOOT. 


Locality. 


Mantes  bridge  on  the 
Seine 

Roanne  bridge  on  the 
Loire 

Cdme  bridge  on  the  Adda 


tn 


Metres. 


95 

I  So 
100-3. 2  h. 


n 

Feet. 

Metres. 

Feet. 

565 

.7 

3.3 

1070 
594-5.8  h. 

.25 
.0 

.82 
.0 

Authority. 


Cuvinot 

Graeff 
Lombardini 


Note. — From  an  examination  of  a  large  number  of  gaugings  Bresse 
infei^  that  u  =  .85^,  gives  better  average  results  than  u  =  .8v«  (Art.  10  and 
p.  259).  The  latter,  however,  is  equally  safe  unless  it  is  necessary  to  pro- 
vide against  floods.     (Ann.  des  Fonts  et  Chauss/es^  1897.) 
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VALUES   OF  b  AND  c,    FOR    THE   SIX  CLASSES    I    TO   VI,   P.  250^ 
IN    BAZIN'S   NEW  FORMULA,  bv^  =  mi,  OR  t;  =  cVmi,  WHERE 


■( 


di  + 


^T  i^rni*   OR  =  157.6  Vwi^    ACCORDING     AS     THE 


•UNIT   IS   A   METRE   OR   A    FOOT. 


Value 

of  DM.  1 

Class  L 

Class  II, 

1 

Class 

III. 

the  Unit 

the  Unit  being 

a 

the  Unit  being 

'  a 

the  Unit 

being 

a 

being  a 

Metre. 

Foot. 

Metre. 

Foot. 

Metre. 

F( 

1 

>ot. 

Metre 

Foot. 

6 

c 

^ 

e 

i 

c 

^ 

c 

» 

c 

i 

c 

.05 

.16 

.0146 

68. s 

.00445 

194.1 

•0197 

50.7 

.00600 

91.8 

•035a 

98.4 

,0x073 

51.x 

.06 

.90 

.0143 

69.8 

.00436 

116.4 

.0190 

53.6 

.00579 

95.3 

.033X 

30.9 

oioov 

54. 5 

■07 

•a3 

.0141 

70.9 

.00430 

198.4 

.0185 

54^a 

.00564 

98.9 

•0315 

31.7 

oo96<> 

56.S 

.08 

.96 

.0139 

71.8 

.00434 

130.0 

.0180 

55-6 

.00549 

100.7 

.0309 

33.x 

00930 

59.9 

.09 

.30 

.0138 

79.5 

.00421 

131. 3 

.CX76 

56.7 

.00536 

109.7 

.0291 

34.4 

.00887 
.0085^ 

62.3 

.10 

-33 

.0137 

73-1 

.00418 

139.4 

.0173 

57.7 

.00527 

104.5 

.038a 

35.5 

ti^ 

.XI 

.36 

.0136 

73.6 

.0041s 

>33-3 

.0170 

58  7 

.00518 

X06.3 

.0274 

36.5 

00835 

66.1 

.19 

•39 

.0135 

74^» 

.00411 

134.9 

.0168 

59-5 

.00513 

108.3 

.0263 

37.4 

oo8i7 

67.7 

•»3 

•43 

.0134 

74^6 

.00408 

«35.« 

.0166 

60. a 

.00506 

109.0 

.0963 

38.9 

.00799 

69.3 

•>4 

•46 

•o»33 

75.0 

.00405 

135.8 

.0x64 

60.9 

.00500 

110.3 

.0236 

39.0 

.00780 
.00768 

70.6 

•«5 

•49 

it 

75«6 

It 

136.3 

.0163 

61.5 

.00497 

III. 4 

.0252 

39.7 

7t-9 

.16 

•5a 

.0139 

.00402 

136.9 

.0161 

63.x 

.00491 

112.5 

.0247 

40.5 

00753 

73.4 

•>7 

.56 

kt 

75^9 

t. 

»37.4 

.0160 

62.7 

.00488 

X13.6 

■0343 

41.3 

•0074 1 

74-7 

.18 

•59 

.0131 

76.9 

00399 

138.0 

.0158 

63.3 

.00483 

1x4.5 

.0340 

41.8 

oo73» 

75.8 

•»9 

.6a 

■  • 

76.5 

It    ' 

138.5 

.0157 

63.6 

.00471) 

115.9 

.0336 

42.4 

.00719 

76.9 

.30 

.65 

.0130 

76.7 

.00^96 

138.9 

.0156 

64.1 

.00476 

116. 1 

.0333 

43.9 

.00710 

77-7 

.91 

•69 

k» 

76.9 

139.3 

.0155 

64.5 

.00473 

116.8 

.0230 

43-5 

.0070' 

78  8 

.22 

.72 

»4 

77- « 

tt 

119-6 

.0154 

64  9 

.00470 

117. 6 

.0338 

44.0 

0069S 

79.7 

•23 

•75 

.0129 

77^3 

-00393 

140.0 

.0153 

65.  .< 

.00467 

1x8.1 

.0335 

44-4 

.00686 

80.1 

•24 

•79 

1. 

77-5 

.« 

140.4 

1. 

65.5 

II 

Z18.6 

.0223 

44.8 

ooftSo 

81. a 

•as 

.89 

It 

77.6 

It 

140.5 

.015a 

65.9 

.00463 

H9.3 

.o3ai 

45  •< 

.00674 

81.7 

.96 

•  85 

»l 

77.8 

It 

140.9 

.0151 

66.9 

.00460 

119.9 

.0319 

45.7 

00668 

82.8 

.97 

.88 

.oiaS 

78.0 

.00^90 

141.3 

.0150 

66.5 

.00457 

130.4 

.0217 

46.1 

00662 

53-5 

.98 

.93 

tt 

78.1 

141   5 

tt 

66.8 

t. 

121. 0 

.0315 

46.5 

00654 

84. a 

•«J 

•95 

ti 

78^3 

It 

141.8 

.0149 

67.0 

.00454 

131.4 

.0213 

46.9 

00649 

849 

•  30 

.98 

it 

78.4 

tt 

143  0 

II 

67.3 

•  » 

131.9 

.03XI 

47.3 

00643 

85.7 

•3> 

1.0a 

It 

78.5 

It 

143.2 

.0x48 

67  6 

.00451 

133.5 

.0210 

47.6 

00659 

86. a 

•3« 

1.05 

.0127 

78.0 

.00387 

143.4 

t. 

67.8 

1 1 

133.9 

.0209 

47  9 

00637 

86.7 

•33 

1.08 

tt 

78.8 

1 1 

142.7 

.0147 

68.0 

00448 

133.9 

.oao8 

48.3 

00634 

87.3 

•34 

I.Z9 

•» 

78  9 

tt 

X48.9 

.1 

68.9 

•  t 

«a3.5 

.0206 

48.5 

.Q0628 

87  8 

•35 

X.I5 

ti 

790 

II 

143.1 

.0146 

68.4 

.00445 

ia3-9 

.0204 

48.8 

.00633 

88.3 

.36 

X.18 

tt 

79.1 

ti 

1433 

II 

68.6 

1. 

194.9 

.0203 

49-3 

.oc6i9 

80.1 

•37 

X.9X 

.0196 

79.2 

.00384 

14?;5 

.0145 

68.8 

.00441 

134.6 

.0202 

49. 5 

00616 

89  6 

.38 

1.98 

.1 

•t 

t. 

1. 

69.0 

II 

195.0 

.030I 

49  8 

00613 

90.3 

•39 

It 

79-3 

It 

143.6 

.0144 

69.3 

.00438 

135.4 

.0200 

50.1       . 

U0609 

90.7 

.40 

1.31 

tt 

79-4 

tt 

143.8 

II 

69.4 

II 

125.7 

•0199 

50.4 

.U0606 

91.3 

•41 

1  34 

tt 

79.5 

It 

144.1 

It 

69.6 

It 

126. 1 

1 1 

50.6  1 

tt 

9' .5 

•4a 

"•38 

•» 

79.6 

It 

144    9 

.0143 

69.7 

.00436 

136.3 

.0x97 

50.9  1 

00600 

92.3 

•43 

1.41 

ti 

79-7 

tt 

144.4 

kk 

69.9 

»ft 

ia6.7 

.0196 

51    « 

00597 

92.6 

•44 

1-44 

.0125 

t* 

.00381 

II 

»i 

70.1 

44 

137.0 

.019s 

5X.4 

00595 

93  X 

•45 

'•47 

It 

79.8 

1. 

144.5 

.0143 

70.9 

.00433 

137.9 

.0194 

51  6 

00591 

93-5 

.46 

1. 51 

It 

79.9 

tt 

144.7 

1. 

70.4 

II 

137.4 

.0193 

51.8 

00588 

93.8 

•47 

I-54 

tt 

to.o 

It 

144.9 

tt 

70.S 

It 

127.7 

.019a 

53.0 

00585 

94. a 

.48 

J.57 

tt 

It 

It 

»• 

It 

70.6 

It 

X27.9 

.0191 

5a. 3      < 

00583 

94  7 

•49 

t.6i 

»t 

80. T 

It 

1451 

.0x41 

70.8 

.00430 

128.2 

1 4 

52.5 

4  4 

95  X 

.50 

1.64 

tt 

80.9 

tt 

145    .^ 

.1 

70.9 

14 

198.4 

.OIQO 

52.7      . 

0057Q 

95. S 

•55 

1.80 

.0134 

80.4 

.00378 

145.6 

.0140 

71.5 

.00437 

139.5 

.U186 

53.7      . 

00567 

97.3 

.60 

1.97 

•» 

80.7 

1. 

146.3 

.0139 

73.1 

.00434 

130.6 

.0x83 

54-6  t    ■ 

00558 

98.0 

.65 

9.13 

It 

80.9 

II 

146.6 

.0138 

73.6 

.00431 

131.5 

.0181 

55.4   1   . 

00552 

"00.3 

.70 

2. 30 

.0133 

81.  I 

.00375 

146.9 

.0137 

73.0 

.00418 

131.3 

.0178 

56.1 

00543 

lot. 6 

•75 

Q.^n 

t. 

81.3 

t. 

147.3 

.0136 

73.4 

.00415 

13a -9 

.0176 

5*^.8  1    . 

"0.^37 

102.9 

.8c 

9.6a 

It 

81.5 

•I 

147.6 

t » 

73.8 

II 

133.6 

.0174 

57  4       . 

00530 

104.0 

.85 

2.79 

.OI33 

8. .7 

.00373 

148.0 

•0135 

74.1 

.00411 

134. a 

.0172 

58.0 

00524 

105. 1 

.90 

3  95 

»i 

81.8 

II 

148.3 

.0134 

74.4 

.00408 

134.8 

.0171 

58.6 

00521 

106. 1 
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VALUES    OF   b  AND   c,  FOR  THE    SIX   CLASSES   I  TO  VI,  P.  250, 
IN   BAZIN'S    NEW    FORMULA,  bv^  =  mi,  OR  v  =  cVmi,  WHERE 

cUj^  -4:)  =87  Vmi,  OR  =  157.6  4/^7,    ACCORDING    AS    THE 
UNIT   IS    A   METRE    OR   A    FOOT. 


Value 

of   «M. 

CLAS.S    I. 

Class  II, 

Class  III, 

the  Unit 

the  Unit  being 

a 

the  Unit  being 

'a 

rhe  Unit  being 

a 

being  a 

Metre. 

Foot. 

Metre. 

Fool. 

Metre. 

Fo 

ot. 

Metre 

Fool. 

6 

c 

6 

.00372 

c 

b 

c 

b 

c 

b 

c 

b 

c 

•Q5 

3.12 

.012a 

81.9 

148.4 

.o'34 

74  7 

.00408 

»35« 

.0160 

59  » 

.00515 

107.0 

1. 00 

3.38 

tt 

82.0 

44 

X48.5 

•0133 

75.0 

.00405 

»35-8 

.oic8 

59-6 

.00512 

107.9 

l.IO 

3.61 

•  4 

82.2 

41 

Z48.9 

%  • 

75.4 

ki 

136.5 

.0165 

60.5 

.00503 

139.6 

1.20 

3*(>4 

.0121 

82.4 

.00369 

149.3 

.0132 

75-9 

.0040a 

»37  4 

.016^ 

61.3 

-00497 

IX  1.0 

1.30 

4.26 

•  • 

83.6 

4. 

149.6 

.0131 

76.3 

.00399 

138.2 

.0161 

^2  0 

.00491 

IC2.4 

x.40 

450 

II 

82.8 

44 

150.0 

4. 

44 

•  • 

44 

.0160 

62.6 

.cx>48& 

i«3-4 

X.50 

4.91 

i. 

82.9 

44 

150.2 

.0130 

76.9 

.00396 

»39-3 

.0158 

63.2 

.00482 

114.5 

1.60 

5«a5 

.0120 

83.0 

.00366 

150-4 

44 

77.2 

1* 

i39.« 

.0137 

63.8 

-0047Q 

115.6 

X.70 

5.58 

tt 

83.1 

.4 

150.5 

.0129 

77.5 

.00393 

X40.3 

.0156 

643 

.00476 

116.5 

X.80 

5.9* 

•  4 

83.2 

44 

150.7 

44 

77-7 

*• 

140.7 

.0154 

64.8 

.00470 

H7.4 
X18.X 

1.90 

6.24 

i» 

83.3 

44 

150.9 

.0X28 

77.9 

.00390 

141.1 

.oi5< 

65.2 

.00466 

a. 00 

6.57 

<i 

83.4 

44 

i5»-» 

44 

78.1 

%% 

»4«   5 

.0152 

65.6 

.UO463 

1x8.9 

2.ao 

7.22 

t« 

83.6 

44 

i5»-4 

.0127 

78.5 

.00^7 

142.2 

.0151 

66.4 

.00460 

iao.3 

a.40 
2.60 

7.87 

.0119 

83.7 

.00^^63 

151.6 

44 

78.8 

142.8 

.0149 

67.x 

-00454 

121.5 

8.53 

44 

838 

151-8 

.0126 

79.1 

.00384 

M3-3 

.0148 

67  7 

-00451 

132.6 

a. 80 

9.19 

it 

83.9 

44 

153.0 

.. 

79.4 

M3-9 

-0147 

e>8.a 

.00448 

123.5 

3.00 

9.84 

tk 

84.0 

4% 

152.2 

44 

79-6 

44 

144.2 

.U146 

68.7 

.00445 

124.4 

3.20 

10.50 

<t 

84.1 

44 

153-4 

.0135 

79.8 

.00381 

144  6 

.0145 

69.3 

.00442 

125.3 

3  40 

11.15 

ti 

84.2 

44 

152.5 

44 

80.0 

*. 

M4-9 

.0144 

(9.6 

•00439 

126.0 

3.60 

IX. 8x 

44 

84.3 

44 

152.7 

44 

80. a 

44 

»45.3 

.0143 

70.0 

.00436 

126.8 

3.80 

ia.47 

44 

84.4 

44 

152.9 

.0124 

80.4 

.00378 

M5-6 

.0142 

70.4 

-00433 

127.  t 

4.00 

i3'»» 

.0118 

44 

.00^60 

i5»-9 

»  . 

80.5 

4. 

X45.8 

.0141 

70.7 

.00430 

ia8.x 

4.50 

X4.76 

44 

84.6 

153  3 

41 

80.9 

44 

146.5 

.0140 

7«-5 

.00427 

>«9-5 

5.00 

16.4 

44 

84.7 

44 

«53-4 

.0123 

81.2 

-00375 

147.0 

.0130 

72.x 

•00424 

X30.6 

5-5° 

18.04 

44 

84.8 

II 

153-6 

.0123 

81.4 

44 

146.6 

.0138 

72.7 

.00421 

i3«.7 

6.00 

19.69 

44 

84.9 

44 

153.8 

1. 

8x.6 

41 

X47  8 

.0137 

73-» 

.00418 

132.6 

6.50 

a»-33 

41 

85.0 

44 

X54.0 

.0122 

81.8 

.00372 

148.2 

.0136 

73-7 

.00415 

«33  5 

7.00 

22.96 

44 

44 

II 

44 

.4 

82.0 

4. 

148.5 

.0135 

74.» 

.00412 

134. a 

7.50 

23.61 

41 

8s  I 

44 

154.2 

44 

83.  a 

44 

148.9 

.0134 

74-5 

.00408 

134.9 

8.00 

26.25 

44 

85.2 

44 

154.3 

44 

82.3 

14 

149. « 

li 

74.8 

ki 

»35  5 

8.50 

27.89 

.0117 

•  t 

.00356 

44 

.0121 

82.4 

.00369 

«49  3 

.0133 

75.« 

.00405 

136.0 

9.00 

a<)-53 

44 

85.3 

4. 

154.5 

4« 

82.6 

149  6 

*i 

75-4 

%\ 

136.5 

9.50 

3».t7 

41 

.4 

44 

.. 

44 

82.7 

44 

149.8 

.0132 

75-7 

.0040a 

1370 

10  00 

3a  81 

44 

44 

%4 

<4 

44 

82.8 

41 

150.0 

41 

7S.9 

44 

137-4 

11.00 

36.09 

44 

85.4 

II 

»54-7 

44 

83.0 

41 

150.4 

.0131 

755 

•00399 

138.4 

12. 00 

39-37 

44 

855 

14 

»54-9 

.0120 

83.x 

.00366 

150.5 

.0130 

76.8 

.00396 

139.1 

13.00 

43.65 

44 

44 

41 

4. 

4  4 

833 

44 

150.9 

it 

77.1 

139-7 

14.00 

45  93 

44 

85.6 

44 

155-0 

14 

83.4 

41 

151.1 

.0129 

77-4 

•00393 

140.2 

15.00 

49.21 

44 

44 

44 

44 

41 

83.5 

II 

15*  3 

II 

77-7 

ft% 

140.7 

x6.oo 

5a -49 

44 

85.7 

II 

155.  a 

II 

83.6 

14 

151  4 

.0128 

78.0 

.00:90 
44 

141.2 

17.00 

55-77 

44 

•  4 

14 

•t 

.0119 

83-7 

.00363 

151.6 

44 

78.3 

X41.8 

18.00 

59-06 

4i 

44 

»t 

14 

I. 

83.8 

.51.8 

.0X27 

78.5 

.00^87 

X42.2 

19.00 

'^•34 

44 

85.8 

14 

»55-4 

II 

83.9 

44 

X52.0 

<4 

78.7 

142.6 

20.00 

65.6a 

44 

•  • 

44 

44 

44 

84.0 

44 

152.2 

*' 

78.8 

*i 

142.8 
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VALUES  OF  b  AND   c,   FOR  THE   SIX   CLASSES    I   TO  VI.  P.  250. 
IN  BAZIN'S  NEW  FORMULA.  ^«  =  mi.  OR  v  =  cVmi,  WHERE 


c\l-\--^J\   =  ^iVmi,  OR  =  157.6  fw/,     ACCORDING     AS     THE 


\ 


UNIT    IS    A    METRE   OR    A    FOOT. 


Value  of  w, 

Class  IV, 

Class  V, 

Class  VI, 

the  Unit 

the  Unit  being 

a 

the  Unit  being  a 

the  Unit  being 

a 

beir 

iga 

Metre. 

Fo 

ot. 

Metre. 

Foot. 

1 

Metre. 

1 

F< 

JOt. 

Metre 

Foot. 

6 
.0552 

c 

b 

c 

'  A 

c 

b 

c 

b 

c 

b 

c 

.05 

.16 

18.1 

.ox68a 

33.8 

.0784 

13.8 

.03390 

23.2 

.1015 

9.9 

•03094 

•17.9 

.06 

.20 

•05 » 4 

X9.4 

.01567 

35-1 

•0725 

13.8 

.02310 

25.0 

•0937 

10.7 

.02856 

19.4 

.07 

•23 

.0484 

so  6 

.01475 

37-3 

.0680 

X4.7 

.02073 

26.6 

.0876 

XX. 4 

.02670 

20.6 

.08 

.26 

.0461 

21.7 

01405 

39-3 

.0644 

15.5 

.01963 

38.x 

.0827 

X2.I 

.03531 

91.9 

.09 

•30 

.0441 

23.7 

■o»345 

41.1 

.0613 

X6.3 

.01868 

29.5 

.0786 

X2.7 

.09396 

23.0 

.xo 

.33 

.0434 

33.6 

.01303 

43.7 

.0588 

17.0 

.01793 

30.8 

.075X 

«3.3 

.032S9 

24.x 

.IT 

•36 

.0410 

24-4 

.01350 

44a 

.0566 

X7.7 

.01735 

3a. X 

.0722 

X3^9 

.0220X 

25.2 

.13 

•39 

•0397 

as-a 

.01210 

45-6 

•0547 

X8.3 

.0X667 

33-a 

.0696 

X4^4 

.02I2X 

96.x 

■13 

•43 

.0386 

25-9 

•0X177 

46.9 

.0530 

X8.9 

.0x6x5 

34^a 

.0673 

14. 9 

.02055 

27.0 

•M 

.46 

0376 

26.7 

0:146 

47-5 

.0515 

X9-4 

.01570 

35.x 

.0653 

X53 

.01990 

27.7 

.15 

.49 

.0367 

27.2 

.OXZI9 

49-3 

.050X 

X9.9 

.01544 

36.0 

•0625 

X5.8 

.0x936 

28.6 

.16 

•5a 

•0359 

27.8 

.01094 

50.3 

.0489 

20.4 

.01490 

36.9 

.0618 

16.2 

.01884 

a9-3 

•  17 

.56 

.0352 

38.4 

.01073 

5X.4 

•0478 

20.9 

•01457 

37.9 

.0603 

x6.6 

.01839 

30.x 

.18 

•  59 

•0345 

39.0 

.01052 

5a. 5 

.0467 

21.4 

.01433 

38.8 

.0589 

17. 0 

.0X795 

30.8 

.19 

.62 

.0339 

29.5 

.01033 

53-4 

•0458 

21. 8 

.01396 

395 

.0577 

X7.3 

.0X759 

3X.4 

.20 

•55 

■0334 

30.0 

.01018 

54^  3 

.0449 

23.3 

.01369 

40.^ 

.0565 

X7.7 

.01723 

3a.  X 

.21 

.69 

.0338 

So^S 

.00997 

55-a 

•044X 

22.7 

•0X345 

41. X 

.0554 

18. X 

.01689 

3a. 8 

.23 

.72 

.0333 

30- 9 

.00985 

56.0 

•0434 

23.1 

.01334 

4X.8 

•0544 

18.4  *  .0x658 

33«7 

•»3 

•75 

.0319 

3x4 

00972 

56.9 

.0427 

23-4 

.01302 

42.4 

•0535 

X8.7  '  .OX63X 

33-9 

•a4 

•79 

.03x5 

3i^8 

.00900 

57.6 

.0420 

a3  8 

.01280 

43X 

.0526 

X9.0  .01603 

34-4 

•'5 

.82 

.0310 

i  3a. a 

.00945 

58.3 

•0414 

24.2 

.01262 

43.8 

.0518 

X9.3  .01579 

34^9 

.26 

•85 

.0307 

1  33.6 ;  .00936 

59 -o 

.0408 

34-5 

.0X344 

44^4 

.0510 

19.6  .01555 

35.5 

.27 

.88 

.0303 

33 -o  1.00934 

59.8 

.0403 

24.8 

.0x339 

44^9 

.0502 

19.9  .01528 

36.0 

.28 

.92 

.0300 

33.4  |. 0091s 

60.5 

•0397 

35.2 

.OX3IO 

45^o 

.0495 

20.2  .01507 

3«^S 

.29 

•95 

.0397 

33  7 

.00905 

61.0 

•0393 

as  5 

.01198 

46.2 

.0489 

20.5  .01489 

37.x 

.30 

.98 

.0293 

34- X 

.00893 

6t.8 

.0388 

25-8 

.01183 

46.8 

.0482 

90.7  .01468 

37.4 

•3» 

1.02 

.0391 

34.3  1.00887 

63.x 

.0383 

26.  X 

.01167 

47-4 

.0476 

2X.O   .0X450 

38.0 

•3a 

1.05 

.0388 

'  34.7  .00878 

63.9 

•0379 

26.4 

■01155 

48.0 

•047X 

21.2   .01435 

3?-» 

■33 

X.08 

.0385 

'  35.1  :. 00869 

63.6 

.0375 

26.7 

.01143 

48.6 

.0465 

2X.5  1  .01417 

38.9 

•34 

1.12 

.0383 

35.4  1.00863 

64  X 

■037X 

26.9 

.01X31 

48.7 

.0460 

31.7  j  .0x403 

39^  3 

•35 

'•*! 

.0380 

35.7  00853 

64.7 

.0368 

27.2 

.01122 

49-3 

.0455 

22. 0   .01387 

39.9 

.36 

1.18 

.0378 

36.0 

•00847 

65.2 

.0^64 

27.5 

.OHIO 

49^9 

.0450 

22.9 

01372 

40.x 

•37 

z.at 

.0376 

36- 3 

.00841 

65.7 

.0361 

27.7 

.01100 

50.2 

.0446 

32.4 

.01360 

40.6 

-38 

X.2S 

.0374 

36.6 

.00835 

66.3 

.0357 

28  0 

.01088 

50.8 

■  044X 

22.7 

.01344 

4X.X 

•39 

1.38 

.0272 

36.8 

00839 

66.6 

•0354 

98.3 

01079 

5x1 

•0437 

22.9   .OI33X 

4X.4 

.40 

I.3X 

.0270 

37- X 

00833 

67.x 

•035X 

28  5 

.01070 

5X-7 

•0433 

23.x  .oi3rgr 

4x8 

•At 

'•34 

.0368 

37^4 

.00817 

67.7 

.0349 

28.7 

.01064 

52.0 

.0429 

23.3  .01307 

42.2 

•4a 

1.38 

.0366 

37.6 

.00811 

68.1 

.0346 

28.9 

0105  s 

5a. 3 

.0426 

93.5  .01998 

4a. 5 

•43 

X.41 

.0364 

37-9 

.00805 

68.6 

•0343 

39.2 

.01046 

52.9 

.0422 

23^7 

.01386 

42.9 

•44 

'•44 

0362 

38.1 

00799 

69.1 

.0340 

29  4 

.01036 

53a 

.04x8 

23.9 

.0X274 

43.3 

•45 

'•47 

.0261 

38.4 

.00796 

60.6 

•0338 

29.6 

.01030 

53^6 

.0415 

94.x 

.0X265 

43.7 

.46 

X.5X 

.0259 

38.6 

.00789 

69.9 

•0335 

29.8 

.0I02X 

54  •« 

.0412 

24.3 

.01256 

44  0 

•47 

'•54 

.0258 

38.8 

.00786 

70.5 

•0333 

30.0 

.01015 

54^3 

.0409 

34^5 

.0x247 

44-4 

.48 

'•57 

.0256 

39  X 

.00780 

70  8 

.033X 

30.2 

.0x009 

54  7 

.0405 

94.7 

.01234 

44-7 

•49 

X.61 

.oa55 

39-3 

.00777 

71.2 

.0339 

30.4 

.01003 

55.0 

.0403 

24.8 

.01338 

44.9 

.50 

1.64 

.0353 

39.5 

.00771 

7X  5 

.0336 

30.6 

.00994 

55^4 

.0400 

25.0 

.01189 

45-3 

•|s 

X.80 

.0347 

40.5 

00753 

73.4 

.0317 

31.6 

.00966 

57. a 

.0386 

35-9 

•OTI77 

46.9 

.60 

1.97 

■  0341 

4»-4 

■00734 

750 

.0308 

3a. s 

.00939 

58.9 

•0375 

36.7 

.01143 

48.3 

.65 

»X3 

.0336 

4a  3 

.00719 

76.6 

.0300 

33-3 

.00QI4 
.00896 

60.3 

.0365 

27.4 

.01x12 

49  6 

.70 

2.30 

.0332 

43.x 

00707 

78.1 

.0294 

34  X 

6x.8 

.0356 

28.1 

.01085 

50.9 

•75 

a. 46 

.0238 

43.9 

.0069s 

79-5 

.0388 

34.8 

.00878 

63.0 

•0347 

28.8 

.01058 

53.1 

.80 

2.62 

.0334 

4^  6 

.00683 

80.8 

.0282 

355 

.00856 

64.3 

.0340 

29.4 

.01036 

S3.a 

.85 

a. 79 

.033Z 

45.2  .00674 

81.9 

.0277 

36.1 

00841 

65^4 

•0333 

30.0 

.010X5 

54.3 
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VALUES   OF  b  AND   c,  FOR  THE   SIX   CLASSES    I   TO  VI,  P.  250, 
IN    BAZIN'S   NEW  FORMULA,  bv*  =  mi,  OR  z;  =  c^mi,  WHERE 

cU  ■\- ~^J\  =  ^  Vmi,  OK  =   161.6  Vmi,    ACCORDING     AS    THE 
UNIT  IS  A  METRE  OR  A  FOOT. 


Value  of  m. 

Class  IV. 

Class  V, 

Class  VI, 

the  Unit 

the  Unit  being 

a 

the  Unit  being 

a 

the  Unit  being 

a 

bein&r  a 

Metr«- 

Foot 

Mcfre. 

Foot- 

Metr*»- 

Foot^ 

Metre 

Foot. 

6 

<■ 

6 

c 

6 

c 

6 

c 

3 

-—    1 
C        1 

1 

b 

c 

.9o«| 

a.  95 

.oat8 

45.9 

.00663 

83.1 

.0273 

36-7 

.00839 

66.5 

.0337 

30.6 

.00997 

55-4 

•95 

3.xa 

.0215 

46.5 

.00654 

84-2 

.0267 

37.3 

.00821 

67.6 

.0331 

31. 1 

.00979 

56.3 

I.OO 

3.28 

.0213 

47.0 

.00649 

85.1 

.0265 

37-8 

.00795 

68.5 

.0316 

3t-6 

.00963 

57-2 

I.  ID 

3.61 

.0208 

48.0 

.00634 

86.9 

.0238 

38.8 

.00786 

70.3 

•0307 

32.6 

.00936 

59-0 

I.20 

3.94 

.0204 

48.9 

.00622 

88.6 

.OS51 

39-7 

.00765 

71. 9 

.0299 

33  5 

.00911 

60.7 

T.30 

4.26 

.0201 

49.8 

.00613 

90.2 

.0246 

40.6 

00749 

73-5 

.0291 

34.3 

.00887 

62.1 

1.40 

4.59 

.0198 

50.6 

.00604 

91.6 

.0241 

4».4 

•00734 

74-9 

.0285 

35  » 

.00869 

63.6 

1.50 

4.91 

.0195 

51-3 

.00595 

92.9 

.0237 

42.2 

.00722 

76.3 

.0279 

35.^ 

.00850 

64.8 

1.60 

5-25 

.0192 

52.0 

.00585 

94.2 

•0233 

42.9 

.00710 

77-7 

.0274 

36.5 

-oo«35 

6^.2 

1.70 

5.58 

.0190 

52,6 

.00579 

95-3 

.0230 

43-6 

.00701 

79.0 

.0269 

37- * 

.00820 

67.2 

1.80 

5<?" 

.0188 

53-2 

-"0573 

96.3 

.0336 

44.2 

.00689 

80.1 

.0265 

37.7 

.00808 

68.3 

1.90 

6.24 

.0186 

53.8 

.00567 

97-4 

.0223 

44.8 

00680 

81.3 

.0261 

38.3 

.00796 

69.4 

a. 00 

6.57 

.0184 

54.3 

.00561 

98.4 

.033I 

45^3 

.00674 

81.7 

.0257 

38.9 

.00784 

70.5 

2.20 

7.22 

.0181 

55-3 

.00552 

100.2 

.0216 

46.4 

.00659 

84.0 

.0251 

39^9 

.00765 

72-3 

a. 40 

8.53 

.0178 

56.2 

.00543 

lOI.I 

.03I3 

47-3 

.00646 

85.7 

.0245 

40.8 

.00747 

73-9 

2  60 

.0175 

57  0 

.OOS34 

103. 1 

.oao8 

48.x 

.00634 

87.1 

.0240 

4X-7 

.00732 

75-' 

2.80 

9.19 

•0173 

57.7 

.00528 

104.4 

.0304 

48.9 

.00622 

88.5 

•023$ 

42.5 

.00717 

77  0 

3.00 

9.84 

.0171 

58.3 

.00521 

105.6 

.0201 

49.7 

.00613 

89.9 

,0331 

43-3 

.00705 

78.4 

3.20 

10.50 

.0170 

589 

.00518 

106.7 

.0199 

50.4 

.00607 

91.3 

.0327 

44.0 

•00693 

79-7 

340 

11.15 

.0168 

59.5 

.00512 

107.8 

.0196 

51.0 

.00598 

9«'3 

.0334 

44.6 

.00683 

80  8 

3.60 

II. 81 

.0167 

60.1 

.00509 

108.9 

.0194 

51.6 

.0059a 
.00585 

93-5 

.032X 

45.2 

.00674 

8. .9 

3.80 

12.47 

.0165 

60.6 

.00503 

109.8 

.0192 

52.2 

94.6 

.0218 

45.8 

.00665 

83.0 

4.00 

13.1a 

.0164 

6r.o 

.00500 

110.5 

.0190 

53.7 

•00579 

95-5 

.03l6 

46.4 

.00657 

84.0 

4.50 

M.76 

.0161 

62.1 

.00491 

112. 5 

.0x86 

53-9 

.00567 

97.6 

.0210 

47.6 

.00639 

86.2 

5.00 

16.40 

.0159 

63.0 

.00485 

114.1 

.0182'  55.0 

.00555 

99.6 

.0303 

48.8 

.00634 

88.3 

5- 50 

18.04 

.0157 

6.^.8 

.00479 

>I5^5 

.0179  56.0 

.00546 

10X.4 

.0201 

49.8 

.00613 

90.2 

6.00 

19.69 

•o»55 

64.6 

•00473 

116.9 

.0176,  56.8 

.00536 

ioa.9 

.0197 

50.7 

.00600 

91.8 

6.50 

2»-33 

•0153 

65.3 

.00466 

itS.i 

.0174  57.6 

-00530 

"04.5 

.0194 

51.6 

.OOSQI 
.00583 

93-5 

7.00 

22.96 

.0152 

65.8 

.00463 

X19.2 

.0172  58.3 

.00524 

105.6 

.0191 

52.3 

94-7 

7-50 

23.61 

.0151 

66.4 

.00460 

190.3 

.0170'  58.9 

.00518 

106.7 

.0189 

530 

.00576 

96.0 

8.00 

26.25 

.0150 

66.9 

•00457 

121.2 

.0168  59.5 

.00512 

107.8 

.0x86 

53.7 

.00567 

97-3 

8.50 

27.89 

.0149 

67.4 

•00454 

122. X 

.0I66  60.x 

.00506 

108.9 

.0184 

54-3 

.00561 

98-4 

9  00 

29-53 

.0148 

67.8 

.00451 

122.8 

.01651  60.7 

.00503 

109.9 

.0182 

54.9 

•00555 

99-4 

9-50 

3«.»7 

.0147 

68.3 

.00448 

"3-5 

.01631  6r.2 

.00497 

no. 8 

.0180 

55.6 

.00549 

X00.7 

lo  00 

32.81 

.0146 

68.5 

-00445 

124.0 

.0163,  61.6 

.00494 

1x1.6 

.0179 

56.0 

.00545 

X01.4 

11.00 

36.09 

.0144 

69.2 

.00438 

125.3 

.oi60|  62.5 

.00488 

113.3 

.0176 

57.0 

.00536 

103.2 

12. 00 

39.37 

.0143 

69.9 

.00436 

126.6 

•0x581  63.3 

.00483 

X13.6 

.0173 

57.8 

.00527 

104.6 

»3««> 

42.65 

.0142 

70.4 

-00433 

»a7.5 

.0x56^  63.9 

.00476 

»i3-9 

.0171 

58.6 

.00521 

X05.0 

X4.00 

45-93 

.0141 

70.9 

00430 

128.4 

.0155  64.5 

.00473 

116. 8 

.0169 
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MANNING'S   VALUES   OF  i    IN    THE    FORMULA   V  ^  c^nTu   THE 

UNIT   BEING   A  METRE   OR   A    FOOT. 


Value  of  m. 


Metre 


\^ry  Smooth 
Surface. 


Smooth  Surface. 


Metre. 


Foot. 


Metre. 

Foot. 

61 

1 10 

68 

123 

76 

137 

82 

148 

89 

100 

112 
120 

157 


161 

181 

■203 

217 

237 
284 
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47 

85     ' 

52 

94 

59 

107 

63 

114 

69 

125 

77 

139 

86 

156 

92  . 

167 

lOI 

183 

121 

219 

Surface  not  very 
Smooth. 

Rough  Surface. 

Metre. 

Foot. 

Meirr. 

Foot. 

36 

65 

30 

54 

40 

72 

34 

62 

45 

81 

38    • 

69 

48 

87 

41 

74 

52 

94 

45 

81 

59 

107 

50 

91 

66 

119 

56 

lOI 

71 

128 

60 

109 

77 

139 

65 

118 

92 

167 

79 

143 

Value  of  m. 

Surface  i 

n  Earth. 

Surface  in 
Gravelly  Soil. 

Irregulai 

•  Surface. 

Very  Irregular 
Surface. 

Metre. 

Foot. 

Metre. 

Foot. 

Metre. 

Foot. 

Metre. 

Foot. 

Metre. 

Foot. 

.05 

.16 

24 

43 

20             36 

17 

31 

15 

27 

.10 

•33 

27 

49 

23             42 

19 

34 

17 

31 

.20 

.66 

31 

56 

25 

45 

22 

40 

19 

34 

.30 

.98 

33 

60 

27 

49 

23 

42 

20 

36 

.50 

1.64 

36 

65 

30 

54 

25 

45 

22 

40 

1. 00 

3.28 

40 

72 

33 

60 

29 

53 

25 

45 

2.00 

6.56 

45 

81 

37 

67 

32 

58 

28 

51 

3.00 

9.84 

48 

87 

40 

72 

34 

62 

30 

54 

5.00 

16.40 

52 

94 

44 

79 

37 

67 

33 

60 

15-00 

49.20 

63 

114 

52 

94 

45 

81 

63 

114 
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EXAMPLES. 

1.  What  fall  must  be  given  to  a  canal  2600  ft.  fong,  7  ft.  wide  at  the 
top,  3  ft.  wide  at  the  bottom,  i\  ft.  deep,  and  conveying  40  cu.  ft.  of 
water  per  second  ?    (/  =  ^.)  Ans,  i  in  135. 

2.  Determine  the  fall  of  a  canal  1500  ft.  long,  of  2  ft.  lower.  8  ft. 
upper  breadth,  and  4  ft.  deep,  which  is  to  convey  70  cu.  ft.  of  water  per 
second.^     (/=.oo8.)  Ans.  i  in  1088.4. 

3.  For  a  distance  of  300  ft.  a  brook  with  a  mean  water  perimeter  of 
40  ft.  has  a  fall  of  9.6  ins.  ;  the  area  of  the  upper  transverse  profile  is 
70  sq.  ft.,  that  of  the  lower  60  sq.  ft.     Find  the  discharge.    (/=  .008.) 

Ans,  352.12  cu.  ft.  per  sec. 

4.  In  a  horizontal  trench  5  ft.  broad  and  800  ft.  long  it  is  desired  to 
carry  off  20  cu.  ft.  discharge  and  to  let  it  flow  in  at  a  depth  of  2  ft.  ; 
what  must  be  the  depth  at  the  end  of  the  canal  }    {/  =  .008.) 

Ans.  1.36  ft. 

5.  Water  flows  along  an  open  channel  12  ft.  wide  and  4  ft.  deep,  at 
the  rate  of  2  ft.  per  second.  What  is  the  fall?  A  dam  12  ft.  by  3  ft. 
high  is  formed  across  the  channel ;  how  high  will  the  water  rise  over  the 
crest  of  the  dam  ?  Ans.  i  in  480, /being  .08 ;  x.899  ft. 

6.  A  stream  is  rectangular  in  section,  12  ft.  wide,  4  ft.  deep,  and  falls 
I  in  100.  Determine  the  discharge  (i)  with  an  air-perimeter;  (2)  without 
air-perimeter.     (/  =  .008.)  Ans.  (i)  646  cu.  ft.  per  sec. 

(2)  665.088  cu.  ft.  per  sec. 

7.  A  canal  20  ft.  wide  at  the  bottom  and  having  side  slopes  of  ij  to 
I  has  8  ft.  of  water  in  it ;  find  the  hydraulic  mean  depth. 

Ans,  5.163  ft. 

8.  The  water  in  a  semicircular  channel  of  10  ft.  radius  when  full 
flows  with  a  velocity  of  2  ft.  per  second;  the  fall  is  i  in  400.  Find  the 
coefficient  of  friction.  Ans.  .2.  . 

9.  Calculate  the  flow  per  minute  across  a  given  section  of  a  rectan- 
gular canal  20  ft.  deep,  45  ft.  wide,  the  slope  of  the  bed  being  22  ins.  per 
mile  and  the  coefficient  of  friction  per  square  foot  =  .008. 

Ans.  292.856  cu.  ft. 

10.  Why  does  the  water  of  a  river  rise  on  the  formation  of  the  ice  } 

11.  Find  the  depth  and  width  of  a  rectangular  stream  of  900  sq.  ft, 
sectional  area,  so  that  the  flow  might  be  a  maximum  ;  also  And  the  flow, 
/being  .008  and  the  slope  22  ins.  per  mile. 

Ans.  21.21  ft. ;  42.42  ft.;  4885  cu.  ft.  per  sec. 

12.  The  section  of  an  aqueduct  is  a  trapezium  with  a  bottom  width 
of  6.56  ft.,  a  top  width  of  7.546  ft.,  and  a  depth  of  7.874  ft.,  the  slope  is 
6  per  1000,  and  the  faces  of  the  aqueduct  are  of  brickwork.     Determine 
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the  discharge  in  cubic  feet  per  second  when  the  depth  of  the  water  is 
4.92  ft.,  using  the  coefficient  given  by  {a)  Bazin ;  {b)  Kutter;  {c)  Man- 
ning. Ans,  (a)  471.276  ;  {b)  494-5484  ;  (^)  487.6973- 

13.  An  aqueduct  of  rectangular  section  is  to  convey  9504  (Imp.)  gal- 
lons of  water  per  hour  at  the  maximum  velocity  of  flow.  Assuming  as 
a  first  approximation  that  b  =  .0001 14,  and  that  the  slope  is  .33  per  1000, 
find  the  proper  width  and  slope.  Also  find  the  corresponding  velocity 
•of  flow.  Ans,  1. 01  ft.  and  3  in  10,000;  .828  ft.  per  sec. 

14.  What  head  is  required  to  give  a  velocity  4  ft.  per  second  in  a 
semicircular  channel  Of  3  ft.  diameter  and  5000  ft.  long,/ being  .0064? 

Arts.  10} J  ft. 

1 5.  The  section  of  a  length  of  La  Roche  Canal  in  rock  has  a  bottom 
width  of  .7  m.,  one  vertical  face  and  the  other  face  inclined  to  the  hori- 

zen  at  an  angle  tan  ~ '  2.  The  mean  velocity  of  flow,  when  the  water 
runs  .5  m.  deep,  is  .514  m.  per  second.  Find  the  slope,  a  suitable  value 
for  the  coefficient  b  or  c  being  selected  from  the  Tables.         Ans.  .002. 

16.  A  section  of  the  La  Roche  Canal  in  earthwork  has  its  sides 
sloped  at  45'  and  has  a  bottom  width  of  .3  m.  When  the  depth  of  the 
-water  is  0.5  m.  the  discharge  is  at  the  rate  of  205  litres  per  second. 
Determine  the  slope,  a  suitable  value  for  the  coefficient  b  being  selected 
from  the  Tables.  Also  show  that,  according  to  Bazin's  formula,  the 
maximum  surface  and  the  bottom  filament  velocities  are  .816  m.  and 
.49  m.,  respectively.  Ans.  Slope  =  .002. 

17.  Water  flows  along  a  symmetrical  channel,  20  ft.  wide  at  top  and 
8  ft.  wide  at  bottom  ;  the  friction  at  the  sides  varies  as  the  square  of  the 
velocity,  and  is  i  lb.  per  square  foot  for  a  velocity  of  16  ft.  per  second. 
Find  the  proper  slope  so  that  the  water  may  flow  at  the  rate  of  2  ft.  per 
second  when  its  depth  is  6  ft.  Ans,  i  in  3445. 

18.  Calculate  the  flow  across  the  vertical  section  of  a  stream  4  ft. 
deep,  18  ft.  wide  at  top,  6  ft.  wide  at  bottom,  the  slope  of  the  surface 
being  18  in.  per  mile.     (/  =  .oo8.)  Ans.  110.9376  cu.  ft.  per  sec. 

19.  The  waterway  in  a  channel  of  a  regular  trapezoidal  section,  has  a 
sectional  area  of  100  sq.  ft.  If  the  banks  slope  at  40"  to  the  horizontal, 
what  will  be  the  best  dimensions  for  the  section  ? 

Ans.  Bottom  width  =  5.25  ft. ;  depth  of  water  =  7.22  ft. 

20.  The  sides  of  an  open  channel  of  given  inclination  slope  at  45* 
and  the  bottom  width  is  20  ft.  Find  the  depth  of  water  which  will 
make  the  velocity  of  flow  across  a  vertical  section  a  maximum. 

Ans.  6.73  ft. 

21.  The  banks  of  a  channel  slope  at  45";  the  flow  across  a  transverse 
section  is  to  be  at  the  rate  of  100  cubic  feet  at  a  maximum  velocity  of  $ 
it.  per  second.     Determine  the  dimensions  of  the  transverse  profile. 

Ans.  11.05  ^^-  wide  at  bottom  ;  2.28  ft.  deep. 

22.  What  dimensions   must  be  given  to  the  transverse  profile  of  a 
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canal  whose  banks  slope  at  40*,  and  which  has  to  conduct  away  75  cubic 
feet  with  a  mean  velocity  of  3  ft.  per  second? 

Ans,  Depth  =  3.6  ft.;  width  at  bottom  =  2.62  ft. 

23.  The  section  of  a  canal  is  a  regular  trapezoid  ;  its  slope  is  i  in 
500;  its  width  at  the  bottom  is  8  ft.;  the  sides  are  inclined  at  30**  to  the 
vertical.  On  one  occasion  when  the  water  was  4  ft.  deep  a  wind  was 
blowing  up  the  canal,  causing  an  air-resistance  for  each  unit  of  free  sur- 
face equal  to  one  fifth  of  that  for  like  units  at  the  bottom  and  sides, 
where  the  coefficient  of  friction  may  be  taken  to  be  .08.  Determine  the 
discharge.  ^;/j. •75.34  cu.  ft.  per  sec. 

24.  A  canal  is  20  ft.  wide  at  the  bottom,  its  side  slopes  are  i^  to  i,  its 
longitudinal  slope  is  i  in  360;  calculate  H.M.D.  and  the  flow  per  minute 
across  any  given  vertical  section  when  there  is  a  depth  of  8  ft.  of  water 
in  the  canal.    (Coeff.  of  friction  =  .008.) 

If  a  weir  2  ft.  high  were  built  across  the  canal,  what  would  be  the 
increase  in  the  depth  of  the  water  ? 

Ans,  5.24  ft.;  2762.7776  cu.  ft.  per  sec;  2.79  ft. 

25.  In  the  Ourcq  canal  the  earthen  banks  slope  at  cot"'  i^,  and  the 
bottom  width  is  3.5.  Find  the  depth  of  the  water  when  the  discharge  is. 
3000  litres  per  second,  the  slope  of  the  canal  being  .1236  per  1000.  Also 
find  the  mean  velocity.  A^ts,  1.5  m.  to  1.4  m.;  .4  m.  per  sec. 

26.  The  banks  of  a  canal  slope  at  45",  the  section  being  a  trapezium. 
The  discharge  is  to  be  1200  litres  per  second  at  the  rate  of  .5  m.  per 
second.     Find  the  best  bottom  width  and  depth  and  also  the  slope. 

A^is.  .94  m.;  1. 14  m.;  .0004 according  to  Bazin  and  .0003 accord- 
ing to  Manning,  the  mean  being  .00035. 

27.  In  the  transverse  section  A  BCD  of  an  open  channel  with  a  ver- 
tical slope  of  I  in  300,  the  bottom  width  is  20  ft.,  the  angle  ABC  =  90* 
and  the  angle  BCD  =  45".  Find  the  height  to  which  the  water  will 
rise  so  that  the  velocity  of  flow  may  be  a  maximum  ;  also  find  the  dis- 
charge across  the  section,/ being  .008. 

Ans.  11.715  ft.;  1584  cu.  ft.  per  second. 

28.  The  sewers  in  Vancouver  are  square  in  section  and  are  laid  with 
one  diagonal  vertical. .  To  what  height  should  the  water  rise  so  that  {a) 
the  velocity  of  flow  may  be  a  maximum ;  (If)  the  discharge  may  be  a 
maximum.^    (A  side  of  the  square  =  12  in.) 

Ans,  (a)  .292  ft.  above  horizontal  diameter. 
(d)  .  5797  ft.     " 

29.  The  section  of  a  channel  is  a  rhombus  with  a  diagonal  vertical. 
How  high  must  the  water  rise  in  the  channel  (^0  to  give  a  maximum  of 
flow,  and  {d)  to  give  a  maximum  discharge? 

Ans.  If  D  is  the  length  of  the  horizontal  diameter,  and  if  0  is 
the  inclination  of  a  side  to  the  vertical,  the  water  must  rise  above 
the  horizontal  diameter  to  the  height  £>  cot  0  x  .207  in  {a)  and 
to  the  height  D  cot  0  x  .4099  in  {fi). 

30.  An  aqueduct  has  a  given  slope  and  a  square  section  with  a  diag- 


EX/4MPLES,  331 

onal  vertical.  Show  that  the  discharge  at  mazimum  velocity,  the  dis- 
charge  when  running  full  and  the  maximum  discharge  are  in  the  ratios 
of  I  to  I.I  1 5  to  1. 140,  and  that  the  corresponding  mean  depths  are 
.293^?,  •25<7,  and  ,27a,  a  being  a  side  of  the  square. 

31.  An  aqueduct,  with  a  section  in  the  form  of  an  isosceles  right- 
angled  triangle  of  height  h^  is  laid  with  its  base  horizontal.  Compare 
the  quantities  of  water  conveyed  {a)  when  running  full ;  {d)  when  the 
velocity  is  a  maximum;  {c)  when  the  quantity  conveyed  is  a  maximum, 
and  find  the  corresponding  mean  depths. 


Ans,  Quanttites,      (a)  ;         (0)  —      •         (c)         ^    , 

2.1973  2.0906  2.0484 

M^an  depths,  (a)  .207^ ;  (d)  .2288A  ;         (c)  .218A. 

32.  A  length  of  a  circular  aqueduct  of  waterway  A  and  mean  deptli 
m  has  to  be  replaced  by  a  length  of  an  equivalent  rectangular  aqueduct. 
If  the  depth  of  the  water  is^  and  the  width  of  the  rectangular  section  x, 
show  that 

d^x*y  =  bA^mix  +  2jk). 

the  value  of  -7-  being  ^  for  the  pipe  and^  for  the  rectangular  aqueduct. 

JVo/e, — In  first  approximations  take  b  =  lf, 

33.  Taking  the    coefficient    b    for    a    given   open  channel   to    be 

.00010058  and  the  corresponding  coefficient  (=  —  )  for  pipe-flow  to  be 

.0001 2485,  show  that,  approximately,  if  the  volume  of  flow  under  the  same 
head  is  the  same  both  for  the  channel  and  the  pipe, 

d'P  =  8^». 

A  being  the  sectional  area  of  the  waterway  in  the  channel,  P  the  wetted 
perimeter  and  ^/the  diameter  of  the  pipe. 

34.  Using  the  same  coefficients  as  in  the  preceding  example,  show 
that  the  loss  of  head  per  unit  of  length  in  a  pipe  is  nearly  88  per  cent 
greater  than  the  loss  in  an  op>en  semicircular  channel  of  an  equal  water- 
way and  giving  the  same  discharge. 

(Note.— 5/>i^^  the  whole  of  a  pipe-surface  develops  resistance  to  flew  ^  it 
is  evident  a  priori  that  the  loss  of  head  per  unit  of  length  must  be  much 
greater  than  in  the  case  of  the  open  channel) 

35.  The  Dhuis  aqueduct,  which  supplies  Pau  with  water,  has  a  slope 
of  I  in  10,000.  Its  section  is  egg-shaped,  the  lowest  portion  being  a  semi- 
circle of  .7  m.  radius.  The  aqueduct  conveys,  normally,  200  litres  per 
second.  Find  the  angle  subtended  at  the  centre  of  the  semicircle  by  the 
water-line,  and  hence  find  the  sectional  area  of  the  waterway,  its  depth 
and  the  velocity  of  flow.     Ans.  154";  .55  sq.  m.;  .54  m.;  36  m.  per  sec. 
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36.  Deduce  the  flow  formula  for  a  circular  aqueduct  of  radius  r, 
when  the  wetted  perimeter  subtends  an  angle  of  240*  at  the  centre. 

Ans.  t^t  s=  .26i^g*- 

37.  A  circular  aqueduct  of  6.56  ft.  diam.  conveys  49.44  cu.  ft.  of 
water  per  sec.  The  slope  is  i  in  10,000.  Find  {a)  the  angle  subtended 
at  the  centre  by  the  water-line ;  {p)  the  clear  head  above  the  water  sur- 
face ;  if)  the  velocity  of  flow. 

Ans.  (a)  240*  30' ;  (^)  1.63  ft.;  {c)  1.8 15  ft.  per  sec. 

38.  The  Avre  circular  aqueduct  conveys  2.05  cm.  per  second,  and  in 
one  length  the  slope  is  4  in  10,000.  Its  water-line  subtends  120''  at  the 
centre.     Find  the  radius,  taking  b  =  .0002  as  a  first  approximation. 

The  surface  has  a  very  smooth  coat  of  cement  .02  in.  thick;  de- 
termine the  actual  waterway,  the  wetted  perimeter,  the  mean  depth, 
the  velocity  of  flow,  and  the  clear  height  above  the  water-line. 

Ans.  Radius  =  .88  m. ;  181 3  sq.  m. ;  3.549  m. ;  .51  m. ;  1.13  m. 
per  sec. ;  .445  m. 

39.  The  Potomac  aqueduct,  which  is  faced  with  brick,  has  a  diameter 
of  9.0225  ft.  and  a  slope  of  .143  in  10,000.  The  water-line  subtends  an 
angle  of  240*  at  the  centre.  Taking  b  =  .0000609,  determine  quantity  of 
water  conveyed  in  gallons  per  day.  Ans.  69,997,071  Imp.  gallons. 

84,019,066  U.  S.  gallons. 

40.  Taking^  =  .0000609,  find  the  angle  subtended  at  the  centre  by 
the  water-line  and  also  find  the  free  height  above  the  water-surface  in 
the  Vanne  aqueduct  when  conveying  49.442  cu.  ft.  per  second,  the 
diameter  of  the  aqueduct  being  6.562  ft.,  and  the  slope  i  in  10,000. 

Ans.  240"  30'. 
4t.  Show  that  the»quantities  of  water  conveyed  by  a  circular  aque- 
duct of  radius  r,  when  the  water-hne  subtends  an  angle  of  240"  at  the 
centre,  when  the  velocity  of  flow  is  greatest,  when  running  full,  and 
when  the  quantity  conveyed  is  a'maxmium,  are  in  the  ratios  of  i  to  1.086 
to  1. 131  to  1. 188,  and  And  the  angles  subtended  at  the  centre  by  the 
water-lines  in  the  three  last  cases.  Also  determine  the  mean  hydraulic 
depths.  Ans.  Angles,  257"  27'  ;  360" ;  308*. 

Mean  depths,  .(io-y,  .6o8r;  .5^;  .573r. 

42.  For  a  small  tachometer  the  velocities  are  .163,  .205,  .298,  .366, 
.61  metre  ;  the  number  of  revolutions  per  second  are  .6,  .835,  1.467, 
1.805,  3.142,     Find  the  constants  corresponding  to  the  wheel. 

Ans.  .169;  .061. 

43.  Assuming  (i)  that  a  river  flows  over  a  bed  of  uniform  resistance 
to  source ;  (2)  that  to  maintain  stability  the  velocity  is  constant  from 
source  to  mouth;  (3)  that  the  river  sections  at  all  points  are  similar ; 
(4)  that  the  discharge  increases  uniformly  in  consequence  of  the  supply 
from  affluents — determine  the  longitudinal  section  of  such  a  river. 

Ans.  A  parabola. 
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44.  In  an  aqueduct  with  a  slope  of  i  in  10,000,  the  depth  of  water 
corresponding  to  a  condition  of  uniform  steady  motion  is  1.77  ft.  At 
a  certain  point  the  depth  is  increased  to  443  ft.  by  a  weir  3.77  ft.  in 
height.  Find  the  distance  to  which  the  '*rise"  extends  along  the 
aqueduct.  Ans.  50,038  ft. 

45.  The  channel  of  a  river  328  ft.  wide  is  narrowed  by  the  abutments 
of  a  bridge  to  a  width  of  42.65  ft.  The  depth  of  the  water  under  the 
bridge  is  12.63  ft.,  and  the  quantity  of  flow  per  hour  is  2,406.250  gallons. 
Find  the  height  of  swell.  Am.  .104  ft. 

46.  In  a  broad  channel  of  approximately  rectat^gular  sea||pn  there  is 
a  small  change  of  n%  in  the  depth.  Show  that  the  corresponding 
changes  in  the  velocity  of  flow  and  in  the  discharge  are  {^^  and  \\n% 
respectively.     Also,  if  the  banks  slope  at  an  angle  6,  show  that  the 

changes  become  1 -~;  —  Ti-      A  and   ( — r  — -71— ^ — -A    respec- 

^  \00\2A      PsmBj  100  \2A       y"  sm  0/  ^ 

tively,  ^,  d.  A,  /*,  v,  and  Q  bemg  the  initial  depth,  breadth,  area  of  water- 
way, wetted  perimeter,  velocity  of  flow,  and  discharge,  respectively. 


CHAPTER   IV. 

RAMS,   PRESSES.  ACCUMULATORS.  WATER-PRESSURE 
ENGINES. 

I.  Hydraulic  Rams. — By  means  of  the  hydraulic  ram  a 
quantity  of  water  falling  through  a  vertical  distance  //,  is  made 
to  force  a  smaller  weight  of  water  to  a  higher  level. 

The  water  is  brought  from  a  reservoir  through  a  supply- 
pipe  S.     At  the  end  of  this  pipe  there  is  a  valve  opening  into 
an  air-chamber  C.  which  is  connected  with  a  discharge-pipe  D. 
At  E   there    is    a   weighted   check-    or   clack-valve    opening 
inwards,  and  the  length  of  its  stem  (or  the  stroke)  is  regulated 
by  means  of  a  nut  or  cottar.     When  the  waste-valve  at  E  is 
open  the  water  begins  to  escape  with  a  velocity  due  to  the 
head  //,  and  suddenly  closes  the  valve.     The  momentum  of 
the  water  in  the  pipe  opens 
the  valve  at  B,  and  a  por- 
tion  of  the   water  is  dis- 
I  charged  into  the  air-vessel. 
From  this  vessel  it  passes 
into  the  discharge-pipe  in 
consequence  of  the  reac- 
tion of  the  compressed  air, 
.  At  the  end  of  a  very  short 
interval  of  time  the   mo- 
p  mentum  of  the  water  has 

been  destroyed,  the  valve 
opening  into  the  chamber  C  closes,  the  waste-valve  again 
opens,  and  the  action  commences  as  before.     It  is  found  that 
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the  efficiency  of  the  ram  is  increased  by  introducing  the  small 
air-vessel  F,  The  wave-motion  started  up  in  the  supply-pipe 
by  the  opening  and  closing  of  the  valve  opening  into  the 
chamber  C,  has  been  utilized  in  driving  a  piston  so  as  to  pump 
up  water  from  some  independent  source. 

Let  V  be  the  velocity  of  flow  in  the  supply-pipe  at  the 
moment  when  the  valve  at  E  is  closed. 

Let  W^  be  the  weight  of  the  mass  of  water  in  motion. 

W  v'^ 
Then   -*-*   is  the  energy  of  the  mass,  and  this  energy  is 

expended  in  opening  the  valve  at  B,  forcing  the  water  into  the 
air-chamber,  compressing  the  air,  and  finally  causing  the 
elevation  of  a  weight  W^  of  the  water  through  a  vertical  dis- 
tance k'. 

Let  ///  be  the  head  consumed  in  frictional  and  other 
hydraulic  resistances. 

Then 

W  1^ 
W^(Jl'  +  hf)  =  the  actual  work  done  =  — ^  — . 

This  equation  shows  that,   however  great  //'  may  be,   W^ 

has  a  definite  and  positive  value,  and  therefore  water  may  be 

raised  to  any  required  height  by  the  hydraulic  ram. 

IVJi' 
The  efficiency  of  the  machine  =  yj\  t  and  may  be  as  much 

as  66  per  cent  if  the  machine  is  well  made.  According  to 
d'Aubuisson, 


2.  Hydraulic  Press, — The  hydraulic  press  is  a  machine 
by  means  of  which  great  pressures  can  be  exerted  and  heavy 
weights  lifted,  the  energy  being  transmitted  through  water. 
It  consists  essentially  of  a  strong  cast-iron  or  cast-steel  cham- 
ber or  cylinder  containing  a  plunger  or  ram  which  is  acted 
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upon  by  water  pumped  through  piping  into  the  chamber  by  a 
single-acting  force-pump,  which  may  be  either  worked  by 
hantl  or  by  power. 

The  action  of  the  press 
depends  on  the  principle 
that  fluids  press  equally  in 
^^^  ail  directions  and  thus  the 
pressure  per  square  inch 
on  the  ram  is  equal  to  the 
pressure  per  square  inch  on 
the  pump-plunger.  Origi- 
nally discovered  by  Pascal, 
F"5'  "8°-  the  press  was  first  made  of 

practical  utility  by  Bramah,  who  made  the  moving  parts  water- 
tight by  the  introduction  of  cup-leather  packing. 

The  ram  is  packed  with  a  leatlier  collar  of  {\  form  which 
is  fitted  into  a  recess  turned  outin  the  neck  of  the  cylinder  and 
is  kept  in  place  by  the  cylinder-cover  gland. 
According  to  experiments  made  by  Hick, 
the  friction  at  the  collar  increases  directly 
with  the  diameter  of  the  ram  and  with  the  P'g-  '8'- 

pressure,  but  is  independent  of  the  depth  of  the  collar.  Hick's 
law  of  friction  is  expressed  by  the  following  formula : 

the  total  frictional  resistance  =  .03 141^  or  .o^yxdp, 

according  as  the  leather  is  in  good  condition  and  well  lubri- 
cated or  is  new  and  badly  lubricated. 

The  friction  is  about  i  per  cent  of  the  pressure  fora4-in.  ram. 
At  low  pressures  hemp  packing  is  invariably  used,  and 
sometimes  also  for  pressures  as  great  as  2000  lbs.  per  sq.  in., 
but,  generally  speaking,  it  is  rarely  used  for  pressures  exceed- 
ing about  700  lbs.  per  sq.  in.  The  ram  is  driven  forwards  by 
the  pressure  of  the  water  through  the  tight  collar,  and  is  capable 
of  lifting  a  weight  or  exerting  a  pressure  which  is  limited  in 
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"magnitude  only  by  the  strength  of  the  chamber  and  connec- 
tions and  by  the  capacity  of  the  pump. 

Let  L  be  the  stroke  of  the  ram. 

Let  W  be  the  weight  on  the  ram,  including  the  weight  of 
the  ram. 

Then  the  work  done  =  WL  =  —d^pL. 

4 

Let  Q  be  the  axial  force  on  the  plunger  produced  by  a  force 
J^  on  the  pump-lever  at  a  distance  /  from  the  fulcrum. 

Let  ^  be  the  distance  between  the  fulcrum  arid  the  axis  of 
the  plunger.  Then,  .disregarding  fluid  friction,  the  friction  at 
the  fulcrum,  arid  the  leather  or  *  *  packing  ' '  friction, 

Pp  =  <2^. 

But  0=-^-/>=    -4-.^.  =  ^'^=f.     . 

4 

/>d^ 
q  Lr 

If  rj ,  r^  are  the  internal  and  external  radii  of  a  press,  and 
if  /j ,  /^ ,  and  f  are  the  intensities  of  pressure  at  the  internal 
and  external  surfaces  and  the  intensity  of  stress  at  the  radius 
r,  then 

(See  Appendix,  "Th.  of  Structures,"  Bovey.) 

Hydraulic  presses  of  different  designs,  but  which  are  all 
more  or  less  modifications  of  the  Bramah,  are  employed  for  a 
variety  of  pressing  and  lifting  operations.  For  example,  they 
are  used  in  making  lead  pipes,  in  expressing  oil  from  seeds,  in 
baling  cotton,  in  pressing  yarn»  in  packing  hay,  etc.,  while 
the  modern  systems  of  punching,  riveting,  stamping,  forging. 
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shearing,  welding,  and  bending  depend  upon  the  peculiar 
advantages  of  hydraulic  power  for  such  purposes.*  Hydraulic 
presses  for  forging  have  largely  superseded  the  steam-hammer. 


Hydrauli 


Poriable  Kivet 


Baling-pre 


and  it  is  now  common  to  find  presses  with  capacities  ranging 
from  4000  to  10,000  tons,  the  working  intensity  of  pressure 
being  as  great  as  3  tons  per  sq.  in. 

The  hydraulic  jack.  Fig.  185,  is  a  portable  machine  for 
raising  heavy  weights  through  short  distances.  It  is  a  com- 
pact combination  of  a  force-pump  and  a  press.  The  rana  Q 
fits  the  press  ^^  and  is  made  water-tight  by  the  cup-leather  D. 
The  pump  is  worked  by  the  up-and-down  movement  of  a 
lever  which  presses  upon  a  cam  or  is  connected  with  other 
suitable  gearing  and  communicates  motion  to  the  pump-plunger 
■  /^.  The  water  in  the  chamber  is  thus  forced  through  a  valve 
into  the  hydraulic  cylinder,  developing  a  pressure  which  cau.ses 
the  ram  to  rise  and  to  lift  the  load  resting  on  the  head  H. 
*  In  America  compressed  air  is  largely  used  for  punching,  riveting,  etc. 
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As  the  pump-plgnger  rises  a  partial  vacuum  is  produced 
in  the  pump-chamber,  and  the  pressure  in 
the  reservoir  B  overcomes  the  resistance  of 
the  spring  on  the  inlet-valve  and  opens  a 
passage  for  the  water  into  the  pump-cham- 
ber. To  lower  the  jack,  a  relief-valve  is 
unscrewed,  and  the  water  returns  to  the 
reservoir  B  while  the  ram  falls.     The  ram 


may  be  prevented  from  turning  round  by  means  of  a  steel  set- 
pin  screwed  on  the  side  of  the  press  and  fitting  a  vertical  slot 
in  the  ram. 

The  construction  and  action  of  the  punching-bear,  Fig. 
i86.  are  essentially  the  same  as  in  the  hydraulic  jack.  By 
actuating  the  lever  L,  the  water  passes  into  the  hydraulic 
cylinder  C  and  by  its  action  forces  the  punch  P  down.  The 
punch  is  raised  by  first  opening  a  relief-valve  and  then  lower- 
ing the  lever  M,  which  causes  the  cam  to  raise  the  hydraulic 
ram,  and  the  water  from  the  hydraulic  cylinder  flows  back 
into  the  reservoir.  The  relief-valve  is  now  closed  and  the 
punching  operation  may  be  again  repeated. 

3.  Acciunnlator. — Low  pressures  of  170  lbs.  (=  392  ft.) 
to  250  lbs.  (=  576  ft.)  per  sq.  in.  can  sometimes  be  obtained 
ijrom  a   natural    supply  or  from  a   reservoir,   but  the    higher 
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pressures  of  700  Ihs.  (=  1612  ft.)  to  rooo  lbs.  (=  2304  ft.) 
per  sq.  in.  and  upwards,  which  are  almost  exclusively  adapted 
to  the  working  of  intermittent  machines,  must  be  artificially 
produced  by  means  of  pumping -engines.  In  a  direct  supply 
the  capacity  of  these  engines  must  be  sufficient  to  meet  the 
maximum  demand  at  any  moment,  but  the  fluctuation  in  Che 
demand  upon  the  mains  for  cranes,  capstans,  elevators,  etc., 
was  soon  found  to  be  so  great  as  to  render  imperative  some 
method  of  storing  energy.  This  has  been  effected  by  the 
introduction  of  the  accumulator,  which,  in  its  simplest  form, 
consists  of  an  annular  cylinder  (Fig.  187)  partially  or  wholly 
filled  with  scrap,  slag,  or  other  heavy  material,  or  of  a  series 
of  trays  {Fig.  188)  loaded  with  pig  iron  or  lead,  supported  by 
a  cross-head  on  the  top  of  a  ram  working  in  a  cylinder  with  a 


Fig.  187.  Fiii.  188. 

stuffing-box  and  gland  at  the  upper  end.  The  pressure- water 
is  admitted  by  a  branch  pipe  at  the  lower  end  and  raises  the 
ram  together  with  the  weight  it  carries.  Thus,  if  W  tons  are 
lifted  through  a  vertical  distance  s  and  if  the  water-pressure  on 
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the  ram  of  d?  in.  diameter  is  /  lbs.  per  sq.  in.,  the  total  store 
of  energy  in  foot-pounds 

7r^2 

=  2240  Us  = s/>. 

4 

When  the  accumulator  has  reached  the  highest  point  it 
actuates  a  lever  which  shuts  off  the  steam  so  that  the  engines 
cease  to  work  and  the  accumulator  falls.  When  it  has  reached 
the  lowest  point  it  again  actuates  a  lever  which  opens  a  valve 
and  admits  steam.  The  engines  again  commence  to  work  and 
the  accumulator  rises/ 

In  .small  plants  the  accumulator  fully  provides  for  the 
storage  of  sufficient  energy  to  meet  the  momentary  fluctuations' 
of  demand  for  the  power  necessary  to  work  machines  which 
are  intermittent  in  action,  and  without  the  accumulator  pump- 
ing-engines  of  greater  capacity  would  be  required.  In  large 
plants,  as  in  the  cities  of  London,  Manchester,  and  Glasgow, 
the  total  accumulator  storage  capacity  is  a  very  small  fraction 
of  the  total  supply,  and  at  the  times  when  the  demand  is 
heavy  the  accumulators  are  usually  almost  stationary.  In  such 
cases  they  may  be  considered  rather  as  regulators  of  pressure. 
They  are  also  of  great  importance  in  automatically  facilitating 
the  control  of  the  plant,  and  act  as  buffers  in  preventing  break- 
age and  shocks.  If  lack  of  space  prevents  the  use  of  an  acci- 
mulator  of  the  type  just  described,  an  intensifier^  Fig.  189. 
may  be  employed.  Water  at  a  pressure  of  /  lbs.  per  sq.  in. 
is  admitted  from  the  water-mains  or  from  a  tank  at  a  suitable 
elevation  to  the  lower  side  of  a  piston  of  diameter  D  ins.,  work- 
ing in  an  hydraulic  cylinder.  The  piston-rod  of  diameter  d 
ins.  forms  the  ram  of  the  accumulator  B^  and  works  through  a 
water-tight  neck.  Thus  the  pressure  in  the  accumulator  in  lbs. 
per  sq.  in. 

4^ 
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and  this  is  also  the  intensity  of  the  pressure  in   the  h}-draultc 
mains  C. 

Tweddell's  differential  accumulator,  Fig.  190.  is  also 
designed  for  cases  in  which  space  is  of  importance.  A  heavy 
cylinder  A,  with  the  usual  glands  and  cup-leathers  at  the  top 


Fic.  1S9-  Fic._  190. 

and  bottom,  is  loaded  with  a  number  of  lead  .or  cast-iron 
weights  W,  fitted  into  each  other,  and  slides  upon  a  ram  B, 
fixed  at  the  upper  end  by  a  bracket  and  at  the  lower  by  a  step. 
A  brass  liner  is  shrunk  upon  the  lower  portion  oftheram*so 
that  its  diameter  is  slightly  greater  than  that  of  the  upper 
portion.  A  hollow  passage  C  is  drilled  axially  along  the  ram 
and  connects  with  a  cross-passage  just  above  the  brass  liner. 
The  water  is  pumped  through  the  inlet-pipe  /.  fills  these 
passages  and  exerts  an  upward  pressure  over  an  effective  area 
equal  to  the  difference  between  the  area.s  of  the  lower  an^ 
upper  portions  of  the  ram.  Thus  very  heavy  pressures,  up 
to  2000  lbs,  per  sq.  in.,  or  more,  can  be  readily  obtained  with 
a  comparatively  small  weight.  But  the  volume  of  water  is 
'The  ram,  however,  is  usually  solid  steel. 
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small,  and  any  large  demand  for  power  will  cause  the  loaded 
cylinder  to  fall  rapidly,  so  that  when  it  is  brought  to  rest  a 
considerable  increase  of  pressure  is  developed  which  is  of 
advantage  in  punching,  riveting,  etc.  The  uppermost  weight 
is  connected  by  means  of  a  chain  with  a  relief-valve  which 
enables  the  limiting  positions  of  the  cylinder  to  be  automati- 
cally regulated. 

Let  Whe  the  total  de^A  weight  lifted. 

Let  F  be  the  friction  of  each  of  the  cup-leathers. 

Let  d^ ,  </j  be  the  diameters  of  the  lower  and  upper  portions 
of  the  ram. 

With  the  cylinder  at  the  height  x  above  its  lowest  position, 
let  /j  be  the  intensity  of  pressure  in  the  inlet-pipe  /  when  the 
cylinder  is  rising,  and  p.^  the  intensity  when  it  is  falling.     Then 

/F+  2F 
A  =  '^^'^  +  "Z . 

4 

W-  zF 
p^  =  wx-\- 


4 


Hence  an  approximate  measure    of  the  variation  of  the 
intensity  of  pressure  is 

i6F 


Pi  -  P,  = 


;r(d,'  -  d,*)' 


and  the  value  of  this  variation  is  ordinarily  from  about  I  per 
cent  of  the  pressure  for  a  i6-in.  ram  to  about  4  per  cent  for  a 
4-in.  ram. 

Experiment  has  shown  the  efficiency  of  an  accumulator  to 
be  as  high  as  98  per  cent,  i  per  cent  being  lost  in  charging 
and  I  per  cent  in  discharging.  Its  total  store  of  energy  is 
comparatively  small  and  it  cannot  maintain  a  supply  for  any 
length  of  time,  but  it  possesses  the  great  advantage  of  being 
able  to  use  its  energy  at  a  high  rate  for  a  short  period. 
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Fig.  jQi  represents  a  convenient 
form  of  accumulator  known  as  Brown's 
Steam  Accumulates.  .  A  ram  R  works 
in  the  hydraulic  chamber  H,  into 
which  water  is  forced  by  a  pair  of 
engines.  A  piston  P  is  attached  to 
the  upper  end  of  the  ram  and  works  in 
a  cylinder  supplied  with  steam  direct 
from  the  boilers.  As  soon  as  pressure- 
water  is.  supplied  to  hydraulic  ma- 
chinery the  ram  and  piston  fall,  opening 
the  steam-port,  so  that  steam  passes 
into  the  engine-cylinders.  The  pumps 
then  commence  to  work  and  force  in 
Pia.  tgi.  more   water  to  replace   that   which   is 

being  drawn  off".     This  accumulator  is  specially  for  use  on  ships. 
4.    Water-pressure    Engines.  —  In    these    engines    water 

under  pressure  is  admitted  into 

a  strong  chamber  or  cylinder, 

and    acts    upon    a    piston     or 

plunger  in   precisely  the  same 

manner  as  in  the  case  of  the  , 

steam-engine.     The  cylinder  is 

made  of  gun -metal  or  of  cast  I 

iron,  and  its  thickness  /,  which  I 

is  relatively  large    on    account 

of  the  wear,  may  be  calculated  *    '  ' 

from  the  formula 

/  ins.  =  .002^p^d-\-  1.25  ins., 

/a  being  the  pressure  in  atmospheres,  and  d  the  diameter  in- 
inches. 

The  frictional  resistances  and  the  possibility  of  severe  shocks 
are  increased  by  rapid  motion  and  reversals  of  motion.  Hence 
the  velocity  of  flow  in  the  supply-pipe  should  not  exceed  10  ft> 
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per  second,  and  preferably  should  be  limited  to  6  ft.  per 
second  (Art.  u,  p.  156),  while  the  plunger  should  have  a  long 
stroke.     In  practice  the  stroke  is  usually  from  2^  to  6  times 


Fio.  193.— Sect iooal  EI«T«t1oa. 


Fig.  i^. — Cross- sect  ion. 
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Tig.   195 — Freight-hoist.  Fic  196.  — Bala  need -ram  Lift, 

the  diameter  of  the  cylinder,  and  the  mean  velocity  of  the 
plunger  is  about  i  ft.  per  second,  rarely  exceeding  80  ft.  per 
minute.  As  the  water  is  practically  incompressible,  its  free 
and  immediate  passage  should  be  insured  by  means  of  large 
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and  wide-open  ports.  An  important  advantage  Wnnected 
with  this  property  of  incompressibility  is  that  the  hydraulic 
resistances  may  be  indefinitely  increased  by  simply  closing  a 
valve.  Thus  no  brakes  are  required,  but  the  water  contains 
within  itself  its  own  brake,  and  an  absolute  control  is  provided 
which  secures  the  highest  degree  of  safety. 

The  water- pressure  engine  is  necessarily  a  slow-ntoving 
machine,  and  is  both  cumbrous  and  costly  unless  actuated  by 
pressures  of  great  intensity.  These  engines  are  advantageously 
employed  in  working  cranes,  hoists,  elevators,  capstans,  dock- 
gates,  presses,  and  other  machinery  in  which  the  action  is  of 
an  intermittent  character. 

The  hydraulic-ram  lift,  Fig.  197,  more  completely  utilizes 
than  any  other  the  properties  of 
incomiwessibility  and  direct  pres- 
sure, and,  owing  to  its  greater 
safety,  its  adoption  is  sometimes 
recommended  for  elevators  of  con- 
siderable height.  Under  a  (iill 
load  its  efficiency  may  be  as  great 
as  95  per  cent.  The  speed  of  a 
suspended  lift  is  rarely  less  than 
100  ft.  per  minute  and  often  ex- 
ceeds 500  or  600  ft.  per  minute. 
Between  such  limits  a  large  varia- 
tion in  the  efficiency  might  be 
expected,  and  although  the  effi- 
ciency under  a  full  load,  even 
when  the  ram-stroke  is  multiplied 
8  or  10  times,  may  be  75  or  80 
per  cent,  it  may  also  fall  below 
40  per  cent  when  the  load  is  light. 
The  chief  loss  of  efficiency  is 
due  to  the  fact  that  the  same 
quantity  of  pressure- water,  and  therefore  of  energy,   is  used 
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>vhether  the  load  is  heavy  or  light.  Various  devices  have  been 
adopted  to  remedy  this  evil:  the  length  of  stroke  may  be 
automatically  proportioned,  as  in  the  Hastie  engine,  to  the 
work  to  be  done;  the  pressure-water  may  be  admitted  for  a 
part  of  the  stroke  only,  the  remainder  being  provided  by  the 
discharge- water;  cranes  and  elevators  are  often  provided  with 
a  large  cylinder  for  heavy  loads  and  a  small  cylinder  for  light 
loads,  and  for  the  same  purpose  a  single  cylinder  with  a  differ- 
ential piston  is  sometimes  used. 

Other  important  losses  of  efficiency  are  due  to  (a)  pipe 
friction;  (d)  elbows,  curves,  etc.,  and  abrupt  changes  of  sec- 
tion ;  (c)  the  friction  of  mechanism. 

Let  p^  be  the  mean  intensity  of  the  pressure  in  the 
cylinder.  • 

Let  s  be  the  stroke. 

Let  7'^  be  the  mean  velocity  of  the  plunger. 

Then 

the  work  done  per  stroke  = — /w^; 

4 

the  quantity  of  motive  water  used  per  stroke 

_  ;rrt^^  I  TT^'^^ 

4      *"  24 

according  as  the  engine  is  of  the  double-  or  single-acting  type. 

Analysts. — In  a  direct-acting  pressure-engine  let  A  be  the 
sectional  area  of  the  working  cylinder  (Fig. 
198). 

Let  a  be  the  sectional  area  of  the  supply- 


pipe. 
.     Let  ^  =  na.  .  ^'°-  ^^8. 

Let  Whc  the  weight  of  the  water,  piston,  and  other  recip- 
rocating parts  in  the  working  cylinder. 

Let  /  be  the  length  of  the  supply-pipe. 

Let  /  be  the  acceleration  of  the  piston.      Then  n/is  the 
acceleration  of  the  water  in  the  supply-pipe. 
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The  torce  required  to  accelerate  the  piston 

and  the  corresponding  pressure  in  feet  of  water 

~  wA  g* 

The  force  required  to  accelerate  the  water  in  the  supply- 
pipe 

wal    ^ 

=  — «/. 

and  the  corresponding  pressure  in  feet  of  water 

<r 

Similarly,  if  /'  is  the  length  of  the  discharge-pipe  and  — 

n 

its  sectional  area,  the  pressure-head  due  to  the  inertia  of  the 

discharge-water 

Hence  the  total  pressure  in  feet  of  water  required  to  over- 
come inertia  in  the  supply-pipe  and  cylinder 


^\wA  """'^y' 


The  quantity  ——,  +  n/  has  been  designated  the  length  of 

\Vorking  cylinder  equivalent  to  the  inertia  of  the  moving  parts. 
Let  the  engine  drive  a  crank  of  radius  r,  and  assume  that  the 
velocity  V  of  the  crank-pin  is  approximately  constant.  Then 
the  acceleration  of  the  plunger  when  it  is  at  a  distance  x  from 
its  central  position 
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and  the  pressure  due  to  inertia 

V»/W 


= i?(wA + "^y 


Let  V  be  the  velocity  of  the  plunger  in  the  working 
cylinder. 

Let  u  be  the  velocity  of  the  water  in  the  supply-pipe. 

Let  //  be  the  vertical  distance  between  the  accumulator-ram 
and  the  motor. 

Let  Pq  be  the  unit  pressure  at  the  accumulator-ram. 

Let  /  be  the  unit  pressure  in  the  working  cylinder. 

Then 

/q       tt'  p        1^        ( losses    due    to    friction,    sudden 

«/2^'       ~tt/'2^*(      changes  of  section,  etc. 

Thus 

^'^—  --  = //  +  losses. 

W  2g  ' 

1^  —  //* 

The  term  —      —   +  losses  may  be  approximately  expressed 

in  the  form  K      ,  K  being  the  coefficient  of  hydraulic  resist- 
ance.      Hence 

?^P=K^-  =  ?^,r'_x«).      ...     (I) 
w  2g       2gr^  '  ^  ^ 

the  term  k  being  disregarded,  as  it  is  usually  very  small  as 
:  compared  with  — . 

Thus  the  total  pressure-head  in  feet  required  to  overcome 
inertia  and  the  hydraulic  resistances 
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and  is  represented  by  the  ordinate  between  the  par^ibola  ced 
and  the  line  ab  in  Fig.  199,  in  which  afgb  is  a  rectangle,  ab 
representing  the  stroke  2r, 


ae  z=  ad  z=z  — ( — - 
gr^wA 


+  «/) 


the  pressure  due  to  inertia  at  the;  end  of  the  stroke,  and 

oe  =  K  - , 

the  pressure  required  to  overcome  the  hydraulic  resistances  at 
the  centre  of  the  stroke. 


Fig.  199. 

The  ordinate  between  the  parabola  fmg  and  the  line  fg 

represents  the  back  pressure,  which  is  necessarily  proportional 

V- 
to    the    square    of  the    piston -velocity,    i.e.,    to    -j(^  —  ^. 

Hence  the  effective  pressure-head  on  the  piston,  transmitted 
to  the  crank-pin,  is  represented  by  the  ordinate  between  the 
curves  fmg  and  ced.  The  diagram  shows  that  the  pressure  at 
the  end  of  the  stroke  is  very  large  and  may  become  excessive. 
It  is  therefore  usual  to  introduce  relief-valves  or  air-vessels  to 
prevent  violent  shocks.  In  certain  cases,  however,  as,  e.g., 
in  a    riveting-machine,    a   heavy  pressure   at  the  end  of  the 
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Stroke,  just  where  it  is  most  needed  to  close  the  rivet,  is  of 
great  advantage,  and  therefore  the  inertia  effect  is  increased 
by  the  use  of  a  supply-pipe  of  small  diameter  and  an  accumu- 
lator with  a  small  water  section  (Fig.  197). 
By  equation  (i), 

^  =  J|(^»-^>-    •  •  •  •  •  (3) 

This  speed  v  can  be  regulated  at  will  by  the  turning  of  a 
cock,  as  in  this  manner  the  hydraulic  resistances  may  be 
indefinitely  increased. 

Let  the  engine  be  working  steadily  under  a  pressure  P, 
and  let  tf^  be  the  speed  of  steady  motion.     Then 


^       useful  resistance  overcome  by  the  piston 


and 

(  +  friction  between  piston  and  accumulator-cylinder. 
If  P  is  diminished,  the  speed  v^  will  be  slightly  increased. 


but  in  no  case  can  it  exceed  \  /      ^ 


5.  Losses  of  EMXgy* — The  losses  may  be  enumerated  as 
follows : 

(^i)  TAf  Loss  Zj  due  to  Piston-frietioii. — It  may  be  assumed 
that  piston -friction  consumes  from  10  to  20  per  cent  of  the 
total  available  work. 

(^)  The  Loss  L^  due  to  Pipe-friction. — The  loss  of  head  in 
the  supply-pipe  of  diameter  d^ 

^Afl{fwf 

The  loss  of  head  in  the  discharge-pipe  of  diameter  d^ 

_  4^  (n'v-f 
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Hence  the  total  loss  of  head  in  pipe-friction  is 

The  loss  in  the  relatively  short  working  cylinder  is  very 
small  and  may  be  disregarded. 

{c)  The  Loss  L^  due  to  Inertia, — The  work  expended  in 
moving  the  water  in  the  supply-pipe 

wA      7^* 

gn      2' 

and  in  moving  the  water  in  the  discharge-pipe 

_^  wA     if^ 
gn      2 

The  total  work  thus  expended 

v/    '    nJ2g 

and  it  may  be  assumed  that  nearly  the  whole  of  this  is  wasted.    ' 
Hence  the  corresponding  loss  of  head  is 

'  ""  A2r'n  "^  n*i2g  ""  2r\n    '    7i*i2g  ""  ^2^* 

(d^  The  Loss  L^  due  to  CurOes  and  Elbows. — The  losses 
due  to  curves  and  elbows  may  be  expressed  in  the  form 

A=/4:b(^^^P-  "•  ^'^'  '4). 

{e)  The  Loss  L^  due  to  Sudden  Changes  of  Section.  — The 
loss  of  head  in  the  passage  of  the  water  through  the  ports  may 

be  expressed  in  the  form/' — . 

The  loss  occasioned  by  valves  may  also  be  expressed  by 

/"— • 
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Thus  the  total  loss  is 


v^ 


L,=  {r+r)-=^A 


Z/3 


The  coefficient/  '  may  be  given  any  desired  value  between 
o  and  00  by  turning  a  valve,  so  that  any  excess  of  pressure 
may  be  destroyed  and  the.  speed  regulated  at  will. 

(/)  ^^^^  Z^JJ  Zg  due  to  the  Velocity  with  which  the  Water 
leaves  the  Discharge- pipe. 


v^ 


«  2g  ^2£-' 


Hence 


the  effective  head  =^J;  -  (Z,  -^  L,  +  L, -\- L, -\-  L,  +  Z,), 


w 


w 


and  the  efficiency  =  i  —  —  (Zj  +  Z^  +  Zj  +  A  +  A  +  ^e)* 

6.  Brakes. — Hydraulic  resistances  absorb  energy  which  is 
proportional  to  the  square  of  the  speed.  This  property  has 
been  taken  advantage  of  in  the  design  of  hydraulic  brakes  for 
arresting  the  motion  of  a  rapidly  moving  mass,  as  a  gun  or  a 
train,  of  weight  W.      In  Fig.  200  the  fluid  is  allowed  to  pass 


^ 


7Z. 


Fig.  200. 

from  one  side  of  the  piston  to  the  other  through  orifices  in  the 
piston. 

Let  m  be  the  ratio  of  the  area  of  the  piston  to  the  effective 
area  of  the  orifices. 

Let  V  be  the  velocity  of  the  piston  when  moving  under  a 
force  P. 

Let  A    be  the  sectional  area  of  the  cylinder. 
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Then 

the  work  done  per  second  =  Pv 

=  the  kinetic  energy  produced 

^   im—  i)V 
=  wAv- , 

and  therefore 

Avhich  is  the  force  required  to  overcome  the  hydraulic  resistance 
at  the  speed  v. 

Let  V  be  the  initial  value  of  v,  and  P^  the  maximum  value 
of  P.     Then 

P,  =  IV Aim  -  1)2—. 
Let  -Fbe  the  friction  of  the  slide.      Then 

P-{.F=  wA{fn  —  1)2—  +  F, 

and  P^  -f"  -^'  ^s  the  maximum  retarding  force.  It  would  cer- 
tainl}'  be  an  advantage  if  the  retarding  force  could  be  constant. 
In  order  that  this  might  be  the  case  {m  —  i)zf  must  be  con- 
stant, and  therefore  as  r  diminishes  m  should  increase  and 
consequently  the  orifice  area  diminish.  Various  devices  have 
been  adopted  to  produce  this  result. 

Assuming  the  retarding  force  to  be  constant,  let  x  be  the 
piston's  distance  from  the  end  of  the  stroke  when  its  velocity 
is  7'.     Then 

and  therefore  r''  is  proportional  to  x. 
But  (;//  —  I  )7'  is  constant. 

Therefore  (;;/  —  i )  is  inversely  proportional  to   Vx. 
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EXAMPLES. 

1.  A  4-ton  hydraulic  jack  with  a  2-in.  ram  and  a  i-in.  plunger  is  to 
lift  a  weight  of  i  ton,  and  is  worked  by  a  handle  with  a  leverage  of  12 
to  I.  I(  the  efficiency  of  the  jack  is  80  per  cent,  what  force  must  be 
applied  to  the  handle  ?  Ans.  52^^  lbs. 

2.  The  ram  of  an  hydraulic  press  has  a  sectional  area  50  times  as 
great  as  the  pump-plunger.  The  mechanical  advantage  of  the  lever  is 
10  to  I.  If  a  force  of  50  lbs.  is. exerted  on  the  handle,  find  the  pressure 
on  the  ram.  Ans,  25,000  lbs. 

3.  A  force  of  P  lbs.  is  required  to  punch  a  hole  of  d\x\s.  diameter. 
Find  ihe  diameter  of  the  ram,  the  available  fluid  pressure  being  p  lbs 
per  square  inch.     If  this  pressure  is  developed  by  a  steam-in tensifier 
with  a  steam-piston  area  n  times  that  of  the  intensifier's  ram,  find  the 
required  steam-pressure.  /T±P     i> 

'    II  /     n 

4.  In  a  steel  hydraulic  press  the  fluid  pressure  is  6000  lbs.  per  square 
inch,  and  the  maximum  allowable  stress  in  the  metal  is  18,000  lbs.  per 
square  inch.  If  the  internal  diameter  of  the  press  is  12  ins.,  what  must 
the  thickness  of  the  metal  be  ?  If  the  thickness  of  the  metal  is  3  ins., 
what  must  the  internal  diameter  be  ?  Ans,  2.485  ins. ;  14.485  ins. 

5.  A  straight-line  law  is  found  experimentally  to  connect  the  weight 
W to  be  lifted  and  the  effort  Eon  the  handle.  Find  the  law  from  the 
following  data  :  when  IV  =  1605  lbs.,  -^=10  lbs.,  and  when  IV  =  6805 
lbs.,  £"=50  lbs.  A  pressure-gauge  gives  the  fluid  pressure  as  1932  lbs. 
per  square  inch,  when  IV—jooo  lbs.;  find  the  frictional  loss  at  the 
leather,  and  if  there  is  the  same  percentage  of  loss  at  tl)e  two  leathers 
find  the  law  connecting  E  and  the  force  P  on  the  plunger.  The  experi- 
ments were  made  on  a  jack  with  a  2j-in.  ram,  a  f-in.  plunger,  and  a 
lever  with  a  velocity  ratio  of  30.     (Perry.) 

Ans,   W ^  305  +  \io  E\  9.1  per  cent;  P  =  41  +  17.5  E. 

(Perry's  "  Applied  Mechanics.") 

6.  An  accumulator-ram  is  8.8  ins.  in  diameter  and  has  a  stroke  of 
21  ft.  Find  the  store  of  energy  in  foot-pounds  when  the  ram  is  at  the 
top  of  its  stroke  and  is  loaded  till  the  pressure  is  750  lbs.  per  square 
inch.  Ans,  958,320  ft.-lbs. 

7.  In  a  differential  accumulator  the  diameters  of  the  spindle  are  7  ins. 
and  5  ins  ;  the  stroke  is  10  ft.  Find  the  store  of  energy  when  full  and 
loaded  to  2000  lbs.  per  square  inch.  Ans,  377,000  ft.-lbs. 

8.  The  pressure  on  a  5-in.  ram  is  to  be  1000  lbs.  per  square  inch,  and 
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the  supply  comes  from  a  tank  loo  ft.  high.   Find  the  necessary  diameter 
of  the  piston  in  the  intensifier.  Ans.  24  ins. 

9.  In  a  differential  press  the  diameters  of  the  upper  and  lower  portions 
of  the  ram  are  6  ins.  and  8  ins.  respectively.  The  pressure  is  1000  lbs. 
per  square  inch,  and  the  stroke  is  10  ft.  Find  the  load  on  the  accumu- 
lator, the  maximum  store  of  energy,  and  the  store  of  water. 

Ans,  22,000  lbs. ;  220,000  ft.-lbs. ;  i^{  cu.  ft. 

10.  What  load  must  be  applied  to  a  differential  accumulator  to  give 
a  pressure  of  1600  lbs.  per  square  inch  ?  The  upper  and  lower  diame> 
ters  of  the  ram  are  3  and  3f  ins.  respectively, and  the  friction  of  the  cup- 
leathers  may  be  taken  as  5  per  cent  of  the  gross  load. 

Ans,  6062  lbs. ;  6700  lbs. 

11.  Find  tlie  weight  which  will  give  an  average  fluid  pressure  of 
750  lbs.  per  square  inch  in  an  accumulator  with  a  i4-in.  ram  and  a 
stroke  of  16  ft.  How  much  energy  can  be  stored  up  ?  Find  the  friction 
at  each  cup-leather,  assuming  that  between  slow  rising  and  falling  the 
pressure  fluctuates  between  780  and  738  lbs.  per  square  inch.  If  the 
pressure  is  750  lbs.  per  square  inch  at  mid-lift,  find  the  actual  fluctua- 
tion. Ans,  1 15,500  lbs. ;  1,848.000  ft.-lbs. ;  3234  lbs. ;  3769  lbs. 

12.  An  accumulator,  loaded  to  a  pressure  of  750  lbs.  per  square  inch, 
has  a  ram  of  21  ins.  diameter,  with  a  stroke  of  24  ft.  How  much  H.P. 
can  be  obtained  for  a  period  of  50  seconds  ?  Ans,  226.8. 

13.  An  accumulator  under  a  load  of  200,000  lbs.  is  to  transmit  100 
H.P.  through  a4-in.  pipe  i  mile  long  with  a  loss  of  10  per  cent.  What 
should  be  the  diameter  of  the  ram,  the  coefficient  of  pipe  friction  being 
.006  }  Ans.  17.33  ^"s. 

14.  A  steam-accumulator  has  to  develop  a  total  force  of  66,000  lbs. 
upon  the  ram  ota  punch.  The  piston  area  is  15  times  that  of  the  hy- 
draulic-cylinder, which  has  a  diameter  of  10  inches.  Find  the  intensities 
of  the  steam  and  the  water-pressure.  Ans,  56  lbs. ;  840  lbs. 

15.  The  piston  and  ram  areas  of  a  steam-accumulator  are  in  the 
ratio  of  10  to  i.  Find  their  diameters  so  that  a  steam- pressure  of  100 
lbs.  per  sq.  in.  may  develop  a  total  load  on  the  ram  of  38,500  lbs. 

Ans.  22.136  ins.;  7  ins. 

16.  A  Brotherhood  engine  with  a  4-in.  cylinder  and  a  3-in.  stroke 
makes  50  revols.  per  minute.  The  average  motive  pressure  is  700  lbs. 
per  sq.  in.,  and  the  average  back  pressure,  due  to  frictional  resistances, 
etc.,  is  210  lbs.  per  sq.  inch.  Find  the  H.P.  developed,  and  also  deter- 
mine the  diameter  of  the  cylinder  if  only  one  half  oi  this  power  is  to  be 
developed.  Ans.  7  ;  2.83  ins. 

17.  A  crane  with  an  hydraulic  efficiency  of  .9  and  a  mechanical 
efficiency  of  .45  is  worked  by  water  at  a  pressure  of  750  lbs.  per  sq. 
inch.  The  piston  has  an  effective  area  of  96  sq.  ins.  on  one  side,  48 
sq.  ins.  on  the  other,  and  pushes  a  three-sheave  pulley-block.  Find  the 
maximum  weight  which  can  be  lifted  and  the  work  done  per  \:allon  of 
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WBier,  Jlrs/  when  the  water  presses  on  one  side  only,  and  Siamd  when  it 
presses  on  both  sides.  Also  find  the  work  done  per  fi;allon  of  water 
when  the  full  loads  in  the  two  kinds  of  working  are  being  lifted. 

Am,  4S60  lbs.;  6998.4  ft.-lbs.;  2430  lbs.;  3499.2  ft.-lbs. ;  6998.4 

ft.-lbs. 

'       18.  An  hydraulic  crane  with  a  velocity  ratio  of  9  and  a  mechanical 

efiiciency  of  .75  has  to  lift  a  weight  of  10.000  lbs.     It  is  worked  by  water 

at  a  pressure  of  750  lbs.  per  sq.  in.,  and  the  frictional  loss  of  pressure  is 

91  lbs.  per  sq.  inch.     Find  the  diameter  of  the  ram.         Ans,  15.2  ins. 

19.  The  two  wire  ropes  from  the  cage  of  a  ram-lift  pass  vertically 
over  a  pulley  to  a  counterweight,  and  the  ram  rises  from  100  ft.  below  to 
20  ft.  above  the  level  of  the  supply-pipe.  Water-pressures  of  500  lbs. 
and  100  lbs.  per  sq.  in.  act  upon  a  3i-in.  and  a  7-in.  ram,  respectively. 
Find  the  weight  of  the  ropes  per  lineal  foot  and  the  lifting  force  at  the 
top  and  bottom  of  the  stroke. 

Ans.  4.2  lbs.,  16.7  lbs. ;  5230  lbs.,  4729  lbs. ;  5521  lbs.,  3516  lbs. 

20.  Find  the  pressure  due  to  inertia  at  the  end  of  the  ouc-stroke  of  a 
rotary  motor  with  a  4-in.  piston  and  a  7-in.  stroke,  driven  by  water  in  a 
4-in.  supply-pipe  250  It.  long.  The  motor  makes  125  revols.  per  minute, 
and  the  length  of  the  connecting-rod  is  15  inches. 

Ans,  20.7  lbs.;  12.9  lbs. 

21.  A  direct-acting  lift  has  a  ram  9  inches  diameter,  and  works  under 
a  cons/an/  head  of  73  feet,  of  which  13  per  cent  is  required  by  ram  fric- 
tion and  friction  of  mechanism.  The  supply-pipe  is  100  feet  long  and  4 
inciies  diameter.  Find  the  speed  of  steady  motion  when  raising  a  load 
of  1350  lbs.,  and  also  the  load  it  would  raise  at  double  that  speed. 
(/■  =  .00672.) 

If  a  valve  in  the  supply-pipe  is  partially  closed  so  as  to  increase  the 
coefficient  of  resistance  by  5i,  what  would  the  speed  be? 

Ans.  Speed  =  2  ft.  per  second  ;  load  =  150  lbs. 

22.  Eight  cwt.  of  ore  is  to  be  raised  from  a  mine  at  the  rate  of  900 
feet  per  minute  by  a  water-pressure  engine,  which  has  four  single-acting 
cylinders,  6  inches  diameter,  18  inches  stroke,  making  60  revolutions 
per  minute.  Find  the  diameter  of  a  supply-pipe  230  feet  long  for  a  head 
of  230  feet,  disregarding  resistances  and  taking/*  =  .006. 

Ans.  Diameter  =  4  inches. 

23.  If  A  be  the  length  equivalent  to  the  inertia  of  a  water-pressure 
engine,  F  the  coefficient  of  hydraulic  resistance,  both  reduced  to  the 
ram,  7/9  the  speed  of  steady  motion,  find  the  velocity  of  ram  after  moving 
from  rest  through  a  space  jc  against  a  constant  useful  resistance.  Also 
find  the  time  occupied. 


Ans,  v^  =  v^\\  —  e     ^    ]  \   t  =  -yr-  log,  ~ . 


24.  An  hydraulic  motor  is  driven  from  an  accumulator,  the  pressure 
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in  which  is  750  lbs.  per  square  inch,  by  means  of  a  supply-pipe  900  feet 
long,  4  inches  diameter ;  what  would  be  the  maximum  power  theoreti- 
cally attainable,  and  what  would  be  the  velocity  in  the  pipe  correspond- 
ing to  that  power  ^  Find  approximately  the  efficiency  of  transmission 
at  half  power,/  =  .007. 

Ans.  H.P.  =.  250;  V  =  23  ft.;  efficiency  =  .66  nearly. 

25.  A  gun  recoils  with  a  maximum  velocity  of  10  feet  per  second. 
The  area  of  the  orifices  in  the  compressor,  after  allowing  for  contraction^ 
may  be  taken  as  one  twentieth  the  area  of  the  piston.  Find  the  initial 
pressure  in  the  compressor  in  feet  of  liquid. 

Assuming  the  weight  of  the  gun  to  be  12  tons,  friction  of  slide  3 
tons,  diameter  of  compressor  6  inches,  fluid  in  compressor  water,  find 
the  recoil. 

Find  the  mean  resistance  to  recoil.  Compare  the  maximum  and 
mean  resistances,  each  exclusive  of  friction  of  slide. 

A9is,  621 ;  4  ft.  2^  in. ;  total  mean  resistance  =  4.4  tons;  ratio  =  2.5. 


CHAPTER   V. 


IMPACT.  REACTION.  IMPACT   AND  TANGENTIAL 

TURBINES. 

Note. — The  following  symbols  are  used: 
V  =  the  velocity  of  the  jet  before  impact ; 

*  *    *  *  after  leaving  the  vane ; 

**  vane; 


^^2  = 


( ( 


U  = 


(< 


( ( 


i( 


(i 


I  i 


V  =i    ^^       **         ««    ««  water  relatively  to  the  vane; 

A  =  sectional  area  of  the  impinging  jet ; 

m  =  mass  of  the  water  reaching  the  vane  per  second. 

X.  Impact  of  a  Jet  upon  a  Flat  Vane  Obliqme  to  the 
Direction  of  the  Jet. — Let  *  be  tiie  angle  between  the  normal 
to  the  vane  and  the  direction  of  the  impinging  jet,  0  the  angle 
between  the  normal  to 
the  vane  and  the  direc-  v 

tion  of  the  vane*s  mo- 
tion, and  a  the  angle 
between  the  vane  and 
the  vertical. 

The  jet,  moving 
with  its  stream-lines 
parallel,  swells  out 
near  the  vane,  over 
which  it  spreads  and 
with  which  it  travels 
along  in  the  direction 
of  the  vane's  motion,  and  finally  again  flows  along  with  its 
stream-lines  sensibly  parallel  to  the  vane. 
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The  problem  is  still  further  complicated  by  the  production 
of  eddies  and  vortices  for  which  allowance  can  only  be  made 
in  a  purely  empirical  manner. 

Let  N  be  the  normal  pressure  on  the  vane  due  to  the 
impact. 

Let  N'  be  the  total  normal  pressure  on  the  vane. 

Let  ^Fbe  the  weight  of  water  on  the  vane.^ 

Then 

N  =  N'  —  W  s\n  flf  =  change  of  momentum  in  direction  of 

the  normal 
=  nn\  cos  6  —  mu  cos  0, 
or 

N  =  m{z\  cos  6  —  u  cos  0),       .      .      .     (i) 

(N.B.  The  sign  in  front  of  u  cos  0  will  be  plus  if  the  jet 
and  vane  move  in  opposite  directions.) 

The  term  W  sin  a  may  be  designated  the  static  pressure, 

» 

and  the  term  fn{v^  cos  0  —  u  cos  0)  the  dynamic  pressure, 
which  causes  the  deviation  of  the  stream-lines. 

Note. — The  pressure  when  a  }et  first  strikes  the  plane  is 
greater  than  when. the  flow  has  become  steady,  or  a  permanent 
regime  is  established. 

This  is  made  evident  by  the  following  consideration : 

At  any  moment  let  MN,  PQ,  RS  be  the  bounding  planes 
across  which  the  water  is  flowing  with  its  stream-lines  sensibly 
parallel. 

In  a  unit  of  time  let  the  bounding  planes  of  the  mass  be 
M'N\  P'Q\  R'S'. 

Then,  initially,  the  reaction  of  the  plane  must  destroy  the 
motion  of  the  mass  of  the  fluid  bounded  by  M'N\  P'Q\  and 
R'S', 

Take  OC  to  represent  7',  in  direction  and  magnitude. 

In  one  second  the  vane  AB  moves  parallel  to  itself  into  the 
position  A'B',     Let  A'B'  intersect  OC  in  D. 
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Then 


w  w 

m=:  -A  .DC=  -A^v^  —  OD) 


W      I  COS  0\ 

g     \  *         COS  6  J  ^  ^ 

Thus  equation  (i)  becomes 

w    A 
jsj-  ^ Uf  cos  d  -  u  COS  0)'.      ...     (3) 

^  COS  d      ^  ^^ 

Let  P  be  the  pressure  in  the  direction  of  the  vane's  motion. 
Then 

w     cos  0 
P  =  iVcos  0  =  — ^ -zlv,  COS  ^  —  «  cos  0)',   .      (4) 

^       COS  0^    ^  ^  ^^^ 

and  the  useful  work  done  on  the  vane  per  second 

iv     cos  0 

z=  Pu  =  —A 2i«(^^  cos  6  —  u  COS  0V.      .      .     (5) 

g     COS  6^    ^  *  ^  ^^^ 

TYie  total  available  work  =^  —A-^ (6) 

g      2  ^/ 

w     cos  0 

—A ^K^'i  c^^  6^  —  «  cos  0)2 

Hence  the  efficiency  =  ^! 

w     V? 


=  2 


^        2 

cos  0  u 


COS  .    .  J 


^^,^i}\^ose^ucos€t>y.  (7) 


This  is  a  maximum  when 

2\  cos  0  =  ^u  cos  0, (8) 

and  therefore 

the  maximum  efficiency  =  —  cos^  0.       .      .     (9) 

If  the  vane  is  of  small  sectional  area,  a  portion  of  the  water 
will  escape  over  the  boundary  and  the  pressure  must  necessarily 
be  less  than  that  given  by  equation  (3). 
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Series  of  Vanes. — Instead  of  one  vane  moving  before  the 
jet,  let  a  series  of  vanes  be  introduced  at  short  intervals  at  the 
same  point  in  the  path  of  the  jet. 

The  quantity  of  water  now  reaching  the  vane  per  second 
is  evidently 

w 
w=  —Av^^     .......     (10) 

and,  by  equation  (i),  the  normal  pressure 

w 
N  z=.  —Av^{v^  cos  6  —  u  cos  0).  .      .     ,     (11) 

Also,  the  pressure  in  the  direction  of  the  motion  of  the  vane 

w 
z=z  P  =  N  cos  0  =  —Av^(v^  cos  6  —  u  cos  0)  cos  0.        (12) 

The  useful  work  done  per  second 


w 
=  Pu  =  — Av^u{Vy^  cos  ^  —  «  cos  ip)  cos  0,     ,     (13) 


and  the  efficiency 


w 

— Av^tt(y^  cos  0  —  u  cos  <p)  cos  0 

w     v^ 
g      2 

2U{V^  cos   ^  —   «  cos  0)  COS  0 

^1' 


.     (I4> 


This  is  a  maximum  when  v^  cos  6  =^  2u  cos  0|  .     •     (15) 
and  therefore 

r^    .  COS2  /9 

the  maximum  efficiency  = .  .     .     .    (16). 


Fig.  202. 
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Ex.   I.     Let  a  single  vane  be  at  right  angles  to,  and  move  in  the 
line  of,  the  jet's  motion,  Fig.  202. 
Then  6  =  o  =  0.     Hence 

w 
the  pressure  =/'  =  A'  =  -  -^(z/i  -  «)•;       ....     (17) 

w 
the  useful  work   =  Pu  =  ^Au{vi  —  uy;    .    .     .     .     (18) 

the  efficiency  =  2—^(2/1  —  «)';      ....    (19) 

g 

the  maximum  efficiency  =  —    .     .    . (20) 

27 

Again,  i(  u  =  o,  i.e.,  if  the  vane  be  fixed,  and  if  //  be  the  head  corre- 
sponding to  the  velocity  vi,  then,  by  equation  (17), 

w 
P  —  -   Av^^  =  2wAH 

g 
=  twice  the   weight  of  a  column  of  water 
of  height  ^and  sectional  area  A, 
Ex.  2.  Let  each  of  a  series  of  vanes  be  at  right  angles  to,  and  move 
in  the  line  of»  the  jet's  motion  at  the  instant  of  impact, 
ThenO.  =  o  =  0.     Hence 

the  pressure  =.  N  ■=.  P  =  —Avi(vi  —  u)\ (2i> 

w 
the  useful  work  =  Pu     =  —Aviuivi  —  «); (22) 


the  efficiency  =  — ^  *?" 


(23) 


the  maximum  efficiency  =  — (24) 

Ex.  3.  A  stream  of  .125  sq.  ft.  sectional  area  delivers  locu.  ft.  of  water 
per  second  and  impinges  normally  agamst  a  flat  vane.  It  is  required  to 
find  {a)  the  pressure  on  the  vane  if  fixed ;  (b)  the  pressure  and  the  useful 
effect  if  the  vane  moves  in  the  direction  of  the  jet's  motion  with  a 
velocity  of  40  ft.  per  second ;  {c)  the  pressure  and  useful  effect  when  the 
single  vane  in  (b)  is  replaced  by  a  series  of  vanes  which  follow  each 
other  at  intervals  of  a  second. 

The  velocity  of  the  jet  before  impact  = =  80  ft.  per.  sec. 

624 
{a)  The  pressure  on  vane  =  momentum  of  jet  =  — -  x  10  x  80=  i  c62i  lbs, 

32 

{b)  The  quantity  of  water  reaching  the  vane  per  sec. 

=  ^(80  -  40)  =  5  cu.  ft. 
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The  pressure  on  the  vane  =  momentum  of  jet 

=  -,T  5(^  —  40)  =  390*  lbs. 

The  useful  effect  =  390!  x  40  =  15,625  ft.-Ibs. 

The  total  available  work  =  —10  .  —  =  62,500  ft. -lbs. 

32  2 

Therefore  the  efficiency  =  7^ — ^  =  -. 

'       62500      4 

{c)  The  quantity  of  water  now  reaching  the  vane  per  second 

=  -  X  80  ■=  10  cu.  ft. 
o 

The  pressure  on  the  vane  =  momentum  of  jet 

=  — *io(8o  —  40)  =  78iJ  lbs. 

The  useful  effect  =  781J  x  40  =  31,250  ft.-lbs. 

^.       ^  .  31250      I 

The  efficiency  =  7-— —  =  — . 
^       62500      2 

Ex.  4.  The  jet  in  the  preceding  example  impinges  upon  a  vane  with 

its  normal   inclined  at  6o*  to  the  jet's  direction,  and  is  driven  with  a 

velocity  of  20  ft.  per  second  in  a  direction  making  an  angle  of  30*  with 

the  vane's  normal.     Find  (a)  the  pressure  on  the  vane ;  {b)  the  useful 

effect. 

(rt)  The  quantity  of  water  reaching  the  jet  per  second 

Tlie  relative  velocity  in  the  direction  of  the  normal 

=  80  cos  60*  —  20  cos  30*  =  10(4  —  V~i)  =  22.68  ft.  per  sec. 

The  normal  pressure  upon  the  vane  =  momentum   in  direction  of 

normal 

=  5.67  X  22.68  =  128.6  lbs. 

The  pressure  in  direction  of  vane's  motion  =  128.6  cos  30* 

=  1 1 1.35  lbs. 

{d)  The  useful  effect  =  1 11.35  x  20  =  2227  ft.-lbs. 

2227 
The  efficiency  =  2—— —  =  -0356. 
^       625000  ''■^ 

5.  Jet  of  Water  Impinging  upon  a  Surface  of  Revolution 
Moving  in  the  Direction  of  its  Axis  and  also  in  the  Line  of 

the  Jet's  Motion. — The  relative  velocity  of  the  jet  is  7\  —  ;/ 
if  the  jet  and  surface  move  in  the  same  direction,  Figs.  203 
and  204,  and  7\  -\-  u  if  they  move  in  opposite  directions,  Figs. 
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205  and  506.  This  relative  velocity,  if  friction  is  disregarded, 
remains  unchanged  in  magnitude  as  the  water  flows  over  the 
surface,  but  the  stream-line  direction  is  deviated  through  an 
angle  ft. 


\ --Q 


Fig.  204. 


e      . 


Fig.  205.  Fig.  206. 

Let  the  water  leave  the  surface  at  D,  and  in  the  direction 
of  the  tangent  at  D  take  DE  =  i\  —  //,  Figs.  203  and  204, 
and  DE  =  7\  +  «»  Figs.  205  and  206.  Draw  DF  parallel 
to  the  axis  and  take  DE  =  u. 

Complete  the  parallelogram  DEGE. 

Then  DG,  the  diagonal,  must  represent,  in  direction  and 
magnitude,  the  absolute  velocity,  v^,  with  which  the  water 
leaves  the  surface. 

Hence,  from  Figs.  203  and  204, 

7/^2  =   U^  +  (7\  —  lif  —  2U(V^  —   U)  cos  (l80**  -  /?),     .        (  l) 

and  the  work  done  by  the  water  on  the  surface 


=  m 


7;  2  __    7/2 
*  1  *  2 


=  ntu{z\  —  «)(i  —  cos  P) 


wA  6 

2       u(v,  —  uY  sin2  - . 


(2) 
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From  Figs.  205  and  206, 

v^  =  ti^  +  (z'y^  -\-  uf  —  2«(z/,  +  «)  cos  Pi 
and  the  work  done  by  the  surface  on  the  water 


=  VI— 

2 

=  7nu(7\  +  «)(i  —  cos  /S) 

wA                         6 
=  2— u(v.  +  u)»  sin«  J (3) 

Let  P  be  the  pressure  on  the  surface  in  the  direction  of  its 
motion.     Then 

wA  6 

Pu  =  work  done  =  2 u(Vi  T  u)*  sin'  — , 

and  therefore 

P  =  2^VTu)»sill^|.   .     .     .^.     .     .     .     (4) 

The  efficiency  for  the  case  of  Figs.  203  and  204 

wA  .    fi  6 

2  -    u(v,  —  uy  sir?-       Au(v,  —  uY  sin'- 
^1         /  2  ^  *  2 

16         /3 

which  is  a  maximum  and  =  —  sin^  -    when  v,  =  ^«. 

27         2  10 

Series  of  Surfaces, — If  a  number  of  surfaces  are  successively 
introduced  at  short  intervals  at  the  same  point  in  the  path  of 
the  jet,  the  quantity  of  water  reaching  each  surface  per  second 
becomes 

wA 
m  =  -     V,. 

g    ^ 
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In  this  case 

wA  0 

the  work  done  =  2 — ^{OiiJi  T  ti)  sin*- ,  .     .     (6) 


wA    ,     ^    .    .  ./? 


and  the  pressure  =  2-^  Vj(Vi  qp  ti)  sin'  - .     .     .     (7) 


Also,  the  efficiency,  when  the  water  drives  the  surface, 


^          .     V     I 

2    . 

zf/4  z',* 

-r   2 

4«(p,  -  «)  sin*  J 

-.' 

(8) 


which  is  a  maximum  and  =  sin^  —  when  7',  =  2«. 

With    a    convex     surface    ft  <  90°,    and    the    coefficient 

ft 
2  sin'*^  — ,  or  I  —  cos     ,  is  less  than  unity. 

2  ^ 

With  a  concave  surface  ft  >  90°,  and  the  coefficient 
2  sin*  o'  ^^   ^  ■"  ^^^  /^'  ^'^^  greater  than  unity. 

If  the  surface  be  of  the  cup  type  and  hemispherical,  the 
maximum   efficiency  =  sin* =  1,   since  /5  =  180°.      The 

water  should  therefore  leave  the  surface  without  velocity,  and, 
substituting  t\  =  2u  and  0  =  180°  in  equation  (i), 

7^2*  =  ;/2  _|_  (2U  —  lif  —  2u{2u  —  ti)  =  o. 

Ex.  A  jet  of  water  of  .125  sq.  ft.  sectional  area  delivers  12  cu.  ft.  of 
water  and  impinges  axially  upon  a  120*  cone.  Find  {a)  the  pressure  on 
the  cone  when  fixed,  and  {b)  the  pressure  on  the  cone  and  the  useful 
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effect  when  the  cone  is  driven  in  the  direction  of  its  axis  with  a  velocity 

of  32  ft.  per  second. 

12 
The  velocity  of  the  jet  before  impact  =  — -  =  96  ft.  per  sec. 

t  624  ^    .   i^O*  ,. 

(a)  Pressure  on  convex  surface  =     2  — =  .  12.00  sin'  —  =  1 125  lbs. 
^  '  32  2 


Pressure  on  concave  su 


rface  =  2  —12. 


^    •  <  *2o  ,. 

96  sin* =  3375  lbs. 


32       '  2 

(b)  When  the  water  impinges  on  the  convex  surface 

the  work  done  =  2^-532(96  —  32)*  sin*  —  =  16,000  ft.-]bs., 

32    o  2 

16000 

the  pressure      =    =  500  lbs. 

When  the  water  impinges  on  the  concave  surface 

the  work  done  =  2 — -  ^-32(96  —  32)'  sin' =  48,000  ft.-lbs., 

48000  ,. 

the  pressure      = =  1 500  lbs. 

6.  Impact  of  a  Jet  of  Water  upon  a  Vane  with  Borders. 

— Let  the  vane  in  Art.  i  be  provided  with  borders,  Figs.  207 
and  208,  so  as  to  produce  a  further  deviation  of  the  stream- 
lines, and  let  the  water  finally  flow  oflF  with  a  Velocity  v^  in  a 
direction  making  an  angle  0*  with  the  normal  to  the  vane. 


Fig.  908. 


Fig.  207, 

Then 
the  normal  pressure  =  N 

=  fm\  cos  0  :f  mv^  cos  0*  :f  mu  cos  0 
=  m{v^  cos  0  :f  v^  cos  ^'  =F  «  cos  0), 

the  sign  of  the  second  term  being  plus  or  minus  according  to 
the  direction  in  which  the  stream-lines   are  finally  deviated. 
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The  effect  of  the  borders  is  therefore  to  increase  or  diminish 
the  normal  pressure,  and  hence  also  the  useful  work  and  the 
efficiency. 

Special  Case. — Let  the  vane  be  at  rest,  i.e.,  let  «  =  o, 
and  let  the  final  and  initial  directions  of  the  jet  be  parallel. 

Also,  let  z/j  =  z/,.     Then 

N  =  fn(%\  cos  d'\-  v^  cos  ff) 

w  ^    . 
=  2—Av^  cos  d 

g    ' 

=  ^wAH  COS  ff. 

Hence,  if  ^  =  o,  the  normal  pressure  N  =  ^wAH  =  four 
times  the  weight  of  a  column  of  water  of  height  H  and  sec- 
tional area  A, 

7.  Impact  Apparatus  in  Hydraulic  Laboratory,  McGill 
University. — This  apparatus  was  constructed  for  the  purpose 
of  determining  the  force  with  which  jets  from  orifices,  nozzles, 
etc.,  impinge  upon  vanes  of  different  forms  and  sizes. 

A  massive  cast-iron  bracket.  Fig.  209,  has  one  end  securely 
bolted  to  the  front  of  the  tank,  and  the  other  supported  by  a 
vertical  tie-rod  from  one  of  the  oak  beams  in  the  ceiling.  The 
upper  surface  is  provided  with  accurately  planed  slides,  which 
are  set  level  about  5  ft.  above  the  orifice  axis.  If,  from  any 
cause,  the  end  of  the  bracket  farthest  from  the  tank  is  found  to 
be  too  high  or  too  low,  the  error  can  be  corrected  by  loosen- 
ing or  tightening  the  nut  on  the  tie-rod. 

The  balance  proper  is  carried  by  a  sliding  frame  which  can 
be  moved  horizontally  into  any  position  along  the  bracket  by 
means  of  a  rack  and  pinion  actuated  by  a  sprocket-wheel  with 
chain.  At  one  end  the  frame  •  has  two  equal  arms  with  a 
common  horizontal  axis  parallel  to  the  bracket,  and  each  arm 
has  a  stop  on  its  lower  surface  which  serves  to  limit  the  oscil- 
lation of  the  balance. 
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The  balance,  in  its  mean  position,  consists  of  a  main  trunk 
with  horizontal  axis  rigidly  connected  with  a  vertical  slotted 
arm  and  with  two  equal  horizontal  arms  at  one  end.  The 
common  axis  of  the  latter  is  horizontal  and  perpendicular  to 
the  axis  of  the  main  trunk.  The  hardened-steel  knife-edges 
of  the  balance  are  4  ft.  centre  to  centre  and  rest  in  hardened- 
steel  vees  inserted  in  the  ends  of  the  sliding  frame  on  each 
side  of  the  bracket.     The  bottom  of  each  vee  is  in  the  same 


Fig.  2u9. 

horizontal  line  (called  the  axis  of  the  vees)  at  right  angles  to 
the  bracket. 

A  bar  with  the  upper  portion  graduated  in  inches  and 
tenths  has  a  slot  in  the  lower  portion,  which  is  bent  into  a 
circular  segment  of  9J  ins.  radius.  The  bar  slides  along  the 
slot  in  the  vertical  arm  of  the  balance.  A  radial  block,  with 
the  holder  into  which  the  several  vanes  are  screwed,  moves 
along  the  slot  in  the  circular  segment,  and  may  be  clamped  in 
any  required  position,  the  angular  deviations  from  the  vertical 
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being  shown  by  graduations  on  the  segment.     The  centre  of 
this  segment  in  every  case  coincides  with  the  central  point  of 
impact  on  a  vane,  is  in  the  vertical  axis  of  the  balance-arm, 
and  is  also  vertically  below  the  axis  of  the  vees.     Thus  the 
jet  can  always  be  made  to  strike  the  vane  both  centrally  and 
normally. 

The  scale-pan  hangs  from  a  knife-edge  at  one  end  of  the 
horizontal  arms  of  the  balance,  while  to  the  other  end  is 
attached  a  fine  pointer,  which  indicates  the  angular  movement 
of  the  balance  on  a  graduated  arc  fixed  to  the  sliding  frame. 
The  balance  is  in  its  mid-position  when  the  pointer  is  opposite 
the  zero  mark. 

When  a  vane  has  been  secured  in  any  given  position,  the 
preliminary  adjustment  of  the  balance  is  effected  by  moving  a 
heavy  cast-iron  disc  along  a  horizontal  screw  fixed  into  the 
main  trunk.  The  sensitiveness  of  the  balance  is  also  increased 
or  diminished  by  raising  or  lowering  heavy  weights  on  two 
vertical  screws  in  the  top  of  the  trunk. 

Assume  that  the  adjustments  have  all  been  made  anc^  that 
the    jet,    Fig.    210,    now    impinges 
normally  upon  a  vane. 

Let  ^Fbe  the  weight  required  in 
the  scale-pan  to  bring  the  balance 
back  into  its  mid-position. 

Let  F^  be  the  actual  force  of  im- 
pact determined  by  the  balance. 

Let  Ff  be  the  theoretical  force  of 
impact  deduced  by  the  ordinary 
formulae.  Fig.  210. 


w 


Then  the  ratio   ^  =  c^  may  be  called  the    coefficient  of 

impact. 

Let^  be  the  vertical  distance  of  the  central  point  of  impact 
below  the  horizontal  axis  of  the  orifice,  which  is  36  ins.  below 
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the  axis  of  the  vees.  The  distance  between  this  axis  and  the 
point  of  suspension  of  the  scale-pan  is  24  ins. 

Let  V  be  the  velocity  with  which  the  water  issues  from  the 
orifice. 

Let  v'  be  the  velocity  of  the  jet  at  the  point  of  impact. 

Then 

w  3 

^/=2-ez/sin2^, 
g  2 

Q  being  the  delivery  per  second  and  fi  the  angle  through 
which  the  water  is  turned  on  the  vane. 

If  the  axis  of  the  jet  at  the  point  of  impact  makes  an  angle 
d  with  the  horizontal,  then 


v'  cos  6  -=  V  =1  c^  V2gk. 

Therefore 

^         w  fi 

Fi  cos  ^  =  2~Qv  sin*—. 

g  2 

ft 

Again,  taking  moments  about  />, 

Fa  cos  ^^(36  +  J/)  =  H^.  24. 


Hence 


c.=  ^=  i2fr^ 


6W 


/J' 
wCrfCAh(36  +  y)  sin«- 

A  being  the  sectional  area  of  the  orifice. 

A  large  number  of  experiments  have  been  made  for  the 
purpose  of  determining  the  value  of  c^  and  are  described  in  the 
Trans,  of  the  Royal  Soc.  of  Can.,  Vol.  II,  1896,  and  of  the 
Can.  Soc.  of  Civil  Engineers,  Vol.  XII.     No  definite  law  of 
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variation  has  yet  been  found,  but  the  following  general  results 
have  been  obtained : 

The  actual  force  of  impact  is  always  much  less  than  that 
indicated  by  theory.  Even  under  the  most  favorable  condi- 
tions, with  a  very  large  coefficient  of  velocity,  the  theoretical 
force  of  impact  was  found  to  exceed  the  actual  by  3  or  4  per 
cent. 

The  coefficient  of  impact,  c^ ,  increases  with  the  velocity  of 
the  jet. 

The  coefficient  rapidly  diminishes  with  the  angle  through 
which  the  stream  is  deflected.  It  is  also  of  interest  to  note 
that,  with  small  angles  of  deflection,  c^  was  greatest  with  a 
concave  parabolic  vane,  less  with  an  elliptic,  and  least  with  a 
circular,  but  that  this  order  was  reversed  when  the  deflections 
were  larger. 

8.  Reaction — Jet  Propeller. — The  term  reaction  is  em- 
ployed to  denote  the  pressure  upon  a  surface  due  to  the  direc- 
tion and  velocity  with  which  the  water  leaves  the  surface. 
Water,  for  example,  issues  under  the 
head  //  and  with  the  velocity  v^  (at  con- 
tracted section)  from  an  orifice  of  sectional 
area  A  in  the  vertical  side  of  a  vessel. 
Fig.  211. 

Let  R  be  the  reaction  on  the  opposite 
vertical  side  of  the  vessel,  and  let  Q  be  the  quantity  of  water 
which  flows  through  the  orifice  per  second.     Then 

R  =  horizontal  change  of  momentum 

wQ  IV 

= z\  =     c^v^  =  2wcj:^Ah  =  2wAh,   .     .      (i) 

disregarding  the  contraction  and  putting  c^=.  \, 

Thus  the  reaction   is  double  the  corresponding  pressure 

when  the  orifice  is  closed  (Ex.  i,  p.  363). 

Again,  let  the  vessel  be  propelled  in  the  opposite  direction 

with  a  velocity  u  relatively  to  the  earth. 
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Then  v^  —  u  is  the  velocity  of  the  jet  at  the  contracted 
section  relatively  to  the  earth  and 

R  =  horizontal  change  of  momentum 
w 

=  -G(^i-«) (2) 

The  useful  work  done  by  the  jet 

w 
=  Ru=^Qu(v,-u) (3) 

The  energy  carried  away  by  the  issuing  water 

=  -G^-V^ <4> 

Hence 

w                         tv    (v  ^—  tif 
the  total  energy  =  —Qu{v^  ""  ^)  H Q^ 

=  ^0*--^- (5) 

and 

w 

the  efficiency  =  ?— —      ^^  (f\ 

Thus  the  more  nearly  v^  is  equal  to  «,  and  therefore  the 
larger  the  area  A  of  the  orifice,  the  greater  is  the  efficiency. 

If  the  vessel  is  driven  in  the  same  direction  as  the  jet,  then 
7/,  +  «  is  the  relative  velocity  of  the  jet  with  respect  to  the 
earth,  and  the  reaction  is 

R  =  horizontal  change  of  momentum 
w  w 

w 
= -^^'.(^'i  +  «). (7) 

disregarding  the  contraction  and  putting  t„  =  i. 
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9.  The  Jet  Reaction  Wheel   (Scotch  Turbine) In  this 

form  of  motor  the  water  enters  the  centre  of  the  wheel, 
spreads  out  radially  in  tubular  passages,  and  issues  from 
openings  at  the  ends  tangentially  to  the  direction  of  rotation. 


Fig.  212. 


Fig.  214. 


i 


I 


Fig.  213. 


Fig.  215. 


Fig.  2 1 2  represents  the  simplest  wheel  of  this  class.  In 
England  it  is  known  as  Barker's  Mill,  and  in  Germany  as 
Segner's  Water-wheel. 

A  reaction  wheel  may  have  several  tubular  passages  as  in 
Fig.  214,  while  the  vertical  chamber  XV  may  be  cylindrical, 
prismatic,  or  conical. 

The  Scotch  or  Whitelaw^s  turbine.  Fig.  215,  does  not 
differ  essentially,  excepting  in  the  curved  arms,  from  the 
simple  reaction  wheel. 

Let  r  be  the  horizontal  distance  between  axis  of  orifice  and 

axis  of  rotation. 
*«  A  **     **   head  of  water  over  the  orifices  when  closed. 
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Let  V  be  the  velocity  of  efflux  relatively  to  the  tube  when 

the  orifices  are  open. 
**   «  **     **   corresponding   linear    velocity  of  rotation   at 

the  centre  of  an  orifice. 
**  7^2**     **   absolute  velocity  of  efflux  =  V  —  u. 
**   (2  '*     **   discharge. 

''  R  ''     **   reaction. 

* 
Then 

V^  =  c,\u^  +  2gk) (I)- 

c^  being  the  coefficient^ of  discharge. 

Also, 

wQ 

—  {V  ^  u)  =  horizontal  linear  change  of  momentum 

=  reaction  producing  rotation 

=  ^-       •       •       • (2) 

The  useful  work 

=  Ru=-^V^u)u (3) 


The  efficiency 

Hu        {V  —  u)u       2{V  —  u)u 


wQh  gh       -    F»      • 


•        • 


(4) 


Again,  the  efficiency 

_  ( V  -  ti)u       t^  IV         \ 
~"        gh        ""  gJi^u  I 

u^  {     I       gh  l\  ) 

=  -  .  \  c^-\ ^  ~  terms  containing  higher  powers  of-j  —  I  r  • 

Thus  the  efficiency  must  theoretically  increase  with  «,  but 
the  value  of  ti  is  limited  by  the  practical  consideration  that, 
even    at    moderately   high    speeds,    so   much   of  the  head    is 
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absorbed  by  frictional  resistance  as  to  sensibly  diminish  the 
-efficiency. 

The  serious  defects  of  the  reaction  wheel  are  that  its  speed 
is  most  unstable  and  that  it  admits  of  no  efficient  system  of 
regulation  for  a  varying  supply  of  water. 

By  equation  (4),  the  efficiency  is  a  maximum,  for  a  given 
value  of  «,  when 

F»  -  2  F«  +  r^2«»  =  o, 
or 

r=«(i  +  i^r^r77). ......   (5) 

Experiment  also  indicates  that  the  best  effect  is  produced 
when  the  linear  speed  of  rotation  («)  is  that  due  to  the  total 
head  (A),  so  that 

u^  =  2ghy 
and  therefore 

V  =  Ac.^gh. 

Substituting  these  values  in  equation  (5),  it  is  found  that 

and  hence,  by  equation  (4),  the  maximum  efficiency  =  f. 

h 
Thus,  one  third  of  the  head,   i.e.,  — ,  is  lost,  and  of  this 

v^       (V  ^uf       h 
amount  the  portion  -^  =  ~  =  -,  is  carried  away  by  the 

2^  2^  9 

effluent  water  in  its  energy  of  motion.     The  remainder,  viz., 

=.  —h  is  lost  in  frictional  resistance,  etc. 

3        9        9 

Ex.  A  reaction  wheel  with  six  tubular  passages,  each  of  4  sq.  ins. 

sectional  area,  passes  112,500  gallons  of  water  per  hour  and  makes  105 

revolutions  per  minute.     The  distance  between  the  axis  of  revolution 

and  the  axis  of  an  orifice  is  2  feet.     (Take  r,  =  i.) 

,-  4        I     1 12500         5         .  .^ 

V-^-  =  i- ,,    /   ^    =  -^  cu.  ft.  per  sec.  per  orifice. 
144      66i. 60.60      t  ^  ^ 


378  IMPACT  IVHEEL. 

Therefore  J^  =  30  ft.  per  sec. 

-                                       2.  at.  2.105  f 

Again,  u  = V- =  22  ft.  per  sec. 

Hence,  if  h  is  the  head  over  the  orifices, 

30'  =  22*  +  2.32  .  h, 
and  ^  =  6i  ft. 

The  reaction  on  each  tube  =  — ?  'T(y^  ~  22)  =  13^^  lbs. 

The  useful  work  =  6  x  13^  x  22  =  1718^^  ft.-lbs. 

=  3i  H.P. 

The  efficiency  =  -^^ — %r\  =  — . 

62I.5.64       13 

10.  Impact 'Wheel.  Borda  Turbine. — A  jet  moving  in 
the  direction  OC  (Fig.  216),  with  a  velocity  v^  (=  OC)  im- 
pinges upon  a  flat  vane,  driving  it  in  the  direction  OE  with  a 
velocity  u  (=  OE),     Join  CE, 


ff 


^ 


-        '-'' 
*>•'•     ' 


.0 


1    >*'%-!> 
-fi^T  ^Ji'^lx^''        ^^""'O 


"'/ 1  ;*'   .^'*  \ 


I  7^  I        * 


Fig.  ai6. 
Let  (2i  be  the  quantity  of  flow  towards  A^  and  ^i  its  mass. 

Disregarding  the  eflfect  of  gravity,  which  is  equivalent  to 
the  assumption  that  the  movement  of  the  water  on  the  vane  is 
sensibly  in  a  horizontal  plane,  and  also  disregarding  friction, 
the  water  leaves  the  vane  at  A  and  B  with  a  relative  velocity 
V  =  Ag  =  Bg*  =  CEy  coincident  in  direction  with  AB  pro- 
duced. 
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Draw  A  A'  and  BB'  parallel  and  equal  to  OE  =  «. 
Complete  the  parallelograms  A'g  and  B'g.     Then 
Ah,  =  t/j',  represents  in  direction  and  magnitude  the  absolute 

velocity  with  which  the  water  leaves  the  vane  at 
A,  and 
Bk\  =  v^' y  represents  in  direction  and  magnitude  the  absolute 

velocity  with  which    the  water  leaves  the  vane 
at  ^. 
From  the  triangle  OCE^ 

F^  =  z/j^  4"  *<*  "~  ^'^\^  cos  y. 

From  the  triangle  AA^h, 

z;/»  =  P  +  «>  —  2  Ftf  sin  0. 

From  the  triangle  BB'h\ 

z;/'«  =  F«  +  «2  +  2  Vu  sin  0. 


Hence 


"^ ^  =  u{y^  cos  X  ^  «  +  ^  sin  0) 


and 


Also, 


=  «(z/j  cos  ^-^  —  «  —  F  sin  0). 


_   ^  <2i/  cos  0\ 

^'^  z  v\^         cos  ^  / 


and 


Therefore  the  useful  work 


w  QJ  cos  0\ 

'         ;?■  7^  ^  COS  Ql 


y%  —  ^ /  3  ^2  —  ^/'  2 


=  W,-  — 


I  2       _1_  .-.  *^1  ^^2 

I     ^2  7. 


I  2  '  *  2 


=  f  ^/^^  -  «^)'^(^^  COS  ;.-  «)  +  (a.  -  Q^iVsin  0}, 
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where 

Q=Q,+  Qr 

If  the  directions  of  motion  of  the  vane  and  of  the  impinging 
jet  coincide, 

y  =^  6  -\-  <l>  z=  o     and      V  -=.  t^  —  u^ 

and  therefore  the  useful  energy  imparted  to  the  vane 

w  u 


=  -  -  (^.  -  »)\Q  -\-Q1-Q2  sin  0). 

For  a  maximum  effect  v^  =  3«. 

Series  of  Vanes, — If  a  number  of  vanes  are  successively 
introduced  at  the  same  point  in  the  path  of  the  jet,  then 

w  w 

fn^=  — (2i     and     m^  =  -  (2,. 
g  g 

Thus  the  useful  energy  becomes 

^  u\  Q{v,  cos  y-74)  +  (Ci  -  Q2)  V  sin  0} ; 

and  if  the  directions  of  motion  of  the  vane  and  the  impinging 
jet  coincide, 

and  the  useful  energy 


=  --u{v^  -  «)(e  +  Gx  ~  Gz  sin  0). 

o 

For  a  maximum  effect  v^  =  2u. 

Flow  in  Otu  Direction, — If  the  whole  of  the  water  flows 
away  in  the  direction  OA  so  that  62  =  ^  and  Q^  =  0*  ^^ 
useful  energy  for  a  single  vane 

wQ  ul             cos  0\  .    T^  .      .> 

= \v.  —  u 7,  (z/,  COS  y  —  «  +  K  sm  0) 
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and  the  useful  energy  for  a  series  of  vanes 

wQ 
=  —  «(z/j  cos  y^  —  «  +  F  sin  0) . 

For  a  given  value  of  (p  this  last  is  greatest  when  y  (=  ^  +  0) 
=  o,  and  therefore  F  =  t^j  —  «.     Then 

wQ 
maximum  useful  energy  =  — u{7\  —  u){i  +  sin  0), 

which  increases  with  0  or  as  the  angle  of  exit  OAA' 
(=  90**  —  0)  diminishes,  indicating  that  it  is  advantageous  to 
curve  the  outlet  lip  of  the  vane. 

Denote  the  exit  angle  by  e.  Fig.  217.     Then 

V^  z=  u^  -\-  V^  —  2UZ\  COS  y 

and 

t/j'  ==  1^  -|-  V^  —  2uV cos  e. 

Thus    the  useful  energy  imparted 
to  the  vane 


wQ  v^ 


c;2  — 


v^ 


wQ 
=  — u{i\  cos  ^  —  «  +  Fcos  ^). 

If  ^  is  so  small  that  cos  ^  =  i ,  ap- 
proximately, then  the  useful  energy 

=  — «(z/j  cos  y  —  u  -f-  y) 
=         u\T.\  cos  y  —  u 

o 


4r— ^^V^C 


+  i'w'*  +  v^  —  2w7^i  COS  y), 

WQVy 


Fig.  217. 


This  is  greatest  and  =  — ^  '-^  when  //  =  ^z/j  sec  y,  which 

is  the  best  speed  of  the  wheel.      In  such  case  the  whole  of  the 
jet's  energy  is  transformed  into  useful  work. 
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In  the  simplest  kind  of  impact  wheel  the  jet  strikes  the 
vane  more  or  less  perpendicularly  and  spreads  over  the  surface 

in  all  directions.     Wheels  of  5  ft.  diameter  are  used 

for  falls  of  from  10  to  20  ft.     The  vanes  are  1 5  ins. 

X  8  ins.   to   10  ins.   measured   radially,   and    are 

inclined  at  from  so"*  to  70°  to  the  horizon.      The 

water  strikes  the  vane  in  a   direction  making  an 

angle  of  from    10°  to  20°  with  the  horizon,   i.e., 

nearly  at  right  angles. 

In  a  Borda  turbine  (Fig.  219)  revolving  about  a  vertical 

axis  00,  the  vanes  are  curved  and  the  water,  as  it  flows  over 

them,  acts  principally  by  pressure.     The  vanes  are  set  between 

two  concentric  drums  which  should  be  of  considerable  depth 


Fig.  218. 


.\>a_.J' 


.^_'5::?r. 


f^j-A^ 


Fig.  220. 


Fig.  219. 

and  should  have  a  large  mean  diameter.  Borda  found  that 
with  such  a  turbine  an  efficiency  of  75  per  cent  could  be 
obtained  under  favorable  conditions.  As  the  water  passes 
through  the  turbine  the  fluid  particles  move  wholly  in  cylin- 
drical surfaces,  and  there  is  little  if  any  change  in  the  distance 
of  a  particle  from  the  axis.  Thus  the  effect  of  centrifugal 
force  may  be  disregarded. 

Let  Fig.  220  be  a  section  of  the  vane  at  a  distance  from 
the  axis  equal  to  the  mean  radius. 

The  water  strikes  the  vane  at  a  in  the  direction  ac^  falls 
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upon  the  vane  through  a  vertical  distance  h.^ ,  and  is  discharged 
at /in  the  direction///  with  a  velocity  v.,. 

Let  Fj ,   Fg  be  the  relative  velocities  ad  at  a  and  yjf  2it  y, 
respectively.  .  Then 

jy  =   /7  +  2^//.,. 

If,  again,  the  angle  of  exit  c  at  /"is  so  small  that  cos  r  =  I, 
approximately, 

■ 

Suppose  that  the  water  leaves  the  turbine  without  energy, 
.  i.e.,  so  that  7'^  =  o  =  F^  —  //,  then 


=  «'  4"  '^'i    ~  2l/7\  COS  y  +  2^A 


2 


• 


and 


or 


2m\  COS  ;/'  =  7'j2  -j-  2^//2 
=  2^(//  +  /l,) 


uvi  COS  >/  =  gHj , 


an  equation  giving  the  best  speed  of  the  turbine. 

H  is  the  head  required  to  give  the  velocity  7\  at  entrance. 

//j  is  the  total  head  under  which  the  turbine  works. 

There  should  be  no  loss  in  shock  at  entrance,  and  to  insure 
this  ad  (=  F,),  the  relative  velocity,  must  be  tangential  to  the 
lip  at  a. 

The  lip  angle  a  is  then  given  by 

//        sin  (a+  r)  I        4.        • 

-   = . =  cos  V  +  cot  a  .sm  y, 

v^  sin  a  ^     ^  ^ 
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or 


u 
cot  a  r=i  —  cosec  y  —  cot  y. 

Since  «  =  F, ,  the  triangle  fgh  is  isosceles,  and 

.    e 
c;,  =  2«,  sin  -. 
'  «         2 

The  useful  work  =  —  mi ?- ), 

g    \        2gr 

T)  being  the  efficiency. 

Let  R  be  the  mean  radius. 

*  *  /    *  *      * '    water  thickness,  measured  radially. 

Then, 

2  nRt  F,  sin  e  =  Q. 

AUowjtnce  may  be  made  for  the  principal  hydraulic  resist- 
ances (friction,  etc.)  by  taking 

/  ^    to  represent  the  loss  of  head  up  to  the  inlet,  and 

/^—^   **  **         **      4i     «4     ii      in  the  wheel-passages. 

Then 


and 


(I 

H 

(I 

2^ 

+  >4,. 

/j  and  y*^  being  coefficients  to  be  determined  by  experiment. 

Usually^  varies  from  .025  to  .2  and  upwards,  an  average 
value  being  .125,  and/^  varies  from  .1  to  .2. 

The  normal  distance,  Fig.  221,  between  two  consecutive 
vanes  should  be  >  the  stream  *s  normal  thickness  between  the 
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vanes,  i.e.,  >  -ri  X  the  nonnal  thickness  of  the  stream  before 
impact. 


Burdin's  (Fig,  322)  is  among  the  best  of  impact  wheels, 
differing  only  from  the  simple  Borda  in  receiving  the  water  at 
several  points  simultaneously  and  in  distributing  the  outlet 
openings  in  three  concentric  circles, 

Ex.  A  s-H.P.  Borda  turbine,  o[  4  [t,  mean  diameter  and  4  ft.  depth, 
works  under  a  total  head  of  zo  ft.  The  direction  of  the  jet  before  impact 
is  inclined  at  33°  33'  (y)  to  the  horizon,  and  the  angle  of  exit  («)  is  19°  8'. 
The  jet  delivers  3  cu.  ft.  o(  water  per  second.  Find  (a)  the  best  speed 
of  the  turbine;  {i)  the  lip  angle  a;  U)  the  velocity,  v, ,  of  the  water  as  it 
leaves  the  turbine;  (d)  the  hydraulic  efficiency:  ('')  the  practical  effi- 
ciency. 


=  head  required  to  produt 


64- 


Therefore  v,  =  31  ft.  per  second. 

The  beat  speed  is  then  given  by 

ai'.cos?'=i-W.. 
or  u  .32.  cos  33*  33' =  31.10. 

or                      w. 32  =  32.20.-    and    m  =  34  (t.  per  second. 
The  number  of  revolutions  per  minute  =  yj =  114A- 


t  33   33  -  ^  cosec  33*  33'  =  .1509, 
a=g8'  35'. 
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(c)  Assuming  V%  =  u,  then 


Vt  =  2u  sin  —  =  48  sin  9*  34'  =  48  x  7  =  8  ft.  per  second. 


(d)  The  hydraulic  efficiency  =  i  — 
{e)  If  7  is  the  practical  efficiency, 


8«         19 

z =  —  =  .95. 

64.20      20       ^^ 


7  .  62J  .  3  ^20-  j-^^j  =  5.550 

and  Tf  =    .772. 

Danaides, — ^Thesc  are  wheels  capable  of  revolving  about  a 
vertical  axis  and  consist  of  two  casings  which  are  more  or 
less  in  the  form  of  inverted  truncated  cones  (Fig.  223)  and 
which  enclose  a  space  divided  into  a  number  of  water-passages 
by  vanes  which  may  be  flat,  spiral,  or  screw-shaped.  In  the 
wheels  described  by  Belidor  the  inner  casing  with  the  vanes 


Fig.  223.  Fig.  224. 

attached  is  made  to  closely  fit  the  outer  conical  casing,  which 
is  fixed.  In  another  form  of  Danai'de  the  vessel  is  divided 
into  two  equal  parts  by  a  vertical  partition.  Thus  in  wheels 
of  this  type  the  water  approaches  the  axis  in  its  descent, 
developing  a  centrifugal  force  which  must  be  taken  into 
account. 

Consider  the  case  of  a  Danaide  with  double  conical  casing 
and  flat  vertical  vanes.  Fig.  224. 
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The  relative  velocities  V^ ,  V^  are  evidently  at  right  angles 
to  the  corresponding  peripheral  velocities  at  inlet  and  exit. 
Therefore 

v*=  F,'  +  V     and     !-,»=  V^  +  u*. 

Also,  if  A,  is  the  depth  of  the  wheel, 


2g  g  ^ 

-and  the  mechanical  elTect 

«\2^    '       *        2gl  ^  ^   '  '-' 

Tub-wheel. — This  form  of  impact  wheel.  Fig.  225,  consists 
of  a  number  of  floats  fixed  to  a  vertical  shaft.  The  wheel  is 
either  fitted  into  a  well,  a  small  clearance 
being  allowed,  or  it  is  given  a  larger 
diameter  and  is  placed  just  below  the 
well.  The  water  is  brought  along  a 
properly  designed  race,  enters  the  well 
tangentially  with  considerable  velocity 
and  acquires  a  rotary  motion.  Thus  it 
acts  upon  the  floats  both  by  impact  and 
by  pressure.  The  efficiency  of  the  wheel 
is  small,  as  a  large  portion  of  the  water  Pig.  aaj. 

escapes  without  producing  its  full  effect.  Practical  experience 
indicates  that  the  best  speed  of  the  middle  of  the  floats  is  about 
one  third  of  the  velocity  of  the  current,  and  that  the  efficiency 
varies  from  15  to  40  per  cent,  but  rarely  exceeds  30  per  cent. 
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11.  Jet  impinging  upon  a  Curyed  Vane  and  deviated 
wholly  in  one  Direction — Best  Form  of  Vane.— Let  the  jet, 

of  sectional  area  Ay  moving  in  the 
direction  AB  with  a  velocity  z/, , 
drive  the  vane  AD  in  the  direction 
AC  with  a  velocity  u,  Fig.  226. 

Take  ABto  represent  v^  in  direc- 
tion and  magnitude. 

Take  AC  to  represent  u  in  direc- 
tion and  magnitude. 
Join  CB. 

Then  CB  evidently  represents 
Vf  the  velocity  of  the  water  relatively 
to  the  vane,  in  direction  and  magni- 
tude. If  CB  is  parallel  to  the  tan- 
gent to  the  vane  at  A,  there  will  be  no  sudden  change  in  the 
direction  of  the  water  as  it  strikes  the  vane,  and,  disregarding 
friction,  the  water  will  flow  along  the  vane  from  A  to  D  with- 
out any  change  in  the  magnitude  of  the  relative  velocity 
F(=  CB),  The  vane  is  then  said  to  **  receive  the  water  with- 
out shock." 

Again,  from  the  triangle  ABC,  denoting  the  angles  BACf 
ABCy  AC  By  hy  A,  B,  C,  respectively. 


Fig.  226. 


u 


AC       s\n  B 


sin  B 


v^'  AB       sin  C      sin  {A  -^  B)' 


and  therefore 


(0 


v. 
cot  B  =  -  cosec  A  —  cot  A^   . 
u 


(2) 


a  formula  giving  the  angle,  between  the  lip  and  the  direction 
of  the  impinging  jet,  which  will  insure  the  water  being  received 
•  *  without  shock.  *  * 

In  the  direction  of  the  tangent  to  the  vane  at  jD,  take 
DE  =  CB  (=  V). 
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Draw  Z^/^  parallel  and  equal  to  AC  {=^  u). 

Complete  the  parallelogram  EF. 

Then  the  diagonal  DG  evidently  represents  in  direction 
and  magnitude  the  absolute  velocity  7>^  with  which  the  water 
leaves  the  vane. 

Draw  AK  equal  and  parallel  to  DG  (=  t/J. 

Join  BK,  Then  BK  represents  the  total  change  of  velocity 
between  A  and  D  in  direction  and  magnitude. 

Thus  if  R  is  the  resultant  pressure  on  the  vane,  then 
R  '^^  f9t ,  BJC. 

« 

Let  MLf  be  the  projection  of  ^A!' upon  AC. 
Then  ML  represents  the  total  change  of  velocity  in  the 
direction  of  the  vane's  motion. 

Let  P  be  the  pressure  upon  the  vane  in  this  direction. 
Then 

P  ^tn  .  LM. (3) 

The  useful  work  =  Pu  =  mu  .  LM  =  nt-^ ^-,        .     (4) 

w    v^ 
The  total  available  work  ^=z  —A- (5) 

.^,        ^  .         '^«  •  LM  v^  —  v^ 

The  efficiency     ^  =  2mg-;^^^j;^.        .....     (6) 

g     2 

Again,  join  CK, 

Then,  since  AC  is  equal  and  parallel  to  DFy  and  AK  to 
DG,  the  line  CK  is  equal  and  parallel  to  DE,  and  is  therefore 
equal  to  CB. 

Thus  in  the  isosceles  triangle  CBK,  CB  is  equal  and 
parallel  to  the  relative  velocity  V  Bt  A,  CK  is  equal  and 
parallel  to  the  relative  velocity  V  at  Z>,  and  the  base  BK  repre- 
sents the  total  change  of  motion. 
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Let  6  be  the  angle  through  which  the  direction  of  the  water 
is  deviated,  i.e.,  the  angle  between  AB  and  AK,     Then 

F»  =  CK^  =  AK^  +  AC^  -  2AK  .  AC  cos  {A  +  <J) 
=  v^  +  «»  -  27y/  CCS  (y4  +  d), (7) 

and  also 

f^»=:  C/r^=  CB^  .=  AR''  +  AC^  -  2AB .  AC  cos  A 
=  v^  +  u^-'2t\ucosA (8) 

Hence 

v^  —  v^ 

-^ ^  =  «!fjCOS  y4  —  Z',  COS  (y4 -4- tf)!.    .      .      (91 

If  BH  is  drawn  parallel  to  the  tangent  at  D,  ^A!' evident l> 
bisects  the  angle  between  BC  and  Bf/,  and  this  angle  is  equal 
to  the  angle  between  the  tangents  to  the  vane  at  A  and  D. 

Let  a  be  the  angle  between  the  normals  at  A  and  D, 
Then  the  angle  KCB  =  a,  and 

the  angle  CBK=  -(180°  -  a)  =  90**  -  -. 
Therefore 

BK^2Cb(qos  90*  —•^)  =  2  r  sin  -. 

Hertce 

R  =zm  .  BIC=2mV sin—.       .     .     .     (10) 

Let  Xy  Y  be  the  components  of  R  in  the  direction  of  the 
normal  at  A  and  at  right  angles  to  this  direction.     Then 

at 

X :=  R  COS  -  =  7hV  sin  a, (ii) 

ot  a 

Y=  ^  sin  —  =  2mV sin^'-  =  mV{\  —  cos  a).     .     (12) 
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The  efficiency  is  a  maximum  when 


d{Pu)  ^^^^dP 
du  du  ' 


(13) 


The  efficiency  is  nil  when 

Pu  =  o,     i.e.,  when  «  =  o  or  P  =  o.     .     .     (14) 


In  the  latter  case,  since  P=  m .  LM,  the  projection  LM 
must  be  nil,  and  therefore  yig,  227. 

BK    must    be     at    right  k 
angles  to  AC^  as  in  Fig.     \^nS>^ 
227.  \  \ 

The  angle  A  CB  is  now 


a 


=  1 80** .     Therefore 

2 


u 


sin  ABC 
sin  ACB 

sin  g  -  A) 


a 


sin 


If  BK  is  parallel  to 
ACy  Fig.  228,  then  the 
angle 


^C5  =  -(i8o*-a)  +  a 

2 


a 


=90-  +  -. 


and  therefore 


u       sin  ABC 
V.  ""  sin  ACB 


cos 


(f+^) 


cos  a 
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Let  the  direction  of  the  impinging  jet  be  tangential  to  the 
vane  at  A,  Fig.  226,  and  let  the  jet  and  vane  move  in  the  same 
direction.     Then 

F  =  t/j  —  «,     m  =  'zA{v^  —  u) ; 

--       w  w  a 

P=  y=  —A(v^  -  uf{l  -  cos  a)  =  2  —  A{v^  -  «)»sjn«-; 

useful  work  =  Pu  =  2 — Auiv.  —  uY  sin'  -: 

^       \  1  2 

ui/i*   —  ti^  ot 

efficiency  =  4  -    ^   3 sin'  — . 

This  is  a  maximum  and  equal  to  —  sin'  -  when  t\  =  3«. 

These  results  are  identical  with  those  for  a  concave  cup 
when  a  =  1 80°. 

Instead  of  one  vane  let  a  series  of  vanes  be  successively 
introduced  at  short  intervals  at  the  same  point  in  the  path  of 
the  jet.     Then 

w 
m  =  — Av,, 

g       ' 

and  hence  the  pressure  P,  useful  work,  and  efficiency  respec- 
tively become 

W  W  V?  —   If?'         V?  —  f ' 

—Av,.LM-     -Avp ^;       '—^. 

N.B.  Frictional  resistance  may  be  taken  into  account  by 
assuming  that  it  absorbs  a  fractional  portion  of  the  head  corre- 
sponding to  the  velocity  of  the  jet  relatively  to  the  surface  over 

F' 
which  it  spreads.     Thus  the   loss    of  head  =/ — ,  and  the 

F' 
corresponding  loss  of  energy  =  wQf — . 


EXAMPLE. 
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Ex.  A  cunped  vaoe  tn  the  form  of  the  quadrant  of  a  circle 
without  shock,  at  an  edge,  a  stream  of  water  flowing  at  the  rate 
per  second,  which  drives  the  vane  with 
a  velocity  of  4  ft.  per  second  in  a  direc- 
tion making  an  angle  of  60*  with  the  re- 
ceiving edge. 

At  the  receiving  edge  the  triangle  a^  is 
a  triangle  of  velocities  in  which  the  angle 
ahc=i  i2o'.af  =  12  ii„ab  =  ^  ft.,and^  =  F, 
the  relative  velocity  at  a  which  must  be 
parallel  to  the  tangent  at  a,  as  there  is  to 
be  DO  loss  in  shock.     Then 

I2»  =  4«  +  K"  —  24!^ cos  I20% 
or  '    ^^^ 

128=  F'  +  4  F. 
and 

V  =  9.4891  ft.  per  second. 

Also,  if  ;^  is  the  angle  between  ac  and 
the  receiving  edge,  then  the  angle  cad  =  6o*  —  7^,  and 

94891  _  A:  _  sin  (6o-  _  ;.)        . 

"T~  -  ^  =  ■    "sin>  -  -  =  «^"  ^   ^^^  ^  -  <^^«  ^  ' 


receives 
of  12  ft. 


or 


cot  y  =  3.3166    and  y  =  i6*  47'. 


At  the  discharging  ^^^^  fghk  is  the  parallelogram  of  velocities  in 
which  fg,  parallel  to  ab,  =  4  ft.,  /k,  langental  at  /,  =  9.4891  ft.,  the 
relative  velocity,  Sind/h  is  the  absolute  velocity  in  direction  and  magni- 
tude with  which  the  water  leaves  the  vane.  Let  the  angle  h/Jb  =  6, 
Then 

7/,'  =  4«  4.  (9.4891)'  —  2  X  4  X  9.4891  cos  30*  =  40.2993, 


and 


V9  =  6.3481  ft.  per  sec. 


.              9.4891      /k      sin  (d  +  30-)  «   .     •         •      ^  jt 

Agam,  =z-^—= V— ^-"^-^  =  cos  30"  +  sm  30*  cot  o. 


and 


hk  sin  6 

cot  S  =  3.0126,     or    5=18**  22'. 


12.  Tangential  or  Centrifugal  Turbines. — Suppose  that 
the  vane  AD  is  constrained  to  revolve  about  a  vertical  axis  O 
with  a  constant  angular  velocity  gj.  If  OP,  OQ  are  consecu- 
tive radii  and  if  PN  is  drawn  at  right  angles  to  OQ^  then  the 
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work  of  the  centrifugal  force  as  a  mass  m  of  fluid  moves  from 
P  to  the  consecutive  position  Q 

=  mod^r  .  QN 
=  ffiGi^r  .  dry 
where  OP  =  r. 


Fig.  230, 
The  total  work  in  the  movement  from  A  to  D 


mca^r  dr 


=  ^w  -  o 


=  ^(«,'  -  V). 


Viy ,  Uj  being  the  linear  velocities  at  A  and  D  respectively. 

u/  —  u « . 

If  the  flow  is  from  A  to  D,  -^ ~  is  evidently  a  gain  of 

head,  while  it  is  a  loss  of  head  if  the  flow  is  from  D  to  A, 

In  tangential  or  centrifugal  flow  turbines  a  number  of  vanes 
are  encased  and  have  concentric  inlet  and  outlet  surfaces. 
The  flow,  which  is  more  or  less  radial,  is  towards  the  axis  in 
the  inward-flow  ^nAfrom  the  axis  ill  the  outward-flow  turbine. 
Since  the  axis  of  rotation  is  vertical,  the  eflect  of  gravity  may 
be  disregarded. 
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If  v/y  v"  are  the  radial  components  of  v^  and  v^  respec- 
tively, 

vj  =  v^  sin  Y     and     v^'  =  V^  sin  )8. 


Fig.  232. 


Then,  by   the  condition   of  continuity  of  flow,  and   dis- 
regarding the  thickness  of  the  vanes, 

2nr^d^J  =  ^.nr^d^Vy^  sin  ;/  =  g  =  ^ffr^rf,?'/'  =  2nr^^V^  sin  /?, 


and 


r,d,v^  sin  y  =  —  =  r^,F,  sin  /?,      , 


.     .     (i> 


</j  and  d^  being  the  inlet  and  outlet  depths  of  the  wheel. 
First.  Disregard  hydraulic  resistances.     Then 


or 


=  «,*  +  v^  —  2u{v^  COS  y  -\-  u^ 
=  V*  —  2«,z',  COS  y  -j-  «/, 

V,'  =    V^  —  «j*  +  2K,V,  COS  y. 


(2). 


-«» 


(3> 
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Also,  from  the  triangle  /k/if 

v^=  V^  +  u^-2V^^cos  fi (4) 

Hence 

wQv? — v^ 
the  useful  work  = 

wQ 
=  —  («r^i COS  r  +  u^V^ cos /3 -  u^).       (5) 

The  energy  carried  away  by  the  water  on  leaving  the  tur- 
bine should,  of  course,  be  as  small  as  possible.  Two  assump- 
tions are  usually  made  in  practice,  viz. , 

either  «,  =  F, , 

« 

and  then  also,  by  eq.  (2),  «j  =  Fj,  so  that  the  triangles  fkh 
and  acd  are  isosceles ; 

or  6=i  90°, 

so  that  the  flow  at  outlet  is  radial,  or  v^  =  z;/',  and  therefore 
the  tangential  component  of  v^ ,  or,  as  it  is  called,  the  outlet 
velocity  of  whirl,  is  nil. 

Adopting  the  assumption  u^=z  V^,  in  which  case  the  tri- 
angles/5feA  and  acd  art  isosceles,  then 

«r=yr='i^^Cr=^u,=^V,.       .      .      (6) 
Hence  eq.  (i)  becomes 

111         ^       27r         *^*        '^       rj'2  cos  y 
or  r^Vj  sin  2  7^  =  r^d^  sin  /?,       •     .     .     .     (7) 

and,  by  eqs.  (5)  and  (6), 

tuQfv '  \ 

the  useful  work  =  — ^\^-L  +  «/  cos  ft  —  u^j 


_  wQ^  v^l    ^  r^         2  \ 
^    g     2\        r^  cos^y^* 


(8) 
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The  corresponding  efficiency 

o  sin*  — 
f  *         2 

=  I  -  ^  —J- (9) 

r^  COS"*  y  ^^^ 

Adopting  tfie  assumption  6  =  90°,  then 

v^'  cot  /3  =  v^cot  /S  =  u^=  V^  cos  y5,    .     ,     (lo) 
Eq.  (i)  now  becomes 

'  2 


Q  .      .       .       r^ 


^A^x  sin  ;/  =  —  =  r^d^^  tan  /?  =  ydji^  tan  /?,  (i  i) 

and,  by  eqs.  (i),  (5),  and  (10), 

1          ^  ,         f       ^C                         '^Q'^?^?d.  sin  2y  ,     ^ 

the  useful  work  =  —  uA\  cos  y  =  —     -    ^    '  ^ ^.   .  (12) 

•^                      ^    *  *                   ^    2   r  Wj  tan  /J  ^     ' 


The  corresponding  efficiency 

r^Wj  sin  2y 


(13) 


fj^rf^  tan  /J 

Second.  The  principal  hydrauh'c  resistances  may  be  taken 
into  account  by  taking  the  loss  of  head  up  to  inlet  = /l-\ 

and  the  loss  of  head  in  the  wheel-passages  =/4—^,  so  that  the 

2g 

total  loss  due  to  the  resistances  in  question 


Eq.  (2)  now  becomes 


(^4-/4)2^'=  f".' +  «,*-«.';    .    .    .    (15) 


and  if  His  the  head  over  the  inlet, 


(1+//^^  =  -^-    .......  (16) 
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Ex.  I.  A  centrifugal  inwarddow  turbine,  with  equal  inlet  and  outlet 
depths  and  working  under  ttie  head  of  200  ft.,  passes  i  cu.  ft.  of  water 
per  second.  The  angle  y  is  15";  4ri=5rs;  and  it  is  assumed  that, 
.»s  =  V%,  Find  (a)  the  peripheral  speed;  (b)  the  lip  angle  at  outlet;  {c) 
the  energy  carried  away  by  the  water;  (d)  the  energy  lost  in  hydraulic 
resistance ;  (e)  the  useful  work ;  (/)  the  efficiency.  (Disregard  the  thick- 
ness of  the  vanes.) 

sin  15*  =  .259,    cos  15"  ^  .966,    and  let  /t  =/«  =  .125. 
{a)     (i  +  ojz"  =  200.      Therefore  Vx  =  io6f  ft.  per  sec. 

By  eq.  ( 1 4).  V,^  +  «,»  -  wi»  =  ^  F,«  =|»A 

or  Vx*  —  TVxUx  cos  '  5'  =  J  w«'  =  g^f-  )  «i'  =  .o8«i*» 

or  Vx  =  1.972U1  =  io6|, 

so  that  Ux  =  54.09  ft.  per.  sec. 

A I  I  Ux       sill  (g  4-  15") 

Also,         — —  =  -—  = : — - —  =  cos  I5*  +  cot  a  sm  iK\ 

1.972       Vi  sin  a  ^  ^ 

cosec  I  ? 

Therefore     cot  (i8o'  —  a)  =  cot  15* =  1.77277, 

^  1.972  ''  '" 

and  o[z=  145^  40". 

(d)  By  eq.  (i).         rxVi  sin  y  =  ri««  sin  )5  =  -?-  sin  fl, 

or  sin  fi  =  f-lj  x  1.972  x  .259  =  .79804, 

and  H  =  52*  56'. 

(r)  The  energy  carried  away  by  the  water 

=  62i.  I  .^'  =  i^4«.'  sin*  ^  =  ?-5«.«(i  -  cos  P) 
64       128  24  '^' 

=  -(54-09)'  ><  -397  =  i45»-8  ft.-lbs. 
4 

=  2.64  H.P. 
{d)  By  eq.  (14),  the  loss  in  hydraulic  resistance 

=  j-^^'l^ '(i^*+  ^ (54.09)*)  =  1617.5  ft.-lb8. 

=  2.94  H.P. 
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{e)  The  total  possible  work  =  62I .  i  .  200  =  12,500  ft.-lbs. 

The  useful  work  =  12500  —  1451.8  —  1617.5  =  9430.7  ft.-lbs. 

=  17.146  H.P. 

(/)  The  efficiency  =  ^^  =  .754- 

Ex.  2.  A  centrifugal  outward-flow  turbine  with  an  efficiency  of  80 
per  cent  and  working  under  the  head  of  200  ft.  over  the  inlet  passes 
I  cu.  ft.  of  water  per  second.  The  angle  y  =  \^*  \  5ri  =  4ri ;  and  the 
velocity  at  outlet  is  radial,  i.e.,  d  =  9o^  Find  (a)  the  peripheral  speed ; 
{b)  the  lip  angle  at  inlet ;  {c)  the  ratio  of  the  inlet  to  the  outlet  depth  ; 
{(i)  the  lip  angle  at  outlet ;  (e)  the  energy  carried  away  by  the  water  ; 
(/)  the  useful  work.  (Disregard  the  blade  thickness  and  the  hydraulic 
resistance.) 

(tf)     -J-  =  200,    and  therefore    t/i  =  80^2  =  113. 17  ft.  per  sec, 
04 

^  _        .       _  .  «i7/iCosi5*      wiCosi5' 

But  .8  =  the  efficiency  = = 7=^ 

32  X  200  40  y  2 

or  ux  =  32  ^^2  sec  15*  =  46.851  ft.  per  sec. 

...     32i^seci5'      2  ,       Ui      sin  (a  +  15') 

(M     £. =  -see  1 5*  =  —  =  — ^ ^-^ 

8of^2  S  vx  sin  a 

=  cos  1 5"  +  cot  a  sin  1 5", 

2 
and  cot  (i8o*  —  a)  =  cot  15*  —  —  sec  15*  cosec  15' 

=  3.7320508  —  1.6  =  2.1320508, 

and  «=  154*  $2'. 

{c)  By  eqs.  (10)  and  (12). 

«,»(!    +  tan*  fi)  =   F,'  =    Vi*  +  //i*  —  »i'  =  tta*  +  Vi*  —  2UxVx  COS  r» 

or  »,'  tan*  /J  =  f  — J  f~j  Vi*  sin»  15'  =  z/i*  —  2«,z/,  cos  15, 

or  «,«tan»/J  =  8192  sin«  15**  f-^J  =  8oV2(8oV7—  64^^  =  2560, 

which  gives  1^1  =  4.665, 

and  therefore  -r-  =  2.16. 

at 

id)  By  (r), 

,  „   2560    2560        2560        4    ,  .     ^ 
tan' P  =  171-=  TTTi— =  Xi =  7  *=°*  '5  =  -7464. 
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Therefore  tan  ft  =  .864, 

and  tf  =  40*  5(/. 

(e)  The  energy  carried  away  by  the  water 
.  _         z/«"       125  125 

=  ^'*- '  •  6i  =  lis*'*  '^"  ^  =  T^  ^  ^500 

=  2500  ft.-lbs. 
=  4AH.P. 

(/)  The  total  ]x>ssible  work 

=  1.62^.  200 
=  1 2,500  ft.-lbs. 

Hence  the  useful  work 

=  total  possible  work  «-  2500 
=  12500  —  2500  =  10,000  ft.-lbs. 
=  i8t«tH.P. 

13.  Jet  Turbine; — In  the  jet  turbine  the  water  passes  along 
the  axis  and  is  distributed  radially  in  all  directions  so  that  the 
angle  y  =  go^.  It  is  no  longer  possible  to  have  «j  =  Fj ,  and 
it  cannot  therefore  be  assumed  that  «,  =  V^,  A  fair  efficiency 
may,  however,  be  secured  by  making  «,  =  Vy 


Fio.  233. 

Firsty  disregard   hydraulic    resistances.     Then,  from   the 
triangle  adc^ 

«i»  +  v^  =  V»  =  F,»  -  u»  +  «,» 
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From  the  triangle  y>feA, 

v^  =  u^  +  ^2^  -  2u^V^  cos  /? 

=  "^AS  —  2  V2  COS  /fif). 

Hence 

wQ  v^  —  T//  * 


the  useful  work  = 


^ 


.V? 


=  wQ^(2  V2  COS  ft  —  2), 

and  the  efficiency  =2V2cos/5  —  2. 

Hence,  too,  cos  ft  >  —zz ,  i.e.,  /^  must  not  exceed  45®. 

r2 

Secondy  taking  the  hydraulic  resistances  into  account, 
u,^  +  V,'  =  ^7  =  (I  +/,)  F,2  -  //,^  +  //,« 

or  27^,2==  {^+A)V,\ 

Also,  the  loss  of  head  up  to  inlet  =  f^-^. 

4<  •  4<    i(    <4  in  wheel-passaees  =/l— ^=       *  ^  .  — ^, 

^*2^      1+/4      2^* 

and  the  total  loss  of  head  due  to  the  principal  hydraulic  resist- 
ances 

If  Z/'  is  the  head  over  the  inlet, 

Note. — Impact,   centrifugal,   and   jet   turbines  will    work 
with  the  axis  inclined  at  any  angle  to  the  vertical. 
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14.  Resistance  to  the  Motion  of  Solids  in  a  Fluid  Mass* 

— The  preceding  results  indicate  that  the  pressure  due  to  the 
impact  of  a  jet  upon  a  surface  may  be  ex  )ressed  in  the  form 

P=  A'zc.^—, 

A  being  the  sectional  area  of  the  jet,  V  the  velocity  of  the  jet 
relatively  to  the  surface,  and  K  a  coefficient  depending  on  the 
position  and  form  of  the  surface. 

Again,  the  normal  pressure  (iV)  on  each  side  of  a  thin 
plate,  completely  submerged  in  an  indefinitely  large  mass  of 
still  water,  is  the  same.  If  the  plate  is  made  to  move  hori- 
zontally with  a  velocity  [",  a  forward  momentum  is  developed 
in  the  water  immediately  in  front  of  the  plate,  while  the  plate 
tends  to  leave  behind  the  water  at  the  back.  A  portion  of  the 
water  carried  on  by  the  plate  escapes  laterally  at  the  edges 
and  is  absorbed  in  the  neighboring  mass,  while  the  region  it 
originally  occupied  is  filled  up  with  other  particles  of  water. 
Thus  the  normal  pressure  A^  in  front  of  the  plate,  is  increased 
by  an  amount  ;/,  while  at  the  back  eddies  and  vortices  are 
produced,  and  the  normal  pressure  JV  at  the  back  is  diminished 
by  an  amount  ;/'.  The  total  resultant  normal  pressure,  or  the 
normal  resistance  to  motion,  is  n  -}-  «',  and  this  increases  with 
the  speed.  In  fact,  as  the  speed  increases.  ;/'  Gpproximiates 
more  and  more  closely  to  A^,  and  in  the  limit  the  pressure  at 
the  back  would  be  nil,  so  that  a  vacuum  might  be  maintained. 

Confining  the  attention  to  a  plate  moving  in  a  direction 
normal  to  its  surface,  the  resistance  is  of  the  same  character 
as  if  the  plate  is  imagined  to  be  at  rest  and  the  fluid  moving 
in  the  opposite  direction  with  a  velocity  V.  So,  if  both  the 
water  and  the  plate  are  in  motion,  imagine  that  a  velocity 
equal  and  opposite  to  that  of  the  water  is  impressed  upon  every 
particle  of  the  plate  and  of  the  water.  The  resistance  is  then 
of  the  same  character  as  that  of  a  plate  moving  in  still  water^ 
the  velocity  of  the  plate  being  the  velocity  relatively  to  the 
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>vater.  Thus,  in  general^  the  resistance  to  the  motion  of  such 
a  plane  moving  in  the  direction  of  the  normal  to  its  surface, 
with  a  velocity  V  relatively  to  the  water,  may  be  expressed  in 
the  form 

R  =  KwA — , 
2^ 

A  being  the  area  of  the  plate,  and  K  a  coefficient  depending 
upon  the  form  of  the  plate  and  also  upon  the  relative  sectional 
areas  of  the  plate  and  of  the  water  in  which  it  is  submerged. 

According  to  the  experiments  of  Dubuat,  Morin,  Piobert^ 
Didion,  Mariotte,  and  Thibault,  the  value  of  K  may  be  taken 
at  1.3  for  a  plate  moving  in  still  water,  and  at  1.8  for  a  current 
moving  on  a  fixed  plate.  Unwin  points  out  the  unlikelihood 
of  such  a  difference  between  the  two  values,  and  suggests  that 
it  might  possibly  be  due  to  errors  of  measurement. 

Again,  reasoning  from  analogy,  the  resistance  to  the 
motion  of  a  solid  body  in  a  mass  of  water,  whether  the  body 
is  wholly  or  only  partially  immersed,  has  been  expressed  by 
the  formula 

R  =  KwA  — , 

V  being  the  relative  velocity  of  the  body  and  water,  A  the 
greatest  sectional  area  of  the  immersed  portion  of  the  body  at 
right  angles  to  the  direction  of  motion,  and  K  a  coefficient 
depending  upon  the  form  of  the  body,  its  position,  the  relative 
sectional  areas  of  the  body  and  of  the  mass  of  water  in  which 
it  is  immersed,  and  also  upon  the  surface  wave- motion. 
The  following  values  have  been  given  for  K: 

JC  =  i.i  for  a  prism  with  plane  ends  and  a  length  from  three 
to  six  times  the  least  transverse  dimension ; 

JC  =  I. o  for  a  prism,  plane  in  front,  but  tapering  towards  the 
stern,  the  curvature  of  the  surface  changing  gradually 


404  PRESSURE  ON  PL/ITE  IN  PIPE. 

SO  that  the  stream-lines  can  flow  past  without  any  pro- 
duction of  eddy  motion,  etc. ; 

K=^  .5  for  a  prism  with  tapering  stern  and  a  cut-water  or 
semicircular  prow; 

K  =z  .33  for  a  prism  with  a  tapering  stern  and  a  prow  with  a 
plane  front  inclined  at  30°  to  the  horizon ; 

JC=    .  16  for  a  well-formed  ship. 

Froude's  experiments,  however,  show  that  the  resistance 
to  the  motion  of  a  ship,  or  of  a  body  tapering  in  front  and  in 
the  rear,  so  that  there  is  no  abrupt  change  of  curvature  leading 
to  the  production  of  an  eddy  motion,  is  almost  entirely  due  to 
skin-friction  (see  Art.  i,  Chap.  II). 

15.  Pressure  of  a  Steady  Stream  in  a  Uniform  Pipe 
against  a  Thin  Plate  AB  Normal  to  the  Direction  of  Motion. 

— The  stream-lines  in  front  of  the  plate  are  deviated  and  a 
contraction  is  formed  at  C^C^.  They  then  converge,  leaving 
a  mass  of  eddies  behind  the  plate. 

Consider  the  mass  bounded  by  the  transverse  planes  C^C^^ 
C^C^ ,  where  the  stream-lines  are  again  parallel. 

At  C^Cy  let  /j,   ^1,  T'j,  -STj  be  the  mean  intensity  of  the 

pressure,  the  sectional  area  of  the 
waterway,  the  velocity  of  flow,  and 
the  elevation  of  the  C.  of  G.  of  the 
section  above  datum. 

Let  /j,    A^,    7'j,    z^  be   corre* 
Fig-  234.  sponding  symbols  at  C^C^, 

Let/3,  Ay^,  z'j,  s^  be  corresponding  symbols  at  C^C^ 
Let  a  be  the  area  of  the  plate. 
Let  Cg  be  the  coefficient  of  contraction. 
Neglect  the  skin  and  fluid  friction  between  CyC^  and  C^C^. 
Then,  by  Bcrnouilli's  theorem, 


1 
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the  term  ^-^ —   representing  the  loss  of  head  due  to  the 

bending  of  the  stream-lines  between  CjC^  and  C^Cy 
Hence 

Again,  let  R  be  the  total  pressure  on  the  plane.     Then 

^    ,         ,^         ^.  -         (fluid  pressure  in  the  direction 
A^.-A^,  =  (A-/,)A  =  j     of  tL  axis. 

=  component  of  the  weight  in  the  direction 
of  the  axis. 

Thus 

(/i  —  A)^!  +  ^-^iC-^i  —  -sr,)  —  /?  =  change  of  motion  in  direc- 
tion of  axis 


=  o, 


since  the  motion  is  steady. 
Hence 


But  A^v^  =  A^v^=  cJ^A^  —  a)Vy     Therefore 

=  wa—m  \  — , — r  —  I  >  , 

2i-     (c^m  -  I)         )    ' 
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where  m  =  — ,  or 

a 

R  =  Kwa-'- , 

where  K  =  m  \—, r  —  i  {•  • 

\c,{m  -  I)  \ 

i6.  Pressure  of  a  Steady  Stream  in  a  Uniform  Pipe  on  a 
Cylindrical  Body  about  Three  Diameters  in  Length.— The 

stream-lines  in  front  of  the  body  ar^  deviated  and  a  contraction 
is  formed  at  C^C^  They  then  converge,  flow  in  parallel  lines, 
and  converge  a  second  time  at  C^C^ ,  leaving  a  mass  of  eddies 
behind  the  body. 

Consider  the  mass  bounded  by  the  planes  C^C^ ,  C^C^. 
As  in  the  previous  article,  let 

/j .  A^y  7'j,  ^j  be  the  intensity  of  pressure,  sectional  area 

of  the  waterway,  velocity  of  flow,   and 
elevation   of  C.   of  G,  above  datum    at 

?*  9*    c.  C^Cy 

/j,  A^,  7'j.  ^2  be  similar  symbols 

for  TjC. 

C,    ^^  St    ^        /a »  A^,  T'j ,  -s-g  be  similar  symbols 

Fig.  235.  for  C^Cy 

P^y  A^,  v^,  s^  be  similar  symbols  for  C^C^. 
Neglect  the  skin  and  fluid  friction  between  C^C^  and  C^C^, 
Then,  by  Bernouilli's  theorem. 


,2 


*     '     Zr    '    2^  2     •     tt;    '    2^  '     '     Z£/      '    2^  2^ 

^^ ^  being  the  loss  of  head  between  C^C^  and  C^C^  and 

^-^ ^  being  the  loss  of  head  between  C^C^  and  C^C^. 
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Hence 

^    ^  .  A  -  A  _  (^3  -  ^if ,  (^2  -  ^ay 

«   —  ^   -J = -J . 

But  ^i«/j  =  ^,z/j  =  ^jz;, ,     clA^  —  a)  =A^, 

and  -^4,  =  ^1  —  a. 

Therefore 


2^L.V//— I        7        (^^Xw— I)      w  -  I  j   J* 


where  m  =  — ^. 

a 


Also,  as  in  the  preceding  article, 

(A  -  A)^i  +  «'^i(-i  -  -c,)  -  /?  =  o. 
Hence 


V? 


=  Kwa-- , 

where  tn  =  — ^,  and 

a 

This  value  of  A'  is  always  less  than  the  value  of  K  for  the 
plate  in  the  preceding  article  for  the  same  values  of  niy  a^ 
and  c^. 

Hence  the  pressure  on  the  cylinder  is  also  less  than  the 
corresponding  pressure  on  the  plate. 

In  every  case  K  should  be  determined  by  experiment. 
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EXAMPLES. 

1.  A  stream  with  a  transverse  section  of  24  sq.  ins.  delivers  10  cu. 
ft.  of  water  per  second  against  a  flat  vane  in  a  normal  direction.  Find- 
the  pressure  on  the  vane.  Ans.  1171}  lbs. 

2.  If  the  vane  in  example  i  moves  in  the  same  direction  as  the  im- 
pinginfir  jet  with  a  velocity  of  24  ft.  per  second,  find  {a)  the  pressure  on 
the  vane  ;  {b)  the  useful  work  done ;  (c)  the  efficiency. 

Ans.  (a)  42ii  lbs.;  (d)  10.125  ft.-lbs.;  (c)  .288. 

3.  What  must  be  the  speed  of  the  vane  in  example  2,  so  that  th& 
efficiency  of  the  arrangement  may  be  a  maximum  ?  Find  the  maximum 
efficiency.  Ans,  20  ft.  per  sec;  /y. 

4.  Find  (a)  the  pressure,  (d)  the  useful  work  done,  (c)  the  efficiency, 
when,  instead  of  the  single  vane  in  example  2,  a  series  of  vanes  are 
introduced  at  the  same  point  in  the  path  of  the  jet  at  short  intervals. 

'  Ans.  (a)  703i  lbs.;  (d)  16.875  ft.-lbs. ;  (r)  .48. 

What  must  be  the  speed  of  the  vane  to  give  a  maximum  efficiency  > 
What  will  be  the  maximum  efficiency  ?  Ans,  30  ft.  per  sec. ;  .5. 

5.  A  stream  of  water  delivers  7500  gallons  per  minute  at  a  velocity  of 
15  ft.  per  second  and  strikes  an  indefinite  plane.  Find  the  normal  pres- 
sure on  the  vane  when  the  stream  strikes  the  vane  (a)  normally ;  {d)  at 
an  angle  of  60"  to  the  normal.  Ans.  (a)  585.9  lbs.;  292.9  lbs. 

6.  A  railway  truck,  full  of  water,  moving  at  the  rate  of  10  miles  ait 
hour,  is  retarded  by  a  jet  flowing  freely  from  an  orifice  2  ins.  square  in 
the  front,  2  ft.  below  the  surface.     Find  the  retarding  force. 

Ans.  7.97  lbs. 

7.  A  jet  of  water  of  48  sq.  ins.  sectional  area  delivers  100  gallons  pei^ 
second  against  an  indefinite  plane  inclined  at  30"*  to  the  direction  of  the 
jet ;  find  the  total  pressure  on  the  plane,  neglecting  friction.  How  will 
the  result  be  affected  by  friction  ?  Ans,  750  lbs. 

8.  If  the  plane  in  example  7  move  at  the  rate  of  24  ft.  per  second  in 
a  direction  inclined  at  60'  to  the  normal  to  the  plane,  find  the  useful 
work  done  and  the  efficiency.  Ans.  2250  ft.-lbs.;  ^^. 

At  what  angle  should  the  jet  strike  the  plane  so  that  the  efficiency, 
might  be  a  maximum  }    Find  the  maximum  efficiency. 

Ans,  sin~*  };  J. 

9.  A  stream  of  32  sq.  ins.  sectional  area  delivers  7|  cu.  ft.  of  water 
per  second.  At  short  intervals  a  series  of  flat  vanes  are  introduced  at 
the  same  point  in  the  path  of  the  stream.  At  the  instant  of  impact  the 
direction  of  the  jet  is  at  right  angles  to  the  vane,  and  the  vane  itself 
moves  in  a  direction  inclined  at  45*  to  the  normal  to  the  vane.     Find 
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the  speed  o(  ihe  vane  which  will  make  the  efficiency  a  maximum.     Alsa 
find  the  maximum  efficiency  and  the  useful  work  done. 

Arts.  15.08  ft.  per.  sec;  Z^;  2106}}}  ft.-lbs. 

10.  A  stream  of  water  of  \  sq.  ft.  sectional  area  delivers  16  cu.  ft.  per 
second  normally  against  a  flat  vane.     Find  the  pressure  on  the  vane. 

If  the  vane  moves  in  the  same  direction  as  the  impinging  jet,  with  a. 
velocity  of  32  ft.  per  second,  find  {a)  the  pressure  on  the  vane;  {d)  the 
useful  work  done  ;  {c)  the  efficiency. 

How  would  the  results  be  affected  if  the  vane  were  inclined  at  45*  to 
the  jet,  and  moved  in  the  direction  of  its  normal  with  a  velocity  of 
24  ft.  per  second  } 

Ans,  4000  lbs.;  2250  lbs.,  72,000  ft.-lbs.,  ^j,  1802.8  lbs.,  43,268> 
ft.-lbs.,  .169. 

11.  Two  cubic  feet  of  water  are  discharged  per  second  under  a  pres- 
sure of  100  lbs.  per  sq.  in.  through  a  thin-lipped  orifice  in  the  vertical 
side  of  a  vessel,  and  strike  against  a  vertical  plate.  Find  the  pressure 
on  the  plate  and  the  reaction  on  the  vessel.  Ans,  475.82  lbs. 

12.  A  stream  moving  with  a  velocity  of  16  ft.  per  second  in  the  di- 
rection ABC  strikes  obliquely  against  a  flat  vane  and  drives  it  with  a 
velocity  of  8  ft.  per  second  in  the  direction  BD^  tlie  angle  CBD  being 
30".  Find  (a)  the  angle  between  ABC  and  the  normal  to  the  plane  for 
which  the  efficiency  is  a  maximum;  (d)  the  maximum  efficiency ;  (r)  the 
velocity  with  which  the  water  leaves  the  vane ;  (d)  the  useful  work  per 
cubic  foot  of  water, 

Ans,  (a)  21*  44';  (d)  .25664  ;  (c)  12.6  ft.  per  sec;  (d)  256.64  ft.-lbs. 

13.  At  8  knots  an  hour  the  resistance  of  the  Water-witch  was  5500 
lbs.;  the  two  orifices  of  her  jet  propeller  were  each  18  ins.  by  24  ins. 
Find  (a)  the  velocity  of  efflux  ;  (d)  the  delivery  of  the  centrifugal  pump; 
(c)  the  useful  work  done;  (d)  the  efficiency;  (^)  the  propelling  H.P., 
assuming  the  efficiency  of  the  pump  and  engine  to  be  .4. 

Ans.  (a)  29.4  ft.  per  sec;  (^)  1 104.6  gallons  per  sec;  (c)  74.393 
ft.-lbs.;  (ii)  .63 ;  (<?)  536.7. 

14.  If  feathering-paddles  are  substituted  for  the  jet  propeller  in 
question  15,  what  would  be  the  area  of  stream  driven  back  for  a  slip  of 
2S%?     Find  the  efficiency  and  the  water  acted  on  in  gallons  p>er  minute. 

Ans.  34.63  sq.  ft.;  .75  ;  234.206. 

15.  A  jet  issues  horizontally,  under  a  head  of  20  ft.,  from  a  i-in.  ori- 
fice in  the  vertical  face  of  a  tank  and  strikes  normally  the  centre  of  a 
vane  at  a  distance  of  48  ins.,  measured  horizontally,  from  the  tank's  face. 
By  measurement  the  vertical  distance  of  the  point  of  impact,  below  the 
axis  of  the  orifice,  was  found  to  be  2.582  inches.  Find  the  coefficient  of 
velocity  (c^),  the  inclination  of  the  vane's  axis  to  the  horizontal,  and  the 
coefficient  of  impact  (ci)  in  the  following  cases  : 

{a)  A  flat  i2-in.  circular  vane,  the  balancing  weight  (^}  being 
3.01 5.  lbs. 
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X^  A  licmispherical  vane  of  12  ins.  diameter,  fV  being  3.$$^  l^s. 

{c)  A  hemispherical  vane  of  3  ins.  diameter,  W^  being  5.776  lbs. 

{d)  A  parabolic  vane  with  a  base  of  12  ins.  in  diameter  and  6  ins.  in 
height,  H^  being  3.535  lbs. 

(f)  An  elliptic  vane,  6  ins.  in  height  and  having  a  base  of  12  ins. 
diameter,  IV  being  3.56  lbs.  The  vane  edge  is  inclined  at  20*  to  the 
axis. 

A  MS,   .96411  ;  6°  8';  (a)  .9834;  (d)  .5799;   (c)  .9419;   (d)  .6086; 

W  .5986. 

16.  Find  the  angle  of  blade  at  entrance,  the  useful  effect,  and  the 
efficiency  of  a  Borda  turbine  from  the  following  data  :  the  jet  at  entrance 
makes  an  angle  of  60**  with  the  horizontal ;  the  depth  of  the  turbine  is 
3  ft.;  the  total  fall  to  the  point  of  discharge  is  19  ft.;  the  mean  diameter 
of  the  turbine  is  4  ft.;  the  quantity  of  water  passing  through  the  tur- 
bine is  4  cu.  ft.  per  second  ;  the  angle  of  blade  at  exit  is  30^.  (Disregard 
hydraulic  resistance.)  Ans,  51*  33';  7.256  H.P.;  .84. 

17.  What  advantages  are  gained  by  increasing  the  depth  and  diam- 
eter of  a  Borda  turbine  and  by  curving  the  outlet  lips  of  the  buckets  ? 

18.  A  Borda  turbine  of  3.5  ft.  mean  diameter  has  a  head  of  12.96  ft. 
over  the  inlet,  a  practical  efficiency  of  .75,  a  theoretic  efficiency  (i.e.,  dis- 
regarding hydraulic  resistances)  of  .9265  and  delivers  3  horse-power.  The 
radial  width  of  the  water-passages  is  3  ins.,  and  the  depth  of  the  turbine 
is  2.04  ft.  If  there  is  to  be  no  shock  at  entrance,  find  (a)  the  inlet  and 
outlet  lip  angles ;  (^)  the  velocity  (z/,)  of  discharge ;  (c)  the  quantity  of 
water  used  by  the  turbine. 

Ahs.   (a)  iiT  25',  25°  12';  (^)  8.4  ft.  per  sec;  (r)  2.532  cu.  ft. 
per  sec. 

19.  In  a  railway  truck,  full  of  water,  an  opening  2  ins.  in  diameter  is 
made  in  one  of  the  ends  of  the  truck,  9  ft.  below  the  surface  of  the 
water.  Find  the  reaction  {a)  when  the  truck  is  standing;  (d)  when  the 
truck  is  moving  at  the  rate  of  10  ft.  per  second  in  the  same  direction  as 
the  jet;  (c)  when  the  truck  is  moving  at  the  rate  of  10  ft.  per  second  in 
a  direction  opposite  to  that  of  the  jet.  If  this  movement  of  the  truck 
is  produced  by  the  reaction  of  the  jet,  find  the  efficiency. 

Ans.   (a)    24.55   ^^s.  per  sq.  in.;    (d)   34.78  lbs.  per  sq.  in.; 
(c)  14.3  lbs.  per  sq.  in.;  .588. 

20.  From  a  ship  moving  forward  at  6  miles  an  hour  a  jet  of  water  is 
sent  astern  with  a  velocity  relative  to  the  ship  of  30  ft.  per  second  from 
a  nozzle  having  an  area  of  16  sq.  ins.;  find  the  propelling  force  and*  the 
efficiency  of  the  jet  as  a. propeller  without  reference  to  the  manner  in 
which  the  supply  of  water  may  be  obtained.        Ahs,  138,*^  lbs.;  .4535. 

21.  A  reaction  wheel  is  inverted  and  worked  as  a  pump.  Find  the 
speed  of  maximum  efficiency  and  the  maximum  efficiency,  the  coeffi- 
cient of  hydraulic  resistance  referred  to  the  orifices  being  .125. 

Ans,  Speed  =  twice  that  due  to  lift ;  .758. 
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22.  A  reaction  wheel  with  orifices  2  ins.  in  diameter mdBBBte^cavciu- 
tions  per  minute  under  a  head  of  5  ft.  The  distance  between  the  centre 
of  an  orifice  and  the  axis  of  rotation  is  12  inches.  Find  the  H.P.  and 
the  efficiency.  Ans.  .1^6;  ,$g6. 

23.  In  a  reaction  wheel  the  speed  of  maximum  efficiency  is  that  due 
to  the  head.  In  what  ratio  must  the  resistance  be  diminished  to  work 
at  }  this  speed,  and  what  will  then  be  the  efficiency  ?  Obtain  similar 
results  when  the  speed  is  diminished  to  three  fourths  of  its  original 
amount.  .^/rj.  .94;  .8896;  1.067;  -7$ 

24.  In  a  reaction  wheel,  determine  the  per  cent  of  available  effect  lost 
<i)  if  F"  =  2^//;  (2)  if  y^  r=  ^H\  (3)  if  K»  =  8^//. 

What  conclusion  mav  be  drawn  from  the  results.^ 
Efficiencies  are  respectively  .828,  .9,  .945. 

25.  A  stream  of  64  sq.  ins.  section  strikes  with  a  40-ft.  velocity  against 
a  fixed  cone  having  an  angle  of  convergence  =  loo*;  find  the  hydraulic 
pressure.  An^.  492.1  lbs. 

26.  A  jet  of  9  sq.  ins.  sectional  area,  moving  at  the  rate  of  48  ft.  per 
second,  impinges  upon  the  convex  surface  of  a  paraboloid  in  the  direc- 
tion of  tiie  axis  and  drives  it  in  the  same  direction  at  the  rate  of  16  ft. 
per  second.  Find  the  force  in  the  direction  of  motion,  the  useful  work 
done,  and  the  efficiency.  The  base  of  the  paraboloid  is  2  ft.  in  diameter 
and  its  length  is  8  ins.  Ans.  25  lbs.;  400  ft.-ibs. ;  ^l^. 

27.  A  stream  of  water  of  16  sq.  ins.  sectional  area  delivers  12  cu.  ft.  of 
water  per  second  against  a  vane  in  the  form  of  a  surface  of  revolution, 
and  drives  in  the  same  direction,  which  is  that  of  tlie  axis  of  the  vane. 
The  water  is  turned  through  an  angle  of  60*  from  its  original  direction 
before  it  leaves  the  vane.  Neglecting  friction,  find  the  speed  of  vane 
which  will  give  a  maximum  effect.  Also  find  impulse  on  vane,  the 
work  on  vane,  and  the  velocity  with  which  the  water  leaves  the  vane. 

Ans.  36  ft.  per  sec. ;  562J  lbs. ;  20.250  ft.-lbs.  ;  95.24  ft.  per.  sec. 

28.  A  surface  of  revolution  is  driven  in  the  direction  of  its  axis  with 
a  velocity  of  16  ft.  per  second  by  means  of  a  jet  of  water  of  18  sq.  ins. 
sectional  area,  which  moves  in  the  direction  of  the  axis  with  a  velocitv 
of  80  ft.  per  second,  and  impinges  upon  the  convex  side  of  the  surface. 
The  tangent  at  the  edge  of  the  surface  makes  an  angle  of  30*  with  the 
vertical.     Find  the  pressure  on  the  surface  and  the  efficiency. 

Ans,  500  lbs.;  .128. 

29.  A  jet  of  water  under  a  head  of  20  ft.,  issuing  from  a  vertical 
thin-lipped  orifice  i  in.  in  diameter,  impinges  upon  the  centre  of  a  vane 
3  ft.  from  the  orifice.  Determine  the  position  of  the  vane  and  the  force 
ot  the  impact  (a)  when  the  vane  is  a  plane  surface ;  {d)  when  the  vane  is 
6  ins.  in  diameter  and  in  the  form  of  a  portion  of  a  sphere  of  6  ins. 
radius. 

Ans,  {a)  13.679  lbs.  ;  (d)  20,518  lbs.  or  6.839  lbs.  according  as 
vane  is  concave  or  convex. 
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30.  A  stream  of  water  i  in.  thick  and  8  ins.  wide,  moving  with  a 
velocity  of  18  ft.  per  second,  strikes  without  shock  a  circular  vane,  of  a 
length  subtending  an  angle  of  90*  at  the  centre.  The  vane  is  driven  in 
the  direction  of  the  stream  with  a  velocity  of  6  ft.  per  second.  Find 
the  pressure  on  the  vane,  the  work  done,  and  the  efficiency. 

Ans.  22/y  lbs. ;  93!  ft. -lbs. ;  /y. 

31.  A  Peiton  wheel  of  2  ft.  diameter  makes  822  revolutions  per  min- 
ute under  a  pressure-head  of  200  lbs.  per  square  inch,  the  delivery  of 
water  being  100  cu.  ft.  per  minute.  Find  the  total  H.P.,  assuming  that 
the  buckets  are  so  formed  that  the  water  is  returned  parallel  to  its  origi- 
nal direction,  and  leaves  without  energy. 

If  the  actual  H.P.  is  70.3,  what  is  the  efficiency  ? 

Am.  87.22 ;  .80$. 

32.  A  vane  moves  in  the  direction  ABC  "wiih  a  velocity  of  10  ft.  per 
second,  and  a  jet  of  water  impinges  upon  it  at  B  in  the  direction  BI> 
with  a  velocity  of  20  ft.  per  second ;  the  angle  between  BC  and  BD  is 
30°.  Determine  the  direction  of  the  receiving-lip  of  the  vane,  so  that 
there  may  be  no  shock. 

Ans,  The  angle  between  lip  and  BC  =.  23"  47'. 

33.  A  jet  moves  in  a  direction  ^i?C  witli  a  velocity  v  and  impinges 
upon  a  vane  which  it  drives  in  the  direction  BD  with  a  velocity  iz/. 
The  angle  ABD  is  i6$".  Determine  the  direction  of  the  lip  of  the  vane 
at  Bt  so  that  there  may  be  no  shock  at  entrance. 

Ans,  The  angle  between  lip  and  direction  of  stream  =  14*  3'.^ 

34.  The  lip  angle  of  a  given  bucket  is  30',  the  relative  veldcity  (F)  is 
one  half  the  velocity  (z/i)  with  which  the  water  reaches  the  lip.  If  there 
is  to  be  no  "  loss  in  shock,"  find  the  speed  [u)  of  the  bucket,  the  direc- 
tion {y)  of  the  entering  water,  and  show  that  if  the  speed  is  to  be  increased 
10  per  cent,  the  lip  angle  must  also  be  increased  by  55.6  per  cent. 

Ans,  X  =  15*  31'. 

35.  A  stream  moving  with  a  velocity  v  impinges  witiiout  shock 
upon  a  curved  vane  and  drives  it  in  a  direction  mclined  at  an  angle  to 
the  direction  of  the  stream.  The  angle  between  the  lip  of  the  vane  and 
I  he  direction  of  the  stream  is  jr,  and  F  is  the  relative  velocity  of  the 
water  with  respect  to  the  vane.  If  the  speed  of  the  vane  is  changeiJ  by 
a  small  amount,  say  n  per  cent,  show  that  the  corresponding  change  m 
the  direction  of  the  lip,  in  order  that  the  water  might  still  strike  the 

vane  without  shock,  is rr  sin  x, 

100  V 

36.  A  jet  issues  through  a  thin-lipped  orifice  i  sq.  in.  in  sectional 
area  in  the  vertical  side  of  a  vessel  under  a  pressure  equivalent  to  a 
head  of  900  ft.  and  impinges  on  a  curved  vane,  driving  it  in  the  direc- 
tion of  the  axis  of  the  jet.  The  water  enters  without  shock  and  turns 
through  an  angle  of  60*  before  it  leaves  tlie  vane.  Find  (a)  the  speed 
of  the  vane  which  will  give  a  maximun)  effect ;  {b)  the  pressure  on  the 
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vane  ;  {c)  the  work  done  ;  {d)  the  absohite  velocity  with  which  the  water 
leaves  the  vane;  (e)  the  reaction  on  the  vessel,  disregarding  contraction. 
Ans,  (a)  80  ft.  per  sec.  ;  {b)  320.9  lbs. ;  (c)  46.68  H.P. ;  {d)  184  ft. 
per  sec. ;  (e)  781.25  lbs. 

37.  A  stream  of  thickness  /  and  moving  with  the  velocity  v  im- 
pinges without  shock  upon  the  concave  surface  of  a  cylindrical  vane  of 
a  length  subtending  an  angle  2a  at  the  centre.  Determine  the  total 
pressure  upon  the  vane  (a)  if  it  is  fixed  ;  (b)  if  it  is  moving  in  the  same 

direction  as  the  stream  with  the  velocity  u.     In  case  {b)  also  find  (c)  the 
work  done  on  the  vane. 

Ans,  id)  2~btv'*  sin  a\  {b)  2—bt{v  —  u)*  sin  a ;  {c)  2—biu{v  —  «)'  sin*  a. 
^  ^  g 

38.  A  stream  of  water,  2  sq.  ins.  in  sectional  area,  delivers  i  cu.  ft. 

per  second  against  the  concave  side  of  a  hemispherical   cup,   which 
moves  with  a  velocity  of  20  ft.  per  second  in  the  direction  of  the  jet. 
Find  the  impulse,  the  work  done,  and  the  efficiency. 

39.  A  curved  vane  subtends  an  angle  of  90*  at  the  point  of  intersec- 
tion of  the  normals  at  the  two  edges,  and  receives  without  shock  a 
stream  of  water  2  ft.  wide  and  \  in.  thick,  moving  with  a  velocity  of 
30  ft.  per  second  and  driving  the  vane  in  the  same  direction.  The 
actual  direction  of  the  water  is  turned  through  an  angle  of  45'.  Find 
(a)  the  speed  of  the  vane  ;  {b)  the  velocity  with  which  the  water  leaves 
the  vane  ;  {c)  the  total  pressure  on  the  vane;  (d)  the  efficiency. 

Ans.  {a)  10  ft.  per  sec. ;  (b)  14.14  ft.  per  sec. ;  {c)  23,017  lbs. ;  (d)  .25. 

40.  A  vane  is  in  the  form  of  the  segment  AB  of  a  circle  subtending 
an  angle  of  120"  at  the  centre  O.  A  stream  of  water,  moving  with  a 
velocity  Vx ,  strikes  the  vane  tangentially  at  A  and  drives  it  in  the  same 
direction  with  a  velocity  //.  Find  the  velocity  (z/«)  with  which  the  water 
leaves  the  vane,  and  show  that  it  leaves  in  the  direction  OB  if  v\  =  \\u^ 
and  that  the  direction  has  turned  through  90'  if  Vx  =  3«.  Find  the 
efficiency  in  the  two  cases,  and  show  that  Vx  =  3«  corresponds  to  maxi- 
mum efficiency. 

Ans,  v^  —  vt*  —  yi>\U  +  //";  | ;  -J.     If  vi  =  2//,  z/,  =  w,  the  direc- 
tion turns  through  60*  and  V  =  \. 

41.  A  stream  of  water  of  36  sq.  ins.  section  moves  in  a  direction  ABC 
and  delivers  4  cu.  ft.  of  water  per  second  upon  a  vane  moving  in  :i 
direction  BD  with  a  velocity  of  8  ft.  per  second,  the  angle  between  BC 
and  BD  being  30'.  Find  {a)  the  best  form  to  give  to  the  vane  ;  (b)  the 
velocity  of  the  water  as  it  leaves  the  vane ;  {c)  the  mechanical  effect  of 
the  impinging  jet;  and  {d)  the  efficiency,  the  angle  turned  through  by 
the  jet  being  90°. 

Ans,  (a)  The  angle  between  lip  and  BC  =  23*  48' ;  (b)  3.088  ft. 
per  second  ;  (c)  962.8  ft.  per  second  ;  (d)  .963. 

42.  In  an  I.  F.  tangential  turbine  find  (a)  the  loss  due  to  hydraulic 
resistances,  {b)  the  useful  effect,  (c)  the  efficiency,  (d)  the  lip  angles  from 
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the  following  data  \  Q  =  i  cu.  ft.  per  second  ;  h  =  loo  ft.;  /i  =/♦  =  | ; 
X  =  1 5*  ;  Sn  =  6r, ;  ^^i  =  //« ;   and  Ms  =  F,. 

^«j.  (rt)  736.72  ft.-lbs.;  {d)  4866.9  ft.-lbs.;  (f)  .7787  ;  a  =  150*  33'. 
/?  =  47'  16'. 

43.  In  an  O.  F.  turbine  of  the  tangential  type  find  the  lip  angles*  the 
losses  of  head  due  to  the  velocity  (z/»)  of  the  effluent  water,  and  to  hy- 
draulic resistances,  and  also  find  the  efficiency  from  the  following  data  ; 
r  =  30";  2r,  =  r, ;  //=  30  ft.  ;  ^/i  =  ^,  ;  1/,  =  K,  ;  /,  =  2/,  =  .  125. 

Am,  a  =  123*  27';  fl  =  13'  30';  1.688  ft.;  5.243  ft.;  .769. 

44.  An  I.  F.  tangential  turbine,  with  parallel  faces  (^A  =  tft)  and  an 
inlet  surface  of  6  ft.  diameter,  delivers  10.76  H.P.  under  a  head  of  150  ft. 
The  direction  of  the  inflowing  stream,  which  is  5  ins.  wide,  makes  an 
angle  (y)  of  10"  with  the  turbine's  periphery,  and  the  diameters  of  the 
inlet  and  outlet  surfaces  are  in  the  ratio  of  4  to  3.  If  /^  =/«  =  .1,  and 
if  also  it  is  assumed  that  1/9  =  K3 ,  find  {a)  the  inlet  and  outlet  lip  angles ; 
(^)  the  loss  of  H.P.  due  to  hydraulic  resistances;  (c)  the  loss  of  H.P. 
corresponding  to  the  velocity  with  which  the  water  leaves  the  turbine  ; 
(^)  the  efficiency :  (e)  the  quantity  of  water  passing  through  the  turbine ; 
(/)  the  thickness  of  the  inflowing  stream ;  (^)  the  speed  in  revolutions 
per  minute. 

Ans.  (a)  i6r  13'.  40'  36' ;  (^)  1.309 ;  (c)  .708  ;  (d)  .842  ;  (e)  i  cu. 
ft.  per  second  ;  (/)  .231  in.  ;  (^)  141. 

45.  In  the  preceding  example  if,  instead  of  making  j/«  =  V9 ,  it  is 
assumed  that  the  flow  at  outlet  is  radial,  find  the  inlet  and  outlet  lip 
angles  so  that  the  efficiency  may  remain  the  same.  Also  find  the  losses 
in  H.P.  due  to  hydraulic,  resistance  and  to  the  energy  carried  away  by 
the  effluent  water,  and  determine  the  speed  in  revolutions  per  minute, 
{Cv^  =  {^.)  Ans,  i6i'  21'.  33*  17':  1.369;  .623;  139.8. 

46.  A  stream  4  ins.  wide  and  supplying  }  cu.  ft.  of  water  per  second 
drives  an  O.  F.  turbine  of  the  tangential  type,  in  which  the  diameters 
of  the  inlet  and  outlet  surfaces  are  in  the  ratio  of  3  to  4.  The  turbine 
faces  are  parallel,  and  the  inflowing  stream  makes  an  angle  of  20*^  with 
the  periphery.  The  head  is  100  ft.  First  assuming  that  u%=  V%,  and 
second  that  the  outlet  flow  is  radial,  the  efficiency  being  the  same,  de- 
termine {a)  the  inlet  and  outlet  lip  angles ;  (b)  the  useful  work ;  ic)  the 
efficiency ;  {d)  the  thickness  by  the  stream  ;  (e)  the  speed  in  revolu- 
tions per  minute,  the  outer  diameter  being  5  ft.  (Disregard  hydraulic 
resistances.) 

Ans.  First,  (a)  I40%  21*  12';  {b)  4368.16  ft.-lbs.:  {c)  .932; 
{d)  .3375  in.;  (e)  216.7.  Second,  (a)  142"  19',  21*  10';  {b)  4394-7 
ft.-lbs.;  {c)  .937;  (<0-3375«;  W  202.45. 

47.  Solve  the  preceding  example  when  hydraulic  resistances  are  taken 
into  account,  assuniing/t  =/4  =  .1  and  r»'  =  .9. 

Ans.   First,     {a)    140',   21  *    12';   (b)  3766   ft.-lbs.;    {c)   .8034; 
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{d)  .356   in.;  (e)   154.2.     Second,    (a)  141'   29*.  20'   40';  (^)  3766 
ft.-lbs.;  (r)  .8034;  (//)  .356  in.;  {e)  14779- 

48.  A  jet  turbi^ne,  of  5yV  ft.  exterior  diameter  and  with  equal  inlet  and 
outlet  depths,  passes  1890  cu.  ft.  of  waier  per  hour  under  a  head  of 
100  ft.;  the  diameter  of  the  outlet  surface  is  twice  that  of  the  inlet, 
and  the  velocity  of  the  outlet  periphery  (u^)  is  equal  to  that  of  the 
inflowing  stream  (z/i),  which  is  radial  in  direction.  Find  {a)  the  useful 
effect  in  horse-power ;  (b)  the  efficiency  ;  {c)  the  speed  in  revolutions  per 
tn'xnMl^,  first  disregarding  hydraulic  resistances  and  second  taking  these 
resistances  into  account.     {/^  =  2/%  =  .2  and  r»'  =  |J.) 

Ans.  First,    {a)  3.85  fi.P.;  (d)  .645;  (c)  300.   Second,     (a)  2.063 
H.P.;(^).3458;  {c)  286.04. 

49.  In  the  preceding  example  how  much  water  must  the  turbine  pass, 
when  hydraulic  resistances  are  taken  into  account,  to  give  the  delivery 
of  4  H.P.?  Ans,  1. 017  cu.  ft.  per  second. 

50.  A  centrifugal  outward-flow  turbine  with  equal  inlet  and  outlet 
depths  and  working  under  the  head  of  200  ft.  over  the  inlet  passes  i  cu. 
ft.  of  water  per  second.  The  angle  ^  =  15';  5^1  =  4ra ;  and  the  velocity  at 
outlet  is  radial,  i.e.,  S  =  90.*.  Find  (a)  ihe  peripheral  speed ;  (d)  the  lip  angle 
at  inlet ;  (c)  the  lip  angle  at  outlet ;  {d)  the  areas  at  inlet  and  outlet ; 
{e)  the  efficiency,  taking/»  =/*  =  .12$. 

Ans.  (a)  55.215  ft.  per  second;  (d)  157*  18';  (c)  18"  40';  (d)  .3623 
sq.  ft.,  .0428  sq.  ft.;  (c)  ,yyS, 

51.  A  centrifugal  inward-flow  turbine  with  an  efficiency  of  80  per 
cent  and  working  under  the  head  of  200  ft.  passes  i  cu.  ft.  of  water  per 
second.  The  angle  y  =  15* ;  4^1  =  $rt;  and  ut  =  Ks.  Find  {a)  the 
peripheral  speed  ;  (d)  the  lip  angles  at  inlet  and  outlet ;  (c)  the  inlet  and 
outlet  areas;   (d)  the  useful  work,  taking  /a  =/4  =  .125. 

Ans,  (a)  55.215  ft.  per  second;  {d)  157'  18',  32"  28';  (c)  .03623 
sq.  ft.,  .0369  sq.  ft.;  {d)  8888^  ft.-lbs. 


CHAPTER   VI. 
VERTICAL  WATER-WHEELS. 

1.  Classification  of  Water-wheels. — Water-wheels  are 
large  vertical  wheels  which  are  made  to  turn  on  a  horizontal 
axis  by  water  falling  from  a. higher  to  a  lower  level.  These 
wheels  may  be  divided  into  three  classes: 

(a)  Undershot  Wheels^  in  which  the  water  is  received  near 
the  bottom  and  acts  by  impulse. 

(b)  Breast  WheelSy  in  which  the  water  is  received  a  little 
below  the  axis  of  rotation  and  acts  partly  by  imptilse  and  partly 
by  its  weight, 

(c)  Overshot  Wheels^  in  which  the  water  is  delivered  nearly 
at  the  top  and  acts  chiefly  by  its  zvcight, 

2.  Undershot  Wheels. — Wheels  of  this  class,  with  plane 
floats  or  buckets,  are  simple  in  construction,  are  easily  kept  in 
repair,  and  were  in  much  greater  use  formerly  than  they  are 
now.  They  are  still  found  in  remote  districts  where  there  is 
an  abundance  of  water-power,  and  are  also  employed  to  work 
floating  mills,  for  which  purpose  they  are  suspended  in  an  open 
current  by  means  of  piles  or  suitably  moored  barges.  They 
are  made  frorp  lo  to  25  ft.  in  diameter,  and  the  floats,  which 
are  from  24  to  28  ins.  deep,  are  fixed  either  normally  to  the 
periphery  of  the  wheel,  or  with  a  slight  slope  towards  the 
supply-sluice,  the  angle  between  the  float  and  radius  being 
from  15^  to  30°.  The  depth  of  a  float  is  from  one  fourth  to 
one  fifth  of  the  radius  and  should  not  be  less  than  from  12  to 
14  ins.    They  are  from  14  to  16  ins.  apart,  and  generally  from 

416 
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^ne  half  to  one  third  of  the  total  depth  of  float  is  acted  upon 
by  the  water. 

Let  Fig.  236  represent  a  wheel  with  plane  floats  working 
in  an  open  current. 


Fig.  236. 

Let  v^  be  the  velocity  of  the  current. 
Let  u  be  the  velocity  of  the  wheePs  periphery. 
Let  Q  be  the  delivery  of  water  in  cubic  feet  per  second. 
The  water  impinges  upon  a  float,  is  reduced  to  relative  rest, 
^nd  is  carried  along  with  the  velocity  u.     Thus 


and 


wQ 
the  impulse  =  — {v^  —  »), 

wQ 
the  useful  work  per  second  =  — u{v^  —  «). 


Hence 

-  u(v.  —  «)  , 

4.U      li:  •                  ^  2u{v  ^u) 

the  efficiency  =  7= — r —  =  — ^^-^ — - 

I  I 

which  is  a  maximum  and  equal  to  -  when  u  =  -t\. 
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Theoretically,  therefore,  the  wheel  works  to  the  best 
advantage  when  the  velocity  of  its  periphery  is  one  half  of  the 
current  velocity.  Even  then  its  maximum  theoretic  effect  is 
only  50  per  cent,  and  in  practice  this  is  greatly  reduced  by 
frictional  and  other  losses,  so  that  the  useful  effect  rarely 
exceeds  30  per  cent.  Undershot  wheels  with  plane  floats  are 
cumbrous,  have  little  efficiency,  and  should  not  be  used  for 
falls  of  more  than  5  ft. 

Again,  let  A  be  the  water-area  of  a  float,  and  w  be  the 
specific  weight  of  the  water. 

wQ  is  somewhat  less  than  wAv^ ,  as  there  will  be  an  escape 
of  water  on  both  sides  of  the  float. 

Let  wQ  =  kwAz\  ,  k  being  some  coefficient  (<  i)  to  be 
determined  by  experiment.      Then 

V  u 
the  useful  work  per  second  =:  kA%v~^-(7\  —  «), 

kA 
and  its  maximum  value  =  —v^w, 

Ag   ' 

According  to  Bossut's  and  Poncelet's  experiments  a  mean 

value  of  k  is  -,  and  the  best  effect  is  obtained  when  u  =r  -z/,  _ 

5  5  ' 

24  wAv^ 
the  corresponding  useful  work  being and  the  effi- 

48 

ciency 


125 


3.  Wheels  in  Straight  Race. — Generally  the  water  is  let 
on  to  the  wheel  through  a  channel  made  for  the  purpose,  and 
closely  fitting  the  wheel,  so  as  to  prevent  the  water  escaping^ 
without  doing  work.  For  this  reason,  also,  the  space  between 
the  ends  of  the  floats  in  their  lowest  positions  and  the  channel 
is  made  as  small  as  is  practicable  and  should  not  exceed  2  ins. 
Hence  >&,  and  therefore  also  the  efficiency,  will  be  increased. 
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Assume  the  channel  to  be  of  a  uniform  rectangular  section  and 
to  have  a  bed  of  so  slight  a  slope  that  it  may  be  regarded  as 
horizontal  without  sensible  error. 

The  wheel  is  usually  from  24  to  48  ft.  in  diameter,  with  24 
to  48  floats,  either  radial  or  inclined.  The  floats  are  12  to 
20  ins.  deep,  or  about  2^  to  3  times  the  depth  of  the  approach- 
ing stream.  The  fall  should  not  exceed  4  ft.  Let  the  floats 
be  radial,  Fig.  237. 


--^--^^^~ 


Fig.  237. 

Let  k^  be  the  depth  of  the  water  on  the  up-stream  side  of 

the  wheel. 
Let  h^  be  the  depth  of  the  water  on  the  doivn-stream  side 

of  the  wheel. 
Let  b  be  the  width  of  the  race.      Then 


The  impulse  :^  impulse  due  to  change  of  velocity 

+  impulse  due  to  change  of  pressure 

wQ  wb 

=  y  (^1  -  «)  +  y(>4.'  -  h^ 


=  — (^'i  -  «)  +  -7 
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and  the  useful  work  per  second 

=  impulse  X  «  =  -^«(^i  -  «)  +  -J-V^  -  u)'*- 
The  total  available  work  = ^. 

Hence  the  efficiency         =  —^(v,  —  »)  +  —1~ ^J. 

The  second  term  is  negative,  since  //,  >  //, ,  and  the  maxi- 
mum theoretic  efficiency  may  be  easily  shown  to  be  <  .5.    • 

Ex.  An  undershot  wheel  with  straight  floats  and  weighing  15,000 
lbs.  works  in  a  rectangular  channel  with  horizontal  bed  and  of  the  same 
width  as  the  wheel,  viz.,  4  ft.;  the  stream  delivers*  28  cu.  ft.  of  water  per 
second,  and  the  efficiency  of  the  wheel  is  ^.  Find  the  relation  between 
the  up-stream  (z/i)  and  down-stream  («)  velocities. 

If  the  up-stream  velocity  is  20  ft.  per  second^  find  the  down-stream 
velocity.  If  the  diameters  of  the  wheel  and  bearings  are  20  ft.  and  4 
ins.,  respectively,  and  if  the  coefficient  of  friction  is  .008,  determine  the 
niechanical  effect. 

28  =  4^11^1  =  4^ii/, 

7  7 

or  //i  =  —    and    /t%  =  -. 

Vi  u 

Therefore  the  efficiency  =  —Svx  —  w)  +  ^{-^  —  -^  1  =  -, 
If  vx  =  20  ft.  per  second,  then 


u  I  7    20  +  lA        I 

— (20  —  w)  I ,-  )  =  -. 

200^  \         25       ir    I       3 


It  is  found  by  trial  that  u  lies  between  5.9  and  6  and  is  very  approxi- 

mately  5.97  ft.  per  second. 

624  20* 

The  total  available  power  =    -^  .  28  .  —  =  10937,5  ft.«-]bs.  per.  see. 

32  2 

Therefore  the  actual  mechanical  effect  =-(10937.5) 

3 

=  3645.83  ft.»lbs.  per  sec. 

The  work  absorbed  by  bearing  friction  =  .008  x  15000  x  5.97  x  — 

=  11.94  ft.-lbs.  per  sec. 
The  net  delivery  in  ft.-lbs.  =  3645.83  —  11.94  =  3633.89. 
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Losses. — Four  principal  losses  may  be  considered,  viz. : 
(i)  The  loss  of  (2i  cubic  feet  of  the  deeper  fluid  elements 
which  do  not  impinge  upon  some  of  the  foremost  floats. 
According  to  Gerstner, 


^»  -  ?i;Av^  -  u) ' 


«j  being  the  number  of  the  floats  immersed,  and  c  being  i  or 
f  according  as  the  bottom  of  the  race  is  straight  or  falls 
abruptly  at  the  lowest  point  of  the  wheel. 

(2)  The  loss  of  (3j  cubic  feet  of  water  which  escapes  between 
the  wheel  and  the  race-bottom. 

Approximately,  the  play  at  the  bottom  may  be  said  to  vary 
from  a  minimum,  s^  =  £C,  when  a  float  A B  is  in  its  lowest 
position,  Fig.  238,  to  a  maximum,  B^C^  =  CD  =  B^C^,  when 


"^ m5 d dp 

Fio.  238. 

two  floats  A^B^ ,  A^^  are  equidistant  from  the  lowest  position  > 
Fig.. 238.     Thus  the  mean  clearance 

=  ~(BC  +  5,Q  =  l(s,  +  CD) 

I  I  (B,DY 

=  -(2 J,  +  BD)=s,  +  -  ^-^ ,  nearly. 

r^  being  the  wheel's  radius. 
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But ^  =  distance  between  two  consecutive  floats 

n 

=  2  .  B^D,  very  nearly, 
ft  being  the  total  number  of  floats.      Hence 

and  therefore  the  mean  clearance  =  ^i  H ^, 

Again,  the  difference  of  head  on  the  up-stream  and  down-* 
stream  sides 


=  A,  -  A,  =  A.(^i^), 

and  the  velocity  of  discharge,  v^,  through  the   clearance  ia 
given  by  the  equation 


Hence 


4 
Introducing  .7  as  a  coefficient  of  hydraulic  resistance, 


Q2  =  -Z^iU  +  ^  "^W 


4 

If  the  depth  of  the  stream  is  the  same  on  both  sides  of  the 
wheel,  i.e.,  if  Aj  =  //,,  then 

Vd  =  T'l- 

(3)  The  loss  of  (2s  cubic  feet  of  water  which  escapes  between 
the  wheel  and  the  race-sides. 

Let  5,  be  the  clearance  on  each  side.     Then 

(2,  =  .7  X  2A^j,7v  =  i.4AiVV» 
.  7  being  a  coefficient  of  hydraulic  resistance. 
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(4)  Finally,  if  W  lbs.  is  the  weight  on  the  wheel-jounials, 
the  loss  due  to  journal  friction 

fji  being  the  journal  coefficient  of  friction,  and  p  the  journal 
radius. 

Actual  Delivery, — Thus  the  actual  delivery  of  the  wheel  in 
foot-pounds 

Remarks. — These  wheels  are  most  defective  in  principle, 
^s  they  utilize  only  about  one  third  of  the  total  available 
energy.  They  may  be  made  to  work  to  somewhat  better 
advantage  by  introducing  the  following  modifications: 

{a)  The  supply  may  be  so  regulated  by  means  of  a  sluice- 
board  that  the  mean  thickness  of  the  impinging  stream  is 
about  6  or,  8  ins.  If  the  thickness  is  too  small,  the  relative 
loss  of  water  along  the  channel  will  be  very  great.  If  the 
thickness  is  too  great,  the  floats,  as  they  emerge,  will  have  to 
raise  a  heavy  weight  of  water.  The  sluice-board  is  inclined 
^t  an  angle  of  30°  to  40®  to  the  vertical,  so  that  the  sluice- 
opening  may  be  as  near  the  wheel  as  possible,  thus  diminishing 
the  loss  of  head  due  to  channel  friction,  and  is  rounded  at  the 
bottom  to  prevent  a  contraction  of  the  issuing  fluid.  Neglect- 
ing frictional  losses,  etc., 

energy 
due  to  shock 


—  — "—  — -— — — — 7  —  7 

the  useful  effect  =  wq{h -\-  ^*  _  — ^  _  i  ^^^   °^ 

\      '   2g      2g]       \  due  to  s 

^      '  2z      2W        cr        2 


=  y^\^+l(yt-^l> 


B  being  the  difference  of  level  between  the  point  at  which  the 
Tvater  enters  the  wheel  and  the  surface  of  the  water  in  the  tail- 
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race,  i.e.,  the  fall.     H  is  usually  very  small  and  may  be  nega- 
tive. 

If  the  vanes  are  inclined,  the  resistance  to  emergence  is. 
not  so  great,  and  the  frictional  bed  resistance  between  the 
sluice  and  float  is  practically  reduced  to  nil.  With  a  straight 
bed  and  small  slope  (i  in  lo)  the  minimum  convenient  diameter 
of  wheel  is  about  14  ft. 

{b)  The  bed  of  the  channel  for  a  distance  at  least  equal  to- 
the  interval  between  two  consecutive  vanes  may  be  curved  to 
the  form  of  a  circular  arc  concentric  with  the  wheel,  with  the 
view  of  preventing  the  escape  of  the  water  until  it  has  exerted 
its  full  effect  upon  the  wheel.  When  the  bed  is  curved,  the 
minimum  convenient  diameter  of  wheel  is  about  10  ft. 

An  undershot  wheel  with  a  curb  is  in  reality  a  low  breast 
wheel,  and  its  theory  is  the  same. 

(c)  The  down-stream  channel  may  be  deepened  so  that  the 
velocity  of  the  water  as  it  flows  away  becomes  >  Vy  The 
impulse  due  to  pressure  is  then  positive,  which  increases  the 
useful  work  and  therefore  also  the  efficiency. 

{d)  The  down-stream  channel  may  be  widened  and  a  slight 
counter-inclination  given  to  the  bed.  What  is  known  as  a 
standing-wave  is  then  produced,  in  virtue  of  which  there  is  a 
sudden  rise  of  surface-level  on  the  down-stream  side  above 
that  on  the  up-stream  side.  This  allows  of  the  wheel  beings 
lowered  by  an  amount  equal  to  the  difference  of  level  between 
the  surfaces  of  the  standing-wave  and  of  the  water-layer  as  it 
leaves  the  wheeU  thus  giving  a  corresponding  gain  of  head. 

{e)  The  introduction  of  a  sudden  fall  has  been  advocated 
in  order  to  free  the  wheel  from  back-water,  but  it  must  be 
borne  in  mind  that  all  such  falls  diminish  the  available  head. 

4.  Poncelet  Wheel  (Figs.  239,  240). —  Thus  undershot 
wheels  with  flat  buckets  have  a  small  efficiency  because  of 
the  loss  of  energy  in  shock  at  entrance  and  because  of  the 
loss  of  energy  carried  away  by  the  water  on  leaving  the 
wheel.     These    losses   have    been   considerably   modified    ia 
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Poncelet's  wheel,  which  is  often  the  best  motor  to  adopt  when 
the  fall  does  not  exceed  6^  it.,  and  which,  in  its  design,  i& 


governed  by  two  principles    that    should  govern  every  perfect 
water-motor,  viz. : 

(i)   That  the  loss  a/ energy  m  shock  at  entrance  should  be 
a  minimum. 
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(2)  That  the  velocity  of  the  water  as  it  Uaves  the  wheel 
should  be  a  minimum. 

The  vanes  are  curved  and  are  comprised  between  two 
crowns,  at  a  slightly  greater  distance  apart  than  the  vane- 
width  ;  the  inner  ends  of  the  vanes  are  radial,  and  the  water 
acts  in  nearly  the  same  manner  as  in  an  impulse  turbine. 

A  Poncelet  wheel  of  from  i  o  to  1 3  ft.  in  diameter  has  36 
floats,  while  for  wheels  of  from  20  to  23  ft.  in  diameter  the 
number  of  floats  is  about  48.  The  wheels  are  usually  from  10 
to  20  ft.  in  diameter  and  have  from  32  to  48  floats  which  may 
be  of  plate-iron  or  wood. 

First.  Assume  that  the  outer  end  of  a  vane  is  tangential 
to  the  wheel's  periphery,  that  the  impinging  layer  is  infinitely 
thin,  and  that  it  strikes  a  float  tangentially. 

Let  ^(Fig.  241)  be  a  float,  and  aq  the  tangent  at  a. 

The  velocity  of  the  water  relatively 
to  the  float  =  7'^  —  «. 

The  water,  in  virtue  of  this  velocity, 
fczzr-i-S— r!i^„i ascends    on    the    bucket    to    a    height 

(v  ~  tif 

Fig.  241.  pq  —  ^^-i L  then  falls  back  and  leaves 

2g 

the  float  with  the  relative  velocity  %\  —  u  and  with  an  absolute 

velocity  %\  —  21/.     This  absolute  velocity  is  nil  when  the  speed 

of  the  wheel  is  such  that  //  =  Jt'j  ,  and  the  theoretical  height 

of  a  float  is  /^  =  -    *  .      The   total    available  head  is  thus 

^        42^ 

changed  into  useful  work,  and  the  efficiency  is  unity,  or  perfect. 

Taking  R  as  the  mean  radius  of  the  crown  and  u^  as  the 

corresponding  linear  velocity,   the  mean  centrifugal  force  on 

each  unit  of  fluid  mass  is  -~  and  acts  very  nearly  in  the  direc- 

tion  of  gravity,  so  that  the  height  pq  of  a  float  may  be  approxi- 
mately expressed  in  the  form 


(- + ¥) 
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V  being  the  velocity  with  which  the  water  commences  to  rise 
t)n  the  float. 

Practically,  however,  the  float  is  fwt  tangential  to  the 
periphery  at  a,  as  the  water  could  not  then  enter  the  wheel. 
Also,  the  impinging  water  is  of  sensible  thickness,  strikes  the 
periphery  at  some  appreciable  angle,  and  in  rising  and  falling 
on  the  floats  loses  energy  in  shocks,  eddies,  etc. 

Let  the  water  impinge  in 
the  direction  ac.  Fig.  242, 
and  take  ac  =  Vy 

Take  ad  in  the  direction 
of  and  equal  to  u,  the 
velocity  of  the  wheefs  pe- 
riphery. 

Complete  the  parallelo- 
gram bd. 

Then  cd  -=  ab  =  V\s  the 
-^^^,  velocity  of  the  water  rela- 

^^r.i^j.c  tively  to  the  float. 


-€< 


■ 

Fig.  242.  Fig.  243. 

That  there  may  be  no  shock  at  entrance,  ab  must  be  a 
tangent  to  the  vane  at  a. 

Again,  the  water  leaves  the  vane  in  the  direction  of  ba 
produced,  and  with  a  relative  velocity  ae  ^=^  ab  ==  V. 

Complete  the  parallelogram  de.  Then  ag  (^  v^)  is  the 
absolute  velocity  of  the  water  leaving  the  wheel. 

Evidently  cdg  is  a  straight  line. 

Let  the  angle  cad  =  ^,  and  the  angle  bad  =^  n  —  a. 

From  the  triangle  adCy 


F*=  7'j^rf-l/'— 27'j//  cos  y\ 


(0 
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V*  =  V^  +  t^  —  2yu  COS  a;  .     .     .     .     (2) 

I=S^ (3) 

v^       sin  a  ^^ 

From  the  triangle  ad^y 

v^  =  V^  -\-  1^  ^2Vu  cos  a (4) 

By  equations  (i),  (2),  and  (4), 

—  -     -  ^   =  —  2  F«  cos  a.=  7^j*  —  F'  —  tt*  =  2tt(z^j  cos  ;/  —  «)^ 

Therefore  the  useful  work  per  second 

=  — 2<7^  cos  ;/  -  «) (5) 

tt;(3  ^i^  COS^  y 
This    is   a   maximum   and    equal    to when 

7',  COS  V 

II  =  — ^ ,  and  the  maximum  efficiency  is  cos^  y     Hence, 

too,  the  angle  adb  =  90**,  and,  by  Fig.  243, 

bd       2pd 
tan(;r-a)  =  ^  =  ^^  =  2tany.        .      .     (6) 


Also, 


V       ab 
—  =  ^7  =  sec  {n-  a) (7) 


The  efficiency  is  perfect  if  y  is  nil,  and  therefore  a  =  180®, 
Practically  this  is  an  impossible  value,  but  the  preceding  cal- 
culations indicate  that  y  should  not  be  too  large  (usually 
<  30°),  and  that  the  speed  of  the  wheel  should  be  a  little  less 
than  one  half  of  the  velocity  of  the  inflowing  stream. 

Take  ;/  =  15**  as  a  mean  value.     Then 

u  =  i\  X  .484,  and  the  efficiency  =  .993- 
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The  best  practice  indicates  the  relation  ii7/j=20tt.  It 
must  be  borne  in  mind  that  the  theory  applies  to  one  elemen- 
tary layer  only,  say  the  mean  layer,  and  that  all  the  other 
layers  enter  the  wheel  at  angles  differing  from  1 5°,  thus  giving 
rise  to  *'  losses  of  energy  in  shock."  The  losses  of  energy  in 
frictional  resistance,  eddy  motion,  etc.j  in  the  vane-passages 
have  also  been  disregarded .  Tangential  entrance  is  not  possi- 
ble in  practice  and  the  efficiency  does  not  exceed  .65  for  falls 
up  to  4  ft. ,  is  .60  for  falls  of  from  4  to  5.5  ft.,  and  is  from  .55 
to  .50  for  falls  of  from  5.5  to  6.5  ft.  The  greater  efficiency  of 
the  Poncelet  wheel,  as  compared  with  wheels  having  flat 
buckets,  very  clearly  shows  the  importance  of  bringing  the 
water  on  to  the  wheel  in  such  a  manner  as  to  avoid  loss  of 
energy  in  shock  and  in  the  production  of  eddies.  The  layers 
of  Water,  flowing  to  the  wheel  under  an  adjustable  sluice  and 
with  a  velocity  very  nearly  equal  to  that  due  to  the  total  head, 
may  be  all  made  to  enter  at  angles  approximately  equal  to 
15°,  and  the  corresponding  losses  in  shckrk  reduced  to  a  mini- 
mum by  forming  the  course  as  follows : 

The  first  part  of  the  course  FG^  Fig.  244,  is  curved  in  such 


I  > 


Fig.  944. 

a  manner  that  the  normal  pqr  at  any  point  /  makes  an  angle 
of  1 5**  with  the  radius  oq.  The  water  moves  sensibly  parallel 
to  the  bottom  FG,  and  therefore  in  a  direction  at  right  angles 
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to  /r.  Hence  at  q  the  direction  of  motion  makes  an  angle  of 
15**  with  the  tangent  to  the  wheel's  periphery.  1{  or  is  drawn 
perpendicular  to  /r,  then  ^r  =  ^?^  sin  15°  =  a  constant. 

Thus  the  normal  pqr  touches  at  r  a  circle  concentric  with 
the  wheel  and  of  a  certain  constant  diameter. 

The  initial  point  F  of  the  profile  FG  is  the  point  in  which 
the  tangent  to  this  circle,  passing  through  the  upper  edge  of 
the  sluice-opening,  cuts  the  bed  of  the  supply-channel. 

Let  d  be  the  depth  of  the  crown  or  shroudings  i.e.,  the 
normal   distance  between  the  outer  and  inner 
peripheries  of  the  wheel. 
Let  b  be  the  width   and  /  the  thickness  of  the   sheet  of 

water  entering  the  wheel. 
Then,  disregarding  the  thickness  of  the  floats,  the  capacity 
of  the  portion  of  the  wheel  passing  in  front  of  the  entering 
stream  per  second    is  approximately  bdu^,.     Practically,  the 
whole  of  this  space  cannot  be  occupied  by  the  water  and 

mbdu^  =z  Q  =  btv^ , 

m  being  a  coefficient  varying  from  i"  to  f . 

ii 
Thus  /,  the  thickness  of  the  stream,  =  md-^ 

^1 

.R  u 
=  md . 

If  the  efficiency  is  a  maximum,  v^  cos  y  =  2«,  and  then 

m  R 

t  =    -dy  cos  y. 

The    head    over   the    mean   water   layer   at  the    point   of 
entrance 

//"being  the  available  fall.      Hence 


V,  ^  C^ 2g[H  -   ^-) 
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an   average   value   of  c^   being   .9,    and  if,   as  according  to 
Grashof,  //=  16/, 


^\  =  c.\J 


2gH  , 


32 


Morin  makes  the  radius  (r^)  of  the  wheel  from  two  to  ihree 

times  the  depth  (^)  of  the  crown,  and  Poncelet  considers  that 

H  M 

this  depth  should  be  about  —  and  not  less  than  — .     In  order, 
^  3  4  ' 

indeed,  to  prevent  the  water  from  rising  over  the  top  of  the 

H      2 
floats,  d  should  be  from  —  to  —H.  and  therefore  r,  from  Hto 

23'  » 

2//,  the  latter  being  often  adopted  in  practice. 

The  area  of  the  sluice-opening  usually  varies  from  1.25^/ 
to  1.3^/. 

The  inside  width  of  the  wheel  is  about  {b  +  i)  ft. 

If  \  is  the  angle  subtended  at  the  centre  O  of  the  wheel 
by  the   water-arc    between    the 
point    of    entrance    a    and    the 
lowest  point  C,  Fig.  245,  of  the  j 

wheel,  and  if  aql  is  drawn  hori-  j 

zontally,  then  Aq'  is  approxi- 
mately the  height  of  the  float, 
and  the  theoretic  depth  d  of  the 
crown  is  given  by 

d^  AC  --=^  Aq'  -\-  Cq' 
=  Aq'  -yOC-  Oq' 


o 


i^ + '±) 


+  rj(i  —  cos  X). 


In  practice  it  is  usual  to  increase  this  depth  by  /,  the  thick- 
ness of  the  impinging  water-layer,  and  therefore 
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-f 


F» 


^  + 


u 


-«  + ''»('  -  COS  A)  +  /. 


fU 


R 


The  buckets  are  usually  placed  about  i  ft.  apart,  measured 
along  the  circumference,  but  the  number  of  the  buckets  is  not 
a  matter  of  great  importance.  There  are  generally  36  buckets 
in  wheels  of  10  to  14  ft.  diameter,  and  48  buckets  in  wheels 
of  20  to  23  ft.  diameter. 

It  may  be  assumed  that  the  water-arc  is  equally  divided  by 
the  lowest  point  C  of  the  wheel,  so  that 

the  length  of  the  water -arc  =  2Xr^  =  2uT^ 

T  being  the  time  of  the  ascent  or  descent  of  the  water  in  the 

bucket. 

In  the  middle  position,  the  upper  end  of  the  bucket  should 

be  vertical,  and  if  the  float  is  in 
the  form  of  a  circular  arc,  its  radius 
r  ^=.  d  sec  {n  —  a),  a  being  the 
angle  between  the  bucket's  Up  and 
the  wheel's  periphery. 

The  time  of  ascent  or  descent  is 
also  given  by 


Q 


9^  +  sin  ^    /     r' 


0 


where  sin  —  =  V^cos  (?r  —  a). 
2  ^  ^ 


5.  Efficiency  corresponding  to  a  Minimum  Velocity  of 
Discharge  (v^). — From  Fig.  242, 

sin  y    _ao  (=  \ag)  _  ^(7/,) 
sin  aod  ad  u 

Hence  for  any  given  values  of  u  and  y^  ^1  *s  ^  minimum 
when  sin  aod  is  greatest,  that  is,  when  aod^  90^,  or  ag  is  at 
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right  angles  to  de.     Then  also  ad  =^  ae  =^  ab^  or  «  =  F,  and 
nc  bisects  the  angle  bad.     Thus 

7'j  =  2«  cos  Y     ^'^^     ^j  =  2«  sin  ^. 
The  useful  work 

W     v}  —  7','       fF                          fF  7/ «  cos  2y 
=         .  -J^ '  =  — 2«»  cos  2v  = i 5-^. 

g  2  g  g     2     cos'  y 


The  total  available  work 


g    2 


cos  2y 

Therefore  the  efficiency,  17,  = j-^ , 

-^  cos'  ^ 

,    .      ,,  •^      ^  ,        ,      ,  62^0// 

and  the  H.P.  of  the  wheel         =w . 

550 

Experience  indicates  that  the  most  favorable  value  for  u 
lies  between  ,$7\  and  .67/^,  and  that  the  average  value  of  the 
efficiency  is  about  60  per  cent. 

Although,  under  normal  conditions  of  working,  the  effi- 
ciency of  a  Poncelet  wheel  is  a  little  less  than  that  of  the  best 
turbines,  the  advantage  is  with  the  former  when  working  with 
a  reducied  supply. 

Ex.  To  design  a  Poncelet  wheel  for  a  fall  of  4i  ft.  and  a  water-supply 
of  24  cu.  ft.  per  second,  taking,  as  a  first  approximatioii,  7^*  =  A*  =  20*. 
Mean  velocity  (vi)  at  point  of  admission : 


vx  =  .9y  2^  .  41  .  —  =  15.Q329  ft.  per  sec. 

32 

Best  spied  of  periphery : 

u  =  -Vi  cos  2o'  =  7.06318  ft.  per  sec. 

Lip  angle  a  ; 

tan  (jr  — .  a)  =  2  tan  20*  =  .728. 
and  JT  —  a  =  36*  3'.     or    a  =  143*  57'. 

Value  of  if: 

sin  -  =  V'cos  36*  3'  =  .89917, 
2 

and  *•  =  i28*.6'  =  I28'.i. 
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Relative  velocity  ( V)  at  admission  : 

V  =  u  sec  36*  3'  =  8.7361  ft.  per  sec. 

Value  0/ n.    Taking,  as  a  first  approximation, 

R  =  ri  =  yi,  ux  =  «,  and  A,*  =  20%  then 
r'  =  d  sec  36*  3'  =  ri  x  .4123.  and 
1 28. 1 


QIC—-—  +  sin  1 28*  6'       / > 

20  -       ''     180  /     ^i  X  .4123 

n-Q-ri  =  7.06318 7 .  I ,     p.,, 

180  '      -^  16  V  ^2      <7.q63i8)" 

which  gives  rx  =  7.445  ^t.,  or.  say,  7i  ft. 

Depth  (d)  0/ crown.     Taking,  as  an  approximation,  «i=«  and  R=ri  ^ 

^^^         7*      ' 
=  ^7755  +  /  =  1.8  ft.,  suppose. 

Mifre  correct  radius  of  float: 

r'  =  1.8  sec  36"  3'  =  2.226  ft. 

Values  of  R  and  U\ : 

^  =  7.5 --(1.8)  =  6.6  ft. 

«i  =  —u  =  — 7.06318  =  6.2156  ft.  per  sec. 
rt         7.5 


More  correct  value  of  .1 ; 

1^8.1 
I 


A  .  7i  =  7.06318 — 

or  A  =  .298479, 

and  A»  =  i7*.i. 

Thickness  (/)  ^t/"  stream : 


gn  V     -♦-  sin  128"  6' 


16 


/         2.226 
0.0 


I  1.8  6.6 

/  = cos  20»  .  =  .372  ft. 

2     2  7.5 

Width  (b)  of  wheei  : 

A  24  . 

^  = =  4.29  ft. 

.372  X  15.0329       ^   ^ 

TVwr  (T)  of  ascent  or  descent  of  water  on  float : 

r  7I 

T  =  A—  =  .298479—-^^ — 5  =  .317  sees. 
u  ^        7.06318        •'  ' 

Number  of  floats  {N),     If  spaced  i  ft.  apart. 

N  =  2n  .y\  =  47J,  or,  say.  48. 
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Thiorettcal  maximum  power  of  wheel 

62I 
=  — ^24(7.06318)'  =  4679.6  ft.-lbs.  per  sec. 

Total  available  power 

=  62i  .  24  .  4}       =  6750  ft.-lbs.  per  sec. 

Efficiency     =  -^^  =  .693. 

6.  Form  of  Bucket. — The  form  of  the  bucket  is  arbitrary, 
and  may  be  assumed  to  be  a  circular  arc.  In  practice  there 
are  various  methods  of  tracing  its  form. 

Method  I  (Fig.  247).  The  tangent  am  to  the  bucket  at. 
a  makes  a  given  angle  a  with  the  tangent 
at  a  to  the  wheel's  outer  periphery.  The 
radius  of  is  also  a  tangent  to  the  bucket 
at/.  If  the  angle  aof\%  known,  the  posi- 
tion of/ on  the  inner  periphery  is  at  once 
fixed,  and  the  form  of  the  bucket  can  be  ^, 
easily  traced. 

Let  the  angle  aof  =  x.     Join  af  and 
let  the  tangents  to  the  bucket  at  a  and 
/  meet  in  m.     Then 

the  angle  oam  z=z  a  —  90'', 

oma  =  1 80°  —  oam  —  aom  =  2  70**  —  a  —  x^ 
mfa  =  the  angle  maf=  i(i8o*'  ^fma) 

=  — ;;; 45  • 


Fig.  247. 


« i 


<  < 


i  t 


<  < 


Let  fj ,  r J  be  the  radii  of  the  outer  and  inner  peripheries  of 
the  wheel.     Then 


a-\^  X 


r,       oa       sin  ofa       sin  mfi 
r^~~of~~  sin  oaf "~  sin  oaf 


-g  _  ^■"  [2      -  45°) 
"'"  (^4^  -  45') 


since  the  angle  oaf  =  oam  —  maf  = 


a  —  ;r 


-45°. 
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Hence 


''^  +  *'t 


smg-45°+f)-.sin(f-45°- 
sing-4r+^+sin(f-45-f) 


tan 


tan 


(I  -  «•)■ 


an  equation  giving  x. 

The  point  o'  in  which  the  perpendicular  o'/to  ^  meets  the 
perpendicular  o'a  to  am  is  the  centre  of  the  circular  arc  required, 
and  oy  (=  o'a)  is  the  radius. 

Method  II  (Fig.  248).  Take  ptad=  150°,  and  in  ma 
produced  take  ak  =  of.  With  k  as  centre  and  a  radhis  equal 
to  ao  describe  the  arc  of  a  circle  intersecting  the  inner  periphery 
in  the  point  /.  Join  k/,  of,  and  af.  The  two  triangles  oof 
and  akf  are  evidently  equal  in  every  respect,  and  therefore  the 


Fig.  249. 

angle  kaf  is  equal  to  the  angle  ofa.  Drawing  ao'  at  right 
angles  to  ak  and  fo'  tangential  to  the  periphery  at  /,  the  angle 
o'af  {^  kaf  —  90"*)  is  equal  to  the  angle  of  a  (=  ofa  —  90**), 
and  therefore  o'a  =  of.  Thus  o'  is  the  centre  of  the  circular 
arc  required,  and  o'a  (=  of)  is  the  radius. 
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Method  III  (Fig.  249).  Let  the  bed  with  a  slope  of,  say, 
I  in  10  extend  to  the  point  c,  and  then  be  made  concentric 
with  the  wheel  for  a  distance  cc  subtending  an  angle  of  30"* 
at  the  centre  of  the  wheel.  Let  the  mean  layer,  half  way 
between  the  sloping  bed  and  the  surface  of  the  advancing 
water,  strike  the  outer  periphery  at  the  point  f.  Draw  fk 
making  an  angle  of  23°  with  ofy  and  takey>^  equal  to  one  half 
or  seven  tenths  of  the  available  fall,  k  is  the  centre  of  the 
circular  arc  required,  and  kf'xs  its  radius. 

7.  Sltdces. — The  water  is  rarely  admitted  to  the  wheel 
without  some  sluice  arrangement,  which  may  take  the  form  of 
an  overfall  sluice  (Fig.  250), 
an  underflow  sluice  (Fig.  251), 
or  a  bucket  or  pipe  sluice 
(Fig.  252). 

The  pipe  sluice  is  especially 
adapted  for  a  varying  supply, 
being  provided,  for  a  certain 
vertical  distance,  with  a  series 
of  short  tubes,  so  inclined  as 
to  insure  that  the  water  enters 
the  wheel  in  the  right  direc- 
tion. Taking  .85  as  the  mean 
coefficient  of  hydraulic  resist- 
ance for  these  tubes,  the  head 
Aj  required  to  produce  the 
velocity  of  entrance  v^  is 

"'Us)    2g' 

and  if  H  is  the  total  available 
fall, 


^w'm 


E^ ''-'- 


7',* 


(.85)'  2g 


=  remainder  of  fall  available  for  pressure- work. 
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The  profile  AB  in  an  overfall  and  an  underflow  sluice 
should  coincide  with  the  parabolic  path  of  the  lowest  stream* 
lines  of  the  jet.  The  crest  of  the  overfall  should  be  properly 
curved,  and  the  inner  edges  of  the  underflow  opening  should 
be  carefully  rounded  so  as  to  eliminate  losses  due  to  contrac- 
tion. 

The  underflow  sluice-opening  should  also  be  normal  to  the 
axis  of  the  jet. 

Let  k^  be  the  head  above  the  crest  of  an  overfall  sluice. 
Then 

Q  =  ^b,  1/^t, 

^,  being  the  width  of  the  crest,  and  c  the  coefficient  of  dis- 
charge. The  width  b^  is  usually  3  or  4  ins.  less  than  the  width 
b  of  the  wheel. 

From  this  equation 


and  the  depth  of  water  over  the  crest  or  lip  is  usually  about 
9  ins. 

Again,  the  head  h^  (=r  CD)  required  to  produce  the  velocity 
^,  at  the  point  of  entrance  B  is 

117'' 
^       102^ 

ID  per  cent  being  allowed  for  loss  due  to  friction. 

Thus  the   height  of  the  crest  A   above  B^  the  point  of 
entrance. 


-  AD  ^  CD  ^  CA  =.  h^^  \ 

10  2^-         \2cb]V2£^' 
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But  BA  is  a  parabola  with  its  vertex  at  Aj  and  therefore, 
if  0  is  the  angle  between  the  horizontal  BD  and  the  tangent 
BT  to  the  parabola  at  B, 

v^  sin2  e        ^  ^       \\v^       (      3(2     ^t 
2g  lo  2^       ^2ca^  y2g' 

Also, 

BD  =  ''^'^. 
The  head  available  for  pressure- work 

Let  a  be  the  angle  between  BT  and  the  tangent  to  the 
wheel's  periphery  at  B.     Then 

a  +  0  zn  the  angle  BOF, 

BO  being  the   radius  to  the  centre  of  the  wheel  and  OFG' 
vertical. 

If  the  lowest  point  G'  of  the  wheel  just  clears  the  tail-race, 
the  head  available  for  pressure-work 

^  H^  A^=FG'  =  OG'  -  OF 

I  rtr\T7\  '    9  BOF 

=  rj(i  —  cos  BOF)  =  2r^  sin* , 

r^  being  the  radius  to  the  outer  periphery  of  the  wheel. 
If,  again,  the  water  enters  the  wheel  tangentially, 

a  =  o,  and  the  angle  BOF  =  ^, 
so  that 

e 


2  1. 


H  ^  h^=.  2rj  sin 

If  the  sluice-opening  is  not  at  the  vertex  of  the  parabola^ 
the  axis  of  the  opening  should  be  tangential  to  the  parabola. 
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8.  Breast  Wheels. — These  wheels  are  usually  adopted  for 
falls  of  from  5  to  15  ft.,  and  for  a  delivery  of  from  5  to  80  cu. 
ft.  per  second. 

The  diameter  should  be  at  least  1 1  ft.  6  ins.,  and  rarely 
exceeds  24  ft.  The  velocity  («)  of  the  wheel's  periphery  is 
generally  from  3J  ft.  to  5  ft.  per  second,  the  most  useful 
average  velocity  being  about  4^  ft.  per  second. 

The  width  of  the  wheel  should  not  exceed  from  8  to  10  ft. 

It  is  of  great  importance  to  retain  the  water  in  the  wheel  as 
long  as  possible,  and  this  is  effected  either  by  introducing  the 
water  at  the  inner  periphery,  Fig.  253,  or  by  surrounding  the 


FiG.  a53.  Fig.  354- 

water-arc  with  an  apron,  or  a  curb,  or  a  breast.  Fig.  254. 
which  may  be  constructed  of  timber,  iron,  or  stone.  In  this 
case  the  buckets  may  be  plane  floats,  as  the  curb  retains  the 
water,  but  they  should  be  set  at  an  angle  to  the  periphery  of 
the  wheel,  so  as  to  rise  out  of  the  water  with  the  least  resist- 
ance. 

Wheels  with  curbs  are  designated  as  high  breast,  breast, 
or  low  breast  according  as  the  water  reaches  the  wheel  near 
the  summit,  middle,  or  bottom,  while  if  there  is  no  ^urb  they 
are  termed  overshot,  middle-shot,  and  undershot,  respectively. 

The  depth  of  a  float  should  not  be  less  than  2.3  ft.,  and 
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the  space  between  two  consecutive  floats  should  be  filled  to  at 
least  one  half,  and  even  to  two  thirds,  of  its  capacity.  The 
head  (measured  from  still  water)  over  the  sill  or  lip  should  be 
about  9  ins. 

The  play  between  the  outer  edge  of  the  floats  and  the  curb 
varies  from  ^  in.,  in  the  best  constructed  wheels,  to  2  ins. 

The  distances  between  the  floats  is  from  i^^  to  if  times  the 
head  over  the  sill  for  slow  wheels,  and  a  little  more  for  quick- 
wheels. 

Breast  wheels  are  among  the  best  of  hydraulic  motors, 
having  an  -efficiency  which  may  be  as  great  as  8o  per  cent. 
The  efficiency  is  usually  about  jo  per  cent  for  a  fall  of  about 
8  ft.,  and  50  per  cent  for  a  fall  of  4  ft. 

9.  Speed  of  Wheel. — The  water  leaves  the  buckets  and 
flows  away  in  the  race  with  a  velocity  not  sensibly  different 


Fig.  255. 
from  the  velocity  //  of  the  wheel,  which,  in  practice,  is  usually 
about  one  half  of  the  velocity  (  —  1  with  which  the  v/ater  enters 

the  wheel. 

Let  b  be  the  width  of  the  wheel. 

Let  X  be  depth  of  the  water  in  the  lowest  bucket. 
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Allowing  for  the  thickness  of  the  buckets,  the  play  between 
the  wheel  and  curb,  etc., 

Q  =  cixu, 

c  being  an  empirical  coefficient  whose  average  value  is 
about  .9.     Hence 

10  (2 
9  ox 

In  practice  b  is  often  taken  to  be  —  to  — \    It  is  important 

that  b  should  be  as  small  as  possible  and  hence  x  should  be 
as  large  as  possible,  its  value  being  usually  ij  ft.  to  2  ft. 

It  must  be  borne  in  mind,  however,  that  any  increase  in 
the  value  of  x  will  cause  an  increase  in  the  weight  of  water 
lifted  by  the  buckets  as  they  emerge  from  the  race,  and  will 
therefore  tend  to  diminish  the  efficiency. 

10.  Mechanical  Effect. — Theoretically,  the  total  mechanical 
effect 

H  being  the  fall  from  the  surface  of  still  water  in  the  supply- 
channel  to  the  surface  of  the  water  in  the  tail-race. 
This,  however,  is  reduced  by  the  following  losses : 
{a)  Owing  to  frictional  resistance,  etc.,  there  is  a  loss  of 

head  in  the  supply-channel  which  may  be  measured  by  v— ^, 

V  being  approximately  y\»  to  -^^. 

The  head  required  to  produce  the  velocity  'i\  at  entrance 

=  (!+")       • 
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(b)  Let  af.  Fig.  256,  represent  in  direction  and  magnitude 
x\  the  velocity  of  the  water 
entering  the  bucket. 

Let  ad,  in  the  direction 
of  the  tangent  to  the 
wheel's  periphery,  repre- 
sent the  velocity  u  of  the 

periphery  in  direction  and  

magnitude.  -./"^-^ 

Complete  the  parallelo-  ^^^-  256. 

gram  bd.  Then  ab  evidently  represents  the  velocity  V  of  the 
water  relatively  to  the  wheel.  This  velocity  V  is  rapidly 
destroyed,  the  corresponding  loss  of  head  being 

V^  ... 

(0 


2^ 


«2  ^  ^,^2  _  2m\  cos  y 


y  being  the  angle  daf. 

Assuming  that  the  water  enters  the  race  with  a  velocity 
^qual  to  w,  the  speed  of  the  wheel,  the  theoretical  useful  work 
per  pound  of  water  per  second  due  to  impact 


2g        2g 

which  is  a  maximum  and  = 


2g      g 
7'j*  cos'  y       u^ 


4?- 
when  7'j  cos  y  =  2u, 

In  practice  y  is  usually  about  30°,  and 
the  maximum  useful  work  = 


3V 


•corresponding  to  the  relation  4//  =  Vyi\ ,   or  u  =  .^^Vy 

To    diminish   as   much   as  possible    the  loss  in    shock    at 

entrance  due  to  the  dissipation  of  the  energy  —  in  eddy  motion^ 

2g 

the  direction  ab  of  the  relative  velocity  / '  should  be  parallel  to 
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the  arm  or  tangential  to  the  h'p  of  the  bucket  and  should  there- 
f2)re  be  approximately  at  right  angles  to  the  wheel's  periphery. 

If,  at  the  point  of  entrance,  the  inlet  lip  is  the  lowest  point 
of  the  bucket,  the  water  flows  upwards,  and  the  relative  velocity 
F,  instead  of  dein^  wholly  destroyed  in  eddy  motion,  is  par- 
tially destroyed  by  gravity.  This  latter  is  again  restored  to 
the  water  on  its  return,  and  increases  the  wheel's  efficiency. 

For  a  given  speed  («)  of  the  wheel,  the  velocity  (v^  with 
which  the  water  should  reach  the  wheel  in  order  to  make  the 

loss  of  a  minimum  is  found  by  making  dV  =  o  in  eq.  (i)> 

and  then 

o  =  7'j  .  {/z\  —  w  cos  y  .  dv^y 

or  7'j  =  u  cos  y. 

This  is  an  impossible  relation,  as  it  makes  v^  <  ;/  and  the 
useful  work  negative.  In  fact  the  angle  a/d  {=  baf)  in  such 
case  would  be  90°,  and  the  direction  ^of  v^  would  be  prac- 
tically tangential,  so  that  no  water  would  enter  the  wheel. 

Again,  for  a  given  velocity  %\  of  the  water  as  it  reaches  the 

wheel,  the  speed  of  wheel  which  would  make  the  loss  of  - — 

2^ 
a  minimum  is  given  by 

O  =:  u  .  du  —  v^  cos  y  .  duy 
or  14  ^  z/j  cos  y. 

This  is  also  an  impossible  relation,  as  it  makes  the  useful 

work  niL 

9 
» 

It  will  be  found  advantageous  to 
use  curved  or  polygonal  buckets  and 
not  plane  floats.  A  bucket,  for  ex- 
ample, may  consist  of  three  straight 
portions,  ad,  be,  cd.  Fig.  257.  Of 
these  the  inner  portion,  cd,  should  be 
radial;  the  outer  portion,  ab,  is  nearly 
normal  to  the  periphery  of  the  wheel,  and  the  central  portion^ 
be,  may  make  angles  of  about  135^  with  ab  and  cd. 
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Disregarding  all  other  losses,  the  theoretical  delivery  of 
the  wheel  in  foot-pounds 

=  w<?j°"''"»/-°'+m|,     ■ 

where  h,  =  total  fall  —  fall  (hj)  required  to  produce  the 
velocity  Vp 

If  7  be  the  efficiency,  then,  according  to  the  results  of 
Morin's  experiments, 

17  =  .40  to  .45  if  Aj  =  -H; 

4 

7  =   .42  to  .49  if  Aj  =      //; 

17  =.47  if  A,  =  -//-; 

4 
(^)  There  is  a  loss  of  head  due  to  frictional  resistance  along 
the  channel  in  which  the  wheel  works. 

Let  /  =  length  of  the  channel  (or  curb). 

Let  /  =  thickness  of  water-layer  leaving  the  wheel. 

Let  i  =  breadth  of  wheel. 

The  mean  velocity  of  flow  in  this  curb  channel  is  approx- 

4 
imately  — «,  and  t/ie  loss  of  head  due  to  channel  friction 

^  /_+^  ^_}J_l  ^  4/  +  2t  v^ 

^       bt  2g  7/        bt       2g  ' 

where /=  coefficiency  of  friction,  ^  -{-  2/  =  wetted  perimeter, 
bt  =  water  area,  and  y  being  30°. 

(^)  There  is  a  loss  of  head  due  to  the  escape  of  water  over 
the  ends  and  sides  of  the  buckets. 

Let  Jj  be  the  play  between  the  ends  of  the  buckets  and  the 
channel. 
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Let  s^  be  the  play  at  the  sides,     {s^  =  s^ ,  approximately.) 
Let   iTj ,    s^,  .  .  .  jj^   be  the  depths  of  water  in  a  bucket 
'  corresponding    to    ;/  successive    positions    in   its 
descent  from  the  receiving  to  the  lowest  point. 
Let  /j,  /jj,  .  .  .  /^  be  the  corresponding  water-arcs  meas- 
ured along  the  wheel's  periphery. 
The  orifice  of  discharge  at  end  of  a  bucket  =  dSy 
The  mean  amount  of  water  escaping  from  a  bucket  over  its 
end 

=  ^^S,  ^2g '--^ ^-f^ ?, 

c  being  the  coefficient  of  discharge. 

The  water  escapes  at  the  sides  as  over  a  series  of  weirs, 
and  the  mean  amount  of  water  escaping  from  a  bucket  over  the 
sides 


3    2      ^  n 

Hence  the  total  loss  of  effect  from  escape  of  water 


V2^idslV::,-^Vs,+  .  .  .VsJ^ 


+ yU^^i +/,  vj,+ ..././;:)  [ 


per  sec,  A  being  the  vertical  distance  between  the  point  of 
entrance  and  the  surface  of  the  water  in  the  tail-race 


7;» 


(e)  There  is  a  loss  of  head  due  to  journal  friction. 

Let  JVz=z  weight  of  wheel. 

Let  ze/j  =  weight  of  water  on  the  wheel. 

Let  r,   =  radius  of  wheel's  outer  periphery. 

Let  r'    r=  radius  of  axle. 
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Loss  per  second  of  mechanical  effect  due  to  journal  friction 

1 

r  being  the  coefficient  of  journal  friction. 

There  is  a  loss  of  mechanial  effect  due  to  the  resistance  of 
the  air  to  the  motion  of  the  floats  (buckets),  but  this  is  prac- 
tically very  small,  and  may  be  disregarded  without  sensible 
error  A  deepening  of  the  tail-race  produces  a  further  loss  of 
effect,  and  should  only  be  adopted  when  back-water  is  feared. 

Hence  the  total  actual  mechanical  effect y  putting 

Z^bsi  VJ,  +  ^,+\..  i^^.)+^^,(/,  ^7,+i,  V7,+ ...+/,  1/'^), 

IS  z=wQ\H—       1  —  wQ\y      A I 

=  wQ\  //■  -  (i  +  k)  —  J  +  — «(^',  cos  y-u) 

^,^  +  2/47',*,  , — wh ^         ,,„  .        .r' 

wQ  -  e  V2g—)\H-  I  +  v^+  — «(z',  cos  ^  -  «) 

Hence  for  a  given  value  of  v^  the  mechanical  effect 
(omitting  the  last  term)  is  a  maximum  when 

V  cos  V 
«  =  -'— ^(=  .433  X  v^,  \{y=  30°). 

In  practice  the  speed  of  the  wheel  is  made  about  one  half 
of  the  velocity  with  which  the  water  enters  the  wheel. 

For  a  given  speed  of  wheel,  and  disregarding  the  loss  of 
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EXAMPLE, 


effect  due  to  curb  friction,  which  is  always  small,  the  mechan- 
ical effect  is  a  maximum  for  a  value  of  v^  given  by 


cos  y  =X>, 


or 


u  cos  y 


The  loss  by  escape  of  water,  viz.,   c  V2g'  ,  varies,  on  an 


average,  from  lo  to  15   per  cent  of  the  whole  supply,  so  that 

, Z  Q        xQ 

c  r  2;r—  varies  from  —  to  -    - . 
*  «  10        20 

Ex.  The  buckets  of  a  low  breast  wheel,  of  24  ft.  diameter,  are  half 
filled  with  water  which  flows  from  a  flume  through  a  vertical  rectangular 
sluice-opening  at  the  rate  of  15  cu.  ft.  per  second.  The  linear  speed  of 
the  wheel's  periphery  is  5  ft,  per  second.  At  the  point  of  admissioi; 
the  inflowing  jet  has  a  velocity  of  10  ft.  per  second  and  makes  an  angle  of 


Fig.  258. 


30'  with  the  rim.  The  total  available  fall  is  Z\  ft.  Find  (a)  the  position 
of  the  point  of  admission ;  {b)  the  work  done  by  impact  and  weight ; 
ifi)  the  position  and  dimensions  of  the  sluice-opening,  the  depth  of  the 
shrouding  being  12  ins. 
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{a)  Let  OB  be  the  radius  to  the  point  of  admission  B,  and  let  <p  be 
its  inclination  to  the  vertical. 

Draw  the  vertical  OG  and  the  horizontal  BF, 

Theoretically,  hi ,  the  head  required  to  develop  a  velocity  of  xo  ft.  per 
second, 

Then  SJ  —  i^^,  =  6\\  ft.  =  head  available  for  work  by  weight 

=  the  vertical  fall  on  the  wheel 
=  FG. 

Therefore      cos  0  =  ^  = ^^-^  =  .421875, 

and  0  =  65*"  3',  defining  the  position  of  B. 

{d)  The  useful  theoretical  work  done  by  impact 

=  tt' 5  •  5O0  cos  30'  -  5)  =  536 .  133  ft.-lbs. 

The  useful  theoretical  work  done  by  weight 

=  62J  .  15  .  6U  =  6503.906  ft.-lbs., 
and  the  combined  useful  work  =  7040.039  ft.-lbs. 

{c)  Let  AD,  BD  be  the  vertical  and  horizontal  distances  of  the  lift 
A  from  B, 

The  angle  between  the  direction  of  Vi  at  B  and  the  horizontal 

=  0  —  30'  =  35*  3' 

10' 
Therefore  AD  =  2-  sin'  35*  3'  =  .51533  ft. 

04 

JO* 

and  BD  =  ^—  sin  70"  6'  =  1.4692  ft. 

04 

Again,  the  width  of  the  wheel  =  7 =  6  ft., 

I  .  I  .  5 

and   the  width   of   the  sluice  may   be   taken  to  be  about   3    ins.   less 

than   this,  or  5!  ft.    The  head  over  the  lip  =  i^V  —.51533  =  1.0472; 

the  average  velocity  of  flow  through  the  sluice  =  .  9  ^^64  x  1.0472  = 
7.3656  ft.  per  second,  and  the  depth  of  the  sluice-opening  =  --  - 

=  .354  ft. 

II.  Sagebien  Wheels,  Fig.  259,  have  plane  floats  inclined 
to  the  radius  at  from  40°  to  45°  in  the  direction  of  the  wheel's 
rotation.  The  floats  are  near  together  and  sink  slowly  into 
the  fluid  mass.  The  level  of  the  water  in  the  float-passages 
gradually  varies,  and  the  volume  discharged  in  a  given  time 
may  be  very  greatly  changed.     The  efficiency  of  these  wheels 
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is  over  80  per  cent,  and  has  reached  even  90  per  cent.     The 
action  is  almost  the  same  as  if  the  water  were  transferred  from 


Fig.  359. 
the  upper  to  the  lower  race,  without  agitation,  frictional  resis- 
tance, etc. ,  flowing  away  without  obstruction  into  the  tail-race. 

12.  Overshot  Wheels. — Since  the  introduction  and  develop- 
ment of  the  turbine  these  wheels  have  become  almost  obsolete. 
They  have  been  considered  among  the  best  of  hydraulic  motors 
for  falls  of  8  to  70  ft.  and  for  a  delivery  of  3  to  25  cu.  ft.  per 
second,  and  have  proved  especially  useful  for  falls  of  12  to 
20  ft.  The  efficiency  of  overshot  wheels  of  the  best  construc- 
tion is  from  .70  to  .85. 

The  thickness  of  the  sheet  of  water  passing  through  the 
sluice  on  to  the  wheel  rarely  exceeds  4  or  S  ins.,  and  is  oflen 
less  than  2  ins. 

If  the  level  of  the  head-water  is  liable  to  a  greater  variation 
than  2  ft. ,  it  is  most  advantageous  to  employ  a  pitch-back  or 
high  breast  wheel,  which  receives  the  water  on  the  same  side 
as  the  channel  of  approach. 

13.  Wheel  Velocity This  evidently  depends    upon    the 

work  to  be  done,  and  upon  the  velocity  with  which  the  water 
arrives  on  the  wheel.     Overshot  wheels  should  have  a  lowcir- 
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cumferential  speed,  varying  from  lo  ft.  per  second  for  large 
wheels  to  3  ft.  per  second  for  small  wheels,  and  should  not  be 
less  than  2J  ft.  per  second.  At  a  higher  speed  than  6  ft.  per 
second,  if  the  buckets  are  more  than  two  thirds  full,  the 
efficiency  does  not  exceed  60  per  cent. 

In  order  that  the  water  may  enter  the  buckets  easily,  its 
velocity  should  be  greater  than  the  peripheral  velocity  of  the 
wheel. 

14.  Efiect  of  Centrifugal  Forqe. — Consider  a  molecule  of 
weight  w  in  the  "  unknown  "  surface  of  the  water  in  a  bucket 
(Fig.  260).     At  each  moment  there 
is  a  dynamical  equilibrium  between  ^^ 

the  "forces  "  acting  on  vi.  viz.:  (i)  i\ 

its    weight   w;    {2}    the    centrifugal  '    ^ 

force   -ar'r;  {3)  the  resultant   7"  of 

the  neighboring  reactions. 

Take   MF  =  w,     MG  =  "'<^r,  ^^ 

S 
and  complete  the  parallelogram  FG. 
Then   MH  =  T.     The   direction  of 
T  is,  of  course,  normal  to  the  surface 
of  the  water  in  the  bucket. 

Let  //J/ produced  meet  the  ver- 
tical through  the  axis  0  of  the  wheel 
in  E.     Then 


-  -a 
MG  _  g        _PH  _0M         r 

MF~     w     ~  MF~  OE  ~  OE' 

and  therefore 


0E  = 


3915^ 


taking  ^  =  32  ft.  and  «  being  the  number  of  revolutions  per 
minute. 
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Thus  the  position  of  E  is  independent  of  r  and  of  the  posi- 
tion of  the  bucket,  so  that  all  the  normals  to  the  water-surface 
in  a  bucket  meet  in  Ey  and  the  surface  is  the  arc  of  a  circle 
having  its  centre  at  E,  or,  rather,  a  cylindrical  surface  with 
axis  through  E  parallel  to  the  axis  of  rotation. 

1$.  Weight  of  Water  on  Wheel  and  Arc  of  Discharge. — 

Let  Q  =  volume  supplied  per  sec,  and  iV=:  nunciber  of  buckets^ 

^,       Noo 

Then  =  number  of  buckets  fed  per  second, 

and    -j^  =  volume  of  water  received  by  each  bucket  per  sec. 
Hence  the  area  occupied  by  the  water  until  spilling  com- 
mences =  ,^   ,  d  being  the  bucket's  width  (=  width  of  wheel 

between  the  shroudings). 

The  water  flows  on  to  the  wheel  through  a  channel  (Fig. 
261),  usually  of  the  same  width  d  as  the  wheel,  and  the  supply 
is  regulated  by  means  of  an  adjustable  sluice,  which  may  be 
either  vertical,  inclined,  or  horizontal. 

When  the  water  springs  clear  from  the  sluice,  as  in  Fig. 
261,  the  axis  of  the  sluice  should  be  tangential  to  the  axis  of 
the  jet,  and  the  inner  edges  of  the  sluice-opening  should  be 
rounded  so  as  to  eliminate  contraction. 

Let  J,  z  be  the  horizontal  and  vertical  distances  between 
the  sluice  and  the  point  of  entrance. 

Let  T  be  the  time  of  flow  between  the  sluice  and  entrance. 

Let  v^ ,  v^  be  the  velocities  of  flow  on  leaving  the  sluice 
and  on  entering  the  bucket. 

Then 

v^  sin  (y  +  6)T—  ^T^  =  JS, 
and 

6  being  the  angular  deviation  of  the  point  of  entrance  from  the 
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summit,  and  y  the  angle  between  the  direction  of  motion  of 
the  water  and  the  wheel  at  the  point  of  entrance. 

If  the  bed  of  the  channel  is  horizontal,  and  if  also  the  sluice 
is  vertical,  opening  upwards  from  the  bed,  and  is  of  the  same 
width  b  as  the  wheel,  then 


Q==btV2gh^, 


Fig.  261. 


/  being  the  depth  of  sluice-opening  and  h^  the  effective  head 
over  the  sluice.  This  effective  head  is  about  -^  of  the 
actual  head. 

Thus,  taking  ^  =:  32,  -r  =  S/A^i  gives  the  delivery  per  foot 

width  of  wheel. 

Taking  .6  ft.  and  3.6  ft.   as  the  extreme  limits  between 
which  ky  should  lie,  and  .2  ft.  and  .33  ft.  as  the  extreme  limits 
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between  which  t  should  lie,  then  -7  must  lie  between  the  limits 

>  Q 

of  the  wheel  should  be  on  the  average  __  -. 

Again,  disregarding  the  thickness  of  the  buckets,  the 
capacity  of  the  portion  of  the  wheel  passing  in  front  of  the 
water-supply  per  second 

=  ^(w-j  -^ —  >  =  bdooW^ ]  =  adr^oo^  approximately^ 

30' 

r^  being  the  radius  and  u  the  velocity  of  the  outer  circumference 
of  the  wheel,  d  the  depth  of  the  shrouding,  or  crown,  and  n 
the  number  of  revolutions  per  minute. 

Only  a  portion,  however,  of  the  space  can  be  occupied  by 
the  water,  so  that  the  capacity  of  a  bucket  is  mubd,  m  being 
a  fraction  less  than  unity  and  usually  \  or  J.  For  very  high 
wheels  m  may  be  \,     Hence 

mbdu  =  Q, 

Therefore  mdu  =  -r. 

o 

The    delivery  \-A  per  foot  of  width  must  not  exceed   a 

certain  limit,  otherwise  either  d  ox  u  will  be  too  great.  In  the 
former  case  the  water  would  acquire  too  great  a  velocity  on 
entering  the  buckets,  which  would  lead  to  an  excessive  loss 
in  eddy  motion  and  a  corresponding  loss  of  efficiency;  while 
if  the  speed  u  of  the  wheel  is  too  great,  the  efficiency  is  again 
diminished  and  might  fall  even  below  40  per  cent. 

The  depth  of  a  bucket  or  of  the  shrouding  varies  from  -lO 
to   16  ins.,  being  usually  from   10  to  12  ins.,  and  the  buckets 


OVERSHOT  IVHBEL 


455 


are  spread  along  the  outer  circumference  at  intervals  of  12  to 
14  ins.  The  number  of  the  buckets  is  approximately  <^r^  or 
6r^,  r^  being  in  feet. 

The  efficiency  of  the  wheel  necessarily  increases  with  the 
number  of  the  buckets,  but  the  number  is  limited  by  certain 
considerations,  viz. :  (a)  the  bucket  thickness  must  not  take 
up  too  much  of  the  wheel's  periphery;   (p)  the  number  of  the 


Fig.  262. 


buckets  must  not  be  so  great  as  to  obstruct  the  free  entrance 
of  the  water ;  {c)  the  form  of  the  bucket  essentially  affects  the 
number. 

Let  the  bucket,  Fig.  262,  consist  of  two  portions,  an  inner 
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portion  bc^  which  is  radial,  and  an  outer  portion,  cd\  c  being  a 
point  on  what  is  called  the  division  circle.  The  length  be  is 
usually  one  half  or  two  thirds  of  the  depth  d  of  the  shrouding. 

Take  be  =  \d. 

It  may  also  be  assumed  without  much  error  that  the  water- 
surface  ad  is  approximately  perpendicular  to  the  line  edy  so 
that  the  angle  eda  is  approximately  a  right  angle. 

The  spilling  evidently  commences  when  the  cylindrical 
surface,  having  its  axis  at  e  and  cutting  off  from  the  bucket  a 

water-area  equal  to   ,^    ,  passes  through  the  outer  edge  d of 

the  bucket. 

Let  p  be  the  bucket  angle  eOd, 

Let  6  be  the  inclination  of  Od  to  the  horizon. 

Let  0  be  the  inclination  of  ad  to  the  horizon. 

Let  fj  be  the  radius  of  the  outer  periphery. 

Let  R  be  the  radius  of  the  division  circle. 

Let  r^  be  the  radius  of  the  inner  periphery. 

Then 

_g_  ^  Oe  ^  cos  {e  ±  <t>) 

T^cj^ ""  Od  sin  0 ^'^ 

the  sign  being  plus  or  minus  according  as  the  bucket  is  below 
or  above  the  horizontal,  and  in  the  latter  case,  if  ^=  0,  then 
r^ca^  =  ^  sin  0. 

Again, 

af  •=^fd  tan  (^  -}"  0)»  approximately. 

Therefore 

•  fd^  d^ 

the  area  dfa  =  "^ — tan  (^  +  0)  =       tan  {d  -f  0), 

J*  ^ 

where  d  =.  r^^  r^      Hence 

the  area  abed  =  area  eod  —  area  bof  —  area  dfa 

=  ^sin/S-^/J-^tan(<^+0)  =  ^^-.    .     (2) 
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Equatiplis  (l)  and  (2)  give  6  and  0,.and  therefore  the  posi- 
tion of  the  bucket  when  spilling  commences. 

The  bucket  will  be  completely  emptied  when  it  has  reached 
a  position  in  which  cd  i3  perpendicular  to  a  line  from  e  to 
middle  point  of  cd,  or,  approximately,  when  edc  is  a  right 
angle. 

Let  6^ ,  0j  be  the  corresponding  values  of  6  and  0,  and  let 
y^  be  the  angle  between  cd  and  the  tangent  at  d  to  the  wheel's 
periphery.     Then 

ri  =  90°  -  {e,  +  0,). 

and 

sinj/^^  _g_^ 
sin  0j      r^co^ ' 

two  equations  giving  0j  and  0^ 

Also,  if  ck  is  drawn  perpendicular  to  ody 

J.  ^^      dk      r  —  R  cos  /?      r  ^        ^  ^ 

tany,  =  cotcdk  =  ^-g  = -L^^jj^--^  ^ 

The  vertical  distance  between  the  points  where  spilling 
begins  and  ends,  viz.,  f^(sin  6^  —  sin  6)  can  now  be  deter- 
mined. 

The  pitch-angle  (=  ^)  is  the  angle  between  two  consecu- 

360** 
tive   buckets  so  that  tf)  =  "at"-     ^^  order  to  obtain  a  small 

angle  (=  y^  between  the  lip  of  the  bucket  and  the  wheel's 
periphery,  it  is  usual  to  make  the  bucket  angle  fi  greater 
than  tf). 

For  example, 

A  =  T^  =  T  -Iff-  = 


4^  ""  4   H    ""    H  ' 

The  interval  between  the  buckets  should  be  at  least  suffi- 
cient to  prevent  any  bucket  dipping  into  the  one  below  at  the 
moment  the  latter  begins  to  spill. 
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Let  coc\  Fig.  263,  be  the  division  angle,  and  /  the  thick- 
ness of  the  bucket. 


Then 


Fig.  263. 


fa 


d  d 

-  tan  (6^  +  0)  =  -  tan  e. 


approximately,  and  therefore 


H(r,/5  +  t-^tan<9)  =  2;rr,.      ...    (3) 


Also,  by  equation  (2), 


2 /?  — 


sin  fi—-^fi 


d»  ^  .   3;rQ 

--  tan  «  +  ^ . 

2  '    dNco 


•      • 


(4) 


These  last  two  equations  give  N  and  d. 
The  number  of  buckets  may  also  be  approximately  found 
from  the  formula 

^  d   ' 

15.  Form  and  Capacity  of  Bucket.  —  In  practice  the 
bucket  may  be  delineated  as  follows: 

In  Fig.  263  let  dd'  =  distance  between  two  buckets. 
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t  f\  // 

Take  dd''  =  ~dd'  to  -dd'  \  also  take  be  =  -,  and  join  dc, 

4  5  2'  -^ 

This  gives  the  form  of  a  suitable  wooden  bucket. 

If  the  bucket  is  of  iron,  circular  arc  is  substituted  for  the 
portions  be,  cd. 

Again,  let  pm,  Fig.  264,  be  the  thickness  of  the  stream 
just  before  entering  the  bucket. 


Fig.  264. 

Let  dn  be  the  thickness  of  the  stream  just  after  entering 
the  bucket. 

Let  y^  be  the  angle  between  the  bucket's  lip  and  the  wheel's 
periphery. 

Then 

« 

mbdu^  =  capacity  of  bucket  =  bv^ .  pm  ^  bV .  dn 

=  bv^dp  sin  y  =  f^V *  ^P  •  sin  Y\% 

and  therefore 

mdu^  mdu^ 

^       v^  sm  y       V  sm  y^ 

Now  overshot  wheels  cannot  be  ventilated,  and  it  is  con- 
sequently necessary  to  leave  ample  space  above  the  entering 
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stream  for  the  free  exit  of  air.     Thus,  neglecting  float  thick- 
ness, 

2  Tt'K 

— ^  =  the  distance  between  consecutive  floats 

N 

=  dd'  (Fig.   263)  >dp>  -y^, 

and  Ny  the  number  of  buckets, 

mdu^ 

For  efficient  action  the  number  of  the  buckets  is  much  less 
than  the  limit  given  by  this  relation,  often  not  exceeding  one 
half  of  such  limit. 

If  y^  is  very  small,  ^^  3=  t/^  —  «j ,  approximately,  and  there- 
fore 


ma        \u^         ) 


The  capacity  of  a  bucket  depends  upon  its  form ;  and  the 
bucket  must  be  so  designed  that  the  water  can  enter  freely  and 
without  shock,  is  retained  to  the  lowest  possible  point,  and  is 
finally  discharged  without  let  or  hindrance.  Hence  flat 
buckets,  Fig.  265,  are  not  so  efficient  as  the  curved  iron 
bucket  in  Fig.  268  and  as  the  compound  bucket  made  of  three 
or  two  pieces  in  Figs.  266,  267,  and  269.  The  resistance  to 
entrance  is  least  in  the  curved  bucket,  as  there  are  no  abrupt 
changes  of  direction  due  to  angles.  The  capacity  of  a  com- 
pound bucket  may  be  increased,  without  diminishing  the  ease 
of  entrance,  by  making  the  inner  portion  strike  the  inner 
periphery  at  an  acute  angle.  Fig.  269.  The  objection  to  this 
construction,  especially  if  the  relative  velocity  V  is  large,  is 
that  the  water  tends  to  return  in  the  opposite  direction  and 
escape  from  the  bucket. 
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.  Fig.  366.  Fio.  167. 


4^2  CAPACITY  OF  BUCKET. 

L,et  ^cd,  efgy  Fig.  270,  represent  two  consecutive  buckets 
of  an  overshot  wheel  turning  in  the  direction  shown  by  the 
arrow. 

Water  will  cease  to  enter  the  bucket-space  between  bed 
and  efgy  and  impact  will  therefore  cease,  when  the  uppef* 
parabolic  boundary  of  the  supply-stream  intersects  the  edge  d. 
The  last  fluid  elements  will  then  strike  the  water  already  in 
the  bucket  at  a  point  M,  whose  vertical  distance  below  d  may 
be  designated  by  s.  The  velocity  v^  with  which  the  entering 
particles  reach  M  is  given  by  the  equation 


v;=^zr^-^2gz (I) 

Again,  while  the  fluid  particles  move  from  dto  Jif  let  the 
buckets  move  into  the  positions  d'c'b' ^  ^'f'g'- 

Let  arc  dd'  =  s,  =  ee' ,  .    . 

Let  arc  dM  =  s^. 

Let  T  be  the  time  of  movement  from  d  to  d^  (or  d  to  M). 

Then 

jj  =  uT 
and 

assuming  that  the  mean  velocity  from  dtoMis  an  arithmetic 
mean  between  the  initial  and  final  velocity  of  entrance.      Thus 

V,  -f-  v^  ■"  « ^2) 

Also,  since  the  angle  between  ^J/and  the  wheel's  periphery 
is  small,  it  may  be  assumed  that 

the  arc  dM=  de  -{-  ef -{-  ee' ,  approximately, 

/xT  ^  7^         7^1  "" «       2nr.    v.  —  u  \ 

(NOTE.-./=  ed-  =  ed^^  =  _-l .  -L__,  nearly.) 
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Thus 


and  by  equations  (2)  and  (3), 


2  7tr^  v^ 


an  equation  giving  approximately  the  distance  s^  passed 
through  by  a  float  during  impact.  The  buckets  can  now  be 
plotted  in  the  positions  they  occupy  at  the  end  of  the  impact. 
The  amount  of  water  in  each  bucket  being  also  known,  the 
water-surface  can  be  delineated,  and  hence  the  vertical  distance 
z  can  be  at  once  found. 

Ex.  I.  Find  the  angular  depression  of  the  water-surface  below  the 
horizontal  (a)  when  the  bucket  lip  is  37*  14'  above  the  centre,  and  {b) 
when  the  bucket  lip  is  on  a  level  with  the  centre;  also  find  (r)  the 
position  of  the  bucket  below  the  centre  when  a  horizontal  through  the 
lip  bisects  the  angle  between  the  water-surface  and  the  radius  to  the  lip. 
The  wheel  has  a  diameter  of  32  ft.  and  makes  \o\  revolutions  per  minute. 

The  angular  velocity  00  =  ^  — —  =  — .     Then 
^  ^  7    60        10 


W 


i6/ii\'__  sin  0  _  121 

32\io/  ~  cos  (37*  14'  —  0)  ""  200* 


^^       ,  200      cos  (37' 14'— 0) 

Therefore      —  =  ^V— ^      -  =  cos  37'  14'  cot  0  +  sin  37*  14', 

121  sm  0  01      -r         ^    t         ji      tf 

or  cot  <f>  =  1.316    and     <p  =  37*  14'. 

,^  121  sin  0  ^         , 

(ff)  = ,a   .    ^>  =  tan  0  =  .605, 

^  200      cos  (B  +  <p)  ^  ^' 

and  0  =  31*  10'. 

121  sin  0  sin  0  sin  0 


w 


200      cos  (6  4-  0)      cos  20       1—2  sin*  0* 


...        100    .  I 

or  sm*  0  H sm  0  =  -, 

121  2 

and  sin  0  =  .4058, 

or  0  =  23*  56'  =  e. 
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Ex.  2.  An  overshot  wheel  has  a  diameter  of  32  ft.,  a  12-ii).  crown, 
and  its  peripheral  speed  is  4  ft.  per  second.     The  lip  of  the  bucket  is  jj 

ins.  thick.  Water  enters  the 
wheel  in  a  direction  inclined  at 
60"  to  the  vertical  at  a  point  12* 
30'  from  the  summit  and  with  a 
velocity  of  16  ft.  per  second. 
Spilling  commences  ai  120*"  from 
the  summit.  Find  ia)  the  relative 
velocity  (K)  at  admission  ;  (d)  the 
angle  between  the  horizontal  and 
the  water-surface  at  i*  47'  33' 
above  and  at  30*  below  the  cen- 
tre; (r)  the  angle  (y:)  between  the 
bucket  lip  and  the  rim :  (//)  the 
point  where  the  bucket  is  emp- 
tied ;  {e)  the  bucket  angle;  (/)  the 
elbow  angle ;  (^)  the  number  of 
buckets;  (A)  the  bucket  water 
area. 

At  the  point  of  admission  ii 
let  t^A  be  the  triangle  of  veloci- 
ties so  that  ^  =  16  ft.,  dA  =  ^  ft., 
and  the  angle  gdh  =  30*  —  12*  30' 

=  i7*3o'. 

Assuming  also  that  the  water 

enters  without  shocks  the  relative 

velocity    V  =  {dg)   is    parallel  to 

the  bucket  arm  cd^  and  the  angle 

cdk^Xi  =  2Lng\tghk. 

Then 

{a)  V*  =  h^^  ^dg*  -if  dh^  --  2  ,gd  ,dh  cos  17*  30' 

=  i6'  4-  4*  —  2  .  16  . 4  cos  17*  30* 
=  149.9242. 
and  V  =  12.2443  ^'»  P^r  sec. 

ip)  When  0  =  I'  47'  33", 

32      _  cos  (r  47'  33''  -  ^)  _  ,, 
i6(A)' ""  sin  0  -  ^^ 

or  cot  0  =  32  sec  I*  47'  33"  —  tan  i*  47'  33", 

and  0=1*  47'  33". 

•«ri_  f.  m         COS  (30*    4-     <P) 

When  6  =  30*,     .     T        =^  32, 

•^  sin  0  ^ 
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or  cot  0  =  32  sec  30'  +  tan  30*  =  yj'l'^ll* 

and  0  =  I*  31'  24". 

sin  17*  30'       12.2443 


W 


sin  Y\  '^ 


or  coscc  Yx  =  P-^^3  ^^^gg^  ^7.  ^Q.  _.  2  545^ 

10 
and  Yx  =  23'  8'. 

(^  At  the  point  d%,  where  the  spilling  is  completed,  Od%kt  is  a  right 
angle  and  the  angle  Od%€  =  angle  c^dt^t  =  Y\    Then 


sin_0j  __  f;^  _.  ^  _  il/AV—  ! 
sin~ri  ^  oe"  fr  ""32  ^16/  ""  32' 


<»' 


sin  23*  8' 
or  sm  <p\  = — =  .0122772, 

and  01  =  o*  42'. 

Therefore  e»  =  90'  —  (^i  +  0i)  =  66*  10'. 

and  the  bucket  is  emptied  at  90**  4-  66**  10'  =  156*  10'  from  the  summit. 

W  r,  =  16';     R  =  15V.     Therefore 

«  «,  16  —  15^  cos  fi 

tan  23*  8'  =  tan  Y^  =  r^^ — li —  =  -4272. 

^  i5i  sm  /C^ 

This  last  equation  is  easily  reduced  to  the  form 

cos*  P  —  1.7458  cos  (S  =  —  *7A^7At 
and  cos  fi  =  .9962, 

or  /?  =  5*  8', 

121   .      .      , 

= in  circular  measure. 

1350 

(J)  The  elbow  angle  Ocd  =  i8o'  —  /5  —  Ode  =  i8'  -  /«  -  (90*  —  yx) 

=  90*  -  5'  8'  +  23°  8' 
=  io8'. 

«        .  >,/  121        I       I  „\      44 

(^)  A'^'S  X  ^^  +  3  -  J  tan  30'j  =  ±*  .  .5. 

or  A^  =  79.8,  say  80. 

An  empirical  approximate  rule  makes 

2flrr,      44     16 
«  7       I  ' 
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M)   sin  5<»  8 X  =  -  tan  30  +  water  area  of  buckets 

*^^  2  '  2        1350      2         "^ 

Therefore 

the  water  area  =  11.09475  —  10.08333  —  .28867 

=      .72275  sq.  ft. 
=  104  sq.  ins. 

Ex.  3.  An  overshot  water-wheel,  of  40  ft.  diameter,  is  12  in.  wide  and 
has  a  9.6-in.  shrouding.  The  pitch-angle  is  4*  and  the  thickness  of  the 
bucket  lip  is  i  in.  At  the  point  where  spilling  commences  the  bucket 
water  area  is  24^  sq.  ins.  Find  the  number  of  buckets,  the  point  where 
spilling  commences,  and  the  angle  between  the  rim  and  the  bucket  lip. 

ri  =  20  ft.;    ^  =  20 -~  =  lo.o  ft.;    r^  =  20  —  .8  =  10.2  ft. 

2   12  ^  ^ 

Take  fi,  the  bucket-angle,  =  -4*  -=  5*. 

4 

^t.  5  '        -^         *»  19-2 

Then  •  19  .  2  x  )r-„    -f tan  0  =  2;r-4r-, 

180       12       2  A^ 

20  X   19.6    .       ^  .     (19.2)'     5         (.8)»         ^       24i 

and  -^—  sin  5" ^—^^-^  =  -  —  tan  0  +  -^  . 

2  •'2        180        2  144 

Heace  A^  =  164.5, 

and  tan  0  =  2. 56,     or    0  =  68"  40'. 

The  empirical  formula  gives 

^^      2;r;i       44  20 
A'=-^  =  ---=,57... 

*  .  20  «  « 

Again,  tan  yi  =  — -^  cosec  5<»  —  cot  5'  =  .27782, 

and  Xi  =  15*  32'. 

Ex.  4.  One  fourth  of  the  theoretic  capacity  of  a  bucket  is  filled  with 
water.  The  angle  between  the  bucket  lip  and  the  wheel's  periphery  is 
20*,  the  radius  to  the  outer  periphery  is  18  ft.  and  the  depth  of  the  crown 
IS  12  ins.  If  the  velocity  of  the  water  at  entrance  is  twice  that  of  the 
wheel's  periphery,  find  the  greatest  number  of  buckets  theoretically 
possible. 

The  number      <  ,--- M 

met        \Ux         I 


2V18  sin  20' 
<  103.2. 


(=-) 


The  actual  number  may  be  about  two  thirds  of  this,  or  6^ 
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16.  Useful  Effect.— (d:)  Effect  of  Weight.— The  wheel 
should  hang  freely,  or  just  clear  the  tail-water  surface,  and  the 
total  fall  is  measured  from  the  surface  of  the  water  in  the  tail- 
race  to  the  water -surface  just  in  front  of  the  sluices  through 
which  the  water  is  brought  on  to  the  wheel. 

Let  Aj,   Fig.   272,   be   the  vertical  distance  between  the 


Fig.  272. 

centres  of  gravity  of  the  water-areas  of  the  first  and  last  buckets 
before  spilling  commences.      Then 

hj  =  R  COS  (J  +  Tj  sin  d,  very  nearly. 


Let  /ij  be  the  vertical  distance  between  the  centres  of 
gravity  of  the  water-area  of  the  bucket  which  first  begins  to 
spill  and  the  point  at  which  the  spilling  is  completed.     Then 

hjj  =  rj(sin  6^  —  sin  0),  very  nearly. 

The  useful  work  per  sec.  =  wQ(hj  -j-  khj),  k  being  a  frac- 
tion <  I  and  approximately  =  .5. 

Let  A^  be  the  water-area  in  the  bucket  which  first  begins 
to  spill. 
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Between  this  bucket  and  the  one  which  is  first  emptied^ 
i.e.,  in  the  vertical  distance  //,,  insert  s  buckets,  at  equal  dis- 
tances apart,  and  let  their  water-areas  A^,  A^,  A^,  r .  .  A^  be 
carefully  calculated. 

Let  Q^  be  the  mean  amount  of  water  per  bucket  in  the 
discharging  arc. 

Let  A^he  the  mean  water-area  per  bucket  in  the  discharg- 
ing arc. 

Then 

_    ^0  "i~  -^1  "t"  -^2  "^    '    •    •   ~4~  ^s-i  -|-  -^s 
***  ^'  -f"  - 

The  value  of  X'  can  now  be  easily  found,  since 


A'  =  ^-^  =  ^ 


m 


Q  ~  A,- 

Let  q  be  the  varying  amount  of  water  in  a  bucket  from 
which  spilling  is  taking  place,  and  at  any  moment  let  y  be 
the  vertical  distance  between  the  outer  edge  of  the  bucket  and 
the  surface  of  the  water  in  the  tail-race. 

^  is  a  function  oi  y  and  depends  upon  the  contour  of  the 
water  in  the  bucket. 

Let  Y  be  the  mean  value  of  y  between  the  points  where 
spilling  begins  and  ends,  i.e.,  for  values  v^  and  jg  ^^y-     Then 


smce 


I  y  ,  dq  =yq  ^    h/  -  ^6'- 


Again,  the  elementary  quantity  of  water,   dq,   having  an 
initial  velocity  equal  to  that  of  the  wheel,  viz.,  //,  falls  a  dis« 

tance^;'  and  acquires  a  velocity  =  4  /r*  -|-  2^y. 
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Thus    it   flows    away   in    the    tail-race,  causing    a   loss  of 

zv ,  dq  f  j^         \ 

energy  =  —-—(«»  +  2gy)  =  w  .  dql—  -j-jy). 

Hence  the  total  loss  of  energy  between  the  points  where 
spilling  begins  and  ends 

Overshot  and  pitch-back  wheels  do  not  work  well  in  back- 
-water, as  they  lift  a  greater  or  less  weight  of  water  in  rising 
above  the  surface. 

If  the  water-level  in  the  race  is  liable  to  variation   it  is 

'  better  to  diminish  the  diameter  of  the  wheel  and  design  it  so 

that  it  may  never  be  immersed  to  a  greater  depth  than  1 2  ins. 

{b)  Effect  of  Impact, — The  head  //'  required  to  produce  the 
velocity  v^  with  which  the  water  reaches  the  wheel  is  theoreti- 

cally    *- ;  but  as  there  is  a  loss  of  at  least   5  per  cent  in  the 

most  perfect  delivery,  it  is  usual  to  take  //'  =  v-^,  an  average 

value  of  V  being  i .  i . 

Let  the  water  enter  the  bucket  in  the  direction  aCy  Fig. 
273.  Take  ac-=iVy  The  water  now  moves  round  with  a 
velocity  u  (assumed  the  same  as  that  of  the  division  circle), 
and  leaves  the  wheel  with  the  same  velocity.  Take  ab  in  the 
direction  of  the  tangent  to  the  division  circle  at  the  point  oi 
entrance  =  1/.  The  component  be  represents  the  relative 
velocity  V  of  the  water  with  respect  to  the  bucket,  and  this 
velocity  is  wholly  destroyed,  ab  must  necessarily  be  parallel 
to  the  outer  arm  of  the  bucket,  so  that  there  may  be  no  loss 
of  shock  at  entrance.     Then  the  impulsive  effect 


_  wQhuJ^ 


^  \  2         2         2/ 
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But 


V^  =^  v^  -\-  tf  —  2v^u  cos  y. 


y  being  the  angle  through  which  the  water  is  deviated  from 
its  original  direction  at  the  point  of  entrance. 


Fig.  273. 


Hence  the  impulsive  effect 


wQ 


and  the  TOTAL   USEFUL   EFFECT 


wQ 


= wO(hj4-khj)+-^u(v,co8  y— u)-loss  due  to  journal  friction. 

o 


Designating  the  first  two  terms  of  this  expression  by  P, 
the  loss  due  to  journal  friction 


=  ^\^  +  w\'-u, 


p  being  the  radius  of  the  axle,  and  Jf^the  weight  of  the  wheel. 


EXAMPLE.  Al^ 

Ex.  An  overshot  wheel  weighing  20.000  lbs.,  with  a  12-in.  crown  anri 
of  40  ft.  diameter,  receives  400  cu.  ft.  of  water  per  minute  and  revolves, 
in  6-in.  bejinngs.  The  water  enters  the  buckets  at  12'  from  the  wheel's, 
summit,  with  a  velocity  of  16  ft.  per  second  and  at  an  angle  of  10*  with 
the  wheel's  periphery,  which  moves  with  a  linear  velocity  of  9  ft.  pet- 
second.  Spilling  commences  and  is  completed  at  points  which  are 
respectively  140**  and  \6cl*  from  the  wheel's  summit.  Determine  the 
power  of  the  wheel  and  its  efficiency,  taking  >&  =  .5  and  //  =.04, 

Take  K  =  radius  of  division  circle  =  i^  ft.     Then 

hi  =  i9t  cos  12*  4-  20  cos  40"  =  34.3947662  ft., 

■ 
and  Ai  =  20  cos  20"  —     20  cos  40*  =  3.472964  ft. 

Therefore  the  H.P.  due  to  weight 

62J .  400/  ,^         I  ,  \ 

=    33000    '^34. 3947662  +  -  X  3. 472964 j 

=  27.37215. 

and  the  H.P.  due  to  impact 

62!      400     ,  ^  ,         . 

=  — =  .  —^ 9(16  cos  lo*  —  9) 

32     33000  ^^  ^' 

=  1.43968. 
Again,  the  weight  of  the  water  on  the  wheel 

400 .  624  /        1 28  I     20  \ 

=  ^ 207C  — -  4-  20ie .  -  .  -5-  ) 

60.9     \        180  2    180/ 

=  2231.04  lbs.,  approx., 

and  the  total  weight  on  the  axle  =  22231.04  lbs. 

Thus  the  energy  absorbed  by  frictional  resistance  in  H.P. 

22231.04  i 

= X  .04  X  9 —  =  .18189, 

550  "^      V  ^ 

and  hence 

the  net  useful  work  in  H.P.  =  27.37215  +  1.43968  —  .18189 

=  28.62994. 

The  total  available  H.P. 

62^.400 /i6*  .  \ 

= "2—  +  20  cos  12*  +  20    =  33.0022, 

33000    \64  j       oj         > 

28.62994 

and  therefore  the  efficiency  = —  =  .8675. 

^        33.00223  ^ 
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17.  A  pitch-back  or  high  breast  wheel  is  to  be  preferred 
to  an  overshot  wheel  when  the  surface-levels  of  the  head-  and 
tail-water  are  liable  to  very  considerable  variation. 

In  the  pitch-back  wheel  the  water  is  admitted  by  an 
adjustable  sluice  into  the  buckets  on  the  same  side  as  the 
supply-channel,  Figs.  274  and  275.     Thus  the  wheel  revolves 


Fig.  274. 


Fig.  275. 


Fig.  276, 


in  the  direction  in  which  the  water  leaves,  and  the  drowning 
of  the  wheel  is  prevented.  Further,  the  buckets  may  be  now 
ventilated,  Fig.  277,  and  may  therefore  be  placed  closer 
together  than  in  the  unventilated  overshot  wheel. 

The  efficiency  of  the  pitch-back  is  at  least  equal  to  that  of 
the  overshot. 
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1.  An  undershot  wheel  works  in  a  rectangular  channel  4  ft.  wide,  in 
which  the  water  on  the  up-stream  side  is  2  ft.  deep  and  flows  with  a 
velocity  of  12  ft.  per  second  ;  the  water  on  the  down-stream  side  is  3  ft. 
deep.     Find  the  useful  work  done  and  the  efficiency. 

Ans,  1000  ft.-lbs.;  /,-. 

2.  Determine  the  maximum  mechanical  effect  of  an  undershot  wheel 
of  12  ft.  diameter  making  10  revolutions  per  minute,  the  fall  being  3  ft. 
and  the  quantity  of  water  passed  per  second  15  cu.  ft. 

Arts,  1423  ft.-lbs. 

3.  Ascertain  the  general  proportions  of  a  Poncelet  wheel,  being 
given  :  height  of  fall  =  4|  ft.;  delivery  of  water  =  40  cu.  ft.  per  second  ; 
radius  of  exterior  circumference  =  9  ft.;  y  =  20*. 

Ans.  (X  =  i43»  57'^  ^=128'.  I  ;  ^=2  ft.;  r' =  2.47  ft.; 
A  =  1 5^.2  ;  /  =  5  ins.;  N  =  $7;  v  =  69. 

4.  Design  a  Poncelet  wheel  for  a  fall  of  4.5  ft.  and  24  cu.  ft.  of  water 
per  second,  using  the  forpiulae  on  pages  428-432,  taking  y  =  20',  and 
also  A  r=  20°  as  a  first  approximation. 

Afis.  ix  =  143"  57';  depth  of  crown  =  1.8  ft.;  depth  of  stream 
=  .372  ft  ;  ^  =  4.14  ft.;  radius  of  bucket  =  2.26  ft.:  if  =  128*  6'; 
A  =  17*  i';  number  of  buckets  =  48  ;  mechanical  effect  =  8.5  H.P.; 
efficiency  =  .69. 

5.  An  undershot  water-wheel  with  straight  floats  weighing  15,000  lbs, 
works  in  a  straigiit  rectangular  channel  of  the  same  width  as  the  wheel, 
viz.,  4  ft.;  the  stream  delivers  28  cu.  ft.  of  water  per  second,  and  the 
efficiency  is  ^.  Find  the  relation  between  the  up-stream  and  down- 
stream velocities.  If  the  velocity  of  the  inflowing  water  is  20  ft.  per 
second,  find  the  velocity  on  the  down-stream  side  and  determine  the 
mechanical  effect  of  the  wheel,  its  diameter  being  20  ft.,  the  diameter  of 
the  gudgeons  being  4  ins.,  and  the  coefficient  of  friction  .008. 

Ans,  3634.06  ft.-lbs. 

6.  Determine  the  effect  of  a  low  breast  or  undershot  wheel  15  ft.  in 
diameter  and  making  8  revolutions  per  minute,  the  fall  is  4  ft.  and  the 
delivery  20  cu.  ft.  per  second  ;  the  velocity  of  the  stream  before  coming 
on  the  wheel  is  double  that  of  the  wheel.  Ans.  3148  ft. -lbs. 

7.  20  cu.  ft.  of  water  per  second  enter  an  undershot  wheel  of  30  ft. 
diameter,  making  8  revolutions  per  minute,  through  an  underflow 
sluice.  The  velocity  of  the  entering  water  is  twice  that  of  the  wheel's 
periphery.  Find  {a)  the  head  of  water  behind  the  sluice :  {b)  the  fall ;  {c) 
the  theoretical  mechanical  effect;  {d)  the  actual  mechanical  effect,  disre- 
garding axle-friction. 
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Ans,  {a)  2.716  ft.;  (d)  1.283  ft.;  {c)  5.72  H.P.;  (d)  2.69  H.P. 

8.  20  cu.  ft.  of  water  per  second  enter  an  undershot  wheel  of  20  ft. 
diameter  in  a  straight  race,  the  fall  being  3  ft.  The  depth  of  the  enter- 
ing  stream  is  i  ft.  The  width  of  the  wheel  is  4!  ft.,  and  the  clearance  is 
f  inch.  The  number  of  the  floats,  of  which  four  are  immersed,  is  48, 
and  each  is  i  ft.  long.  The  weight  of  the  wheel  is  7200  lbs.,  the  radius 
of  the  axle  is  if  ins.,  and  the  coefficient  of  friction  is  .1.  Find  (a)  the 
best  speed  for  the  wheel ;  (d)  the  corresponding  mechanical  effect ;  (c)  the 
efficiency, 

Ans.  (a)  6  ft.  per  second  ;  {d)  2.32  H.P.,  assuming  the  speed  of 
wheel  reduced  to  5.74  ft.  per  second  by  axle-friction  ;  {c)  .34. 

9.  72  cu.  ft.  of  water  are  delivered  to  an  undershot  wheel  with  straight 
floats,  through  a  channel  of  rectangular  section  and  5  ft.  wide.  The 
velocity  {vi)  of  the  inflowing  water  is  24  feet  per  second.  If  the  efficiency 
of  the  wheel  is  .25,  show  that  the  peripheral  speed  {u)  of  the  wheel  must 
be  6  ft.  per  second.     Also  determine  the  mechanical  efFect.of  the  wheel. 

Arts.  10.125  ^t.-lbs.  per  second. 

10.  The  water  in  a  rectangular  channel,  of  constant  width,  is  li  ft. 
deep,  and  impinges  upon  the  flat  buckets  of  an  undershot  wheel  with  a 
velocity  of  12  ft.  per  sec.  Show  that  the  efficiency  is  greatest  and  equal 
to  .iSi  for  a  peripheral  speed  of  8.842  ft.  per  sec. 

11.  Water  enters  the  buckets  of  a  low  breast-wheel  with  a  velocity  of 
10  ft.  per  sec.  and  in  a  direction  making  an  angle  of  27**  44'  with  the  tan- 
gent at  the  point  of  entrance,  which  is  4  ft.  measured  horizontally  and 
2  ft.  measured  vertically  from  the  sluice  where  the  stream-lines  are  hori- 
zontal. Each  cubic  foot  of  water  does  563^  ft.-lbs.  of  useful  work  per 
sec.  when  the  wheel  makes  4f  revols.  per  min.  Find  the  fall  on  the 
wheel,  the  total  available  fall,  and  the  diam.  of  the  wheel. 

Ans.  8.437  ft.;  10  ft.;  24  ft. 

12.  A  race  is  straight  and  close-fitting  so  that  the  loss  of  effect  due 
to  escape  of  water  may  be  disregarded.  A  single  undershot  wheel  with 
plane  floats  is  replaced  by  four  similar  tandem  wheels.  If  the  delivery 
of  each  of  the  four  wheels  is  the  same,  and  if  it  is  assumed  that  the 
water  reaches  each  wheel  with  the  same  velocity  with  which  it  leaves  the 
preceding  wheel,  find  the  total  maximum  delivery  due  to  impact. 

Ans,  l^  times  the  delivery  of  the  single  wheel. 

13.  Discuss  the  preceding  example,  assuming  that  the  delivery  of 
each  wheel  is  not  the  same,  but  that  the  total  delivery  is  a  maximum. 

Ans.  1.6  times  the  delivery  of  the  single  wheel. 

14.  If  n  wheels  of  the  same  type  are  substituted  for  the  single  wheel 
in  example  12,  and  if  the  assumptions  are  the  same  as  those  m  example 
13,  show  that  the  total  delivery  of  the  n  wheels  is  to  the  delivery  of  the 
single  wheel  in  the  ratio  of  2h  to  2n  +  i.  and  that,  theoretically,  if  the 
number  is  made  very  large,  they  will  approximately  give  the  entire  worK 
of  the  fall. 
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15.  In  a  low  breast-wheel  of  20  ft.  diameter,  the  water  enters  the 
bucket  with  a  velocity  of  16  ft.  per  second  in  a  direction  making  angles 
of  45*  with  the  horizontal  and  15*  with  the  wheel's  periphery.  The 
wheel  makes  7  revolutions  per  minute  and  receives  5  cu.  ft.  per  second 
of  water.  Find  the  mechanical  effect  of  the  wheel  and  the  position  of 
the  sluice,  which  is  placed  where  the  stream-lines  are  horizontal. 

Ans,  2075  ft.-lbs.;  AD  =  2  ft.,  BD  —  .25  ft. 

16.  The  water  in  a  head-race  stands  4.66  ft.  above  the  sole  and  leaves 
the  race  under  agate  which  is  raised  6  ins.  above  the  sole,  the  coefficient 
of  velocity  {vi)  being  .95.  The  water  enters  a  breast-wheel  in  a  direction 
making  an  angle  of  30*  with  the  tangent  to  the  wheel's  periphery  at  the 
point  of  entrance.  The  speed  («)  of  the  periphery  is  10  ft.  per  second, 
the  breadth  of  the  wheel  is  5  ft.,  the  depth  of  the  water  in  the  flume  is 
8  ins.,  and  the  length  of  the  flume  is  8.2  ft.  Find  the  loss  of  head  {a)  due 
to  the  destruction  of  the  relative  velocity  ( V)  at  entrance ;  (b)  due  to  the 
velocity  of  flow  in  the  tail-race ;  (c)  in  the  circular  flume.     (/  =  .018.) 

Ans,  (a)  I.I  I  ft.;  {b)  1.57  ft.;  (c)  .44  ft. 

17.  In  the  preceding  example,  And  how  the  losses  of  head  would  be 
modified  if  the  flume  were  lowered  1.03  ft.,  and  if  the  point  of  entrance 
were  raised  so  as  to  make  u  =  vi  cos  30*. 

Ans,  {a)  .939  ft.;  {b)  2.816  ft.;  (c)  146  ft. 

18.  20  cu.  ft.  of  water  per  second  enter  a  breast-wheel  of  32  ft.  diam- 
eter and  having  a  peripheral  velocity  of  8  ft.  per  second,  at  an  angle  of 
25i'  with  the  circumference.  The  depth  of  the  crown  is  li  ft.;  the  buck- 
ets are  half-fllled,  and  the  fall  is  9  ft.  The  velocity  of  the  entering 
water  is  12  ft.  per  second.  The  centre  of  the  sluice-opening  is  .54  ft. 
above  the  point  of  entrance,  and  the  width  of  the  sluice  is  3}  ft.  The 
wheel  has  48  buckets.  The  distance  between  the  wheel  and  breast  is  \ 
inch.  The  bucket  passes  through  .9  ft.  while  receiving  water,  and  the 
depth  of  the  water-surface  in  the  bucket  below  the  point  of  entrance  is 
1.25  ft.  Find  {a)  the  angular  distance  of  the  point  of  entrance  from  the 
horizontal ;  {b)  the  fall  in  the  breast ;  {c)  the  head  of  water  over  the  sluice; 
{d)  the  velocity  of  the  water  in  the  bucket  the  moment  entrance  ceases; 
{e)  the  total  mechanical  effect,  disregarding  axle-friction. 

Ans.  {a)  53*  53' ;  W6.525  ft.;  {c)  1.935  ft.;(r/)  14.9 ft.;  {e)  15.59 H.P. 

19.  In  the  preceding  question,  if  tlie  energy  absorbed  by  axle-friction, 
etc.,  is  743  ft. -lbs.,  find  the  efficiency  of  the  wheel.  Ans,  |. 

20.  15  cu.  ft.  of  water  per  second  with  a  fall  of  8J  ft.  are  brought  on 
a  breast-wheel  revolving  with  a  linear  velocity  of  5  ft.;  depth  of  shroud- 
ing =  12  in.;  the  buckets  are  half-filled,  and  V\  =  27/ ;  also  rj  =  12  ft. 
Find  the  theoretical  mechanical  effect,  y  being  30*.    Ans,  7040  ft.-lbs. 

21.  A  wheel  is  to  be  constructed  for  a  30-ft.  fall  having  an  8-ft.  veloc- 
ity at  circumference  and  taking  on  the  water  at  12*  from  the  summit 
with  a  velocity  of  16  ft.  Determine  the  radius  of  the  wheel  and  the 
number  of  revolutions,  Vi  being  2u.  Ans,  12.9  ft.;  5.9. 
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22.  If  for. the  wheel  in  example  21  the  number  of  revolutions  is  5» 
and  Vi  =  2u,  the  water  being  again  taken  on  at  12°,  find  the  radius  and  u. 

Ans,  13.56  ft.;  7.1  ft.  per  second. 

23.  A  breast-wheel  passes  12  cu.  ft.  of  water  per  second,  and  for  the 
speed  u  =  ivi  =4  ft.  per  second,  the  loss  of  mechanical  effect,  due  to  the 
relative  velocity  V  being  destroyed,  is  a  minimum.  Find  this  effect, 
y  being  30".  Ans.  73.2  ft.-lbs. 

24.  In  a  breast-wheel  Q=  10  cu.  ft.  per  second  ;  //  —  10  ft.;  7'i  = 
^u  ;  u  =  4i  ft.  per  second  ;  y  =  30* ;  diameter  of  gudgeon  =  6  ins.;  diam- 
eter of  wheel  =  30  ft.;  ;/  =  .08 ;  weight  of  wheel  and  water  =  20,000 
lbs.  Find  the  mechanical  effect  of  the  wheel.  (Neglect  loss  of  effect 
due  to  escape  of  water  from  buckets  and  to  frictional  resistance  along 
the  curb.)  Ans,  $yy6  ft.-lbs. 

25.  The  quantity  of  water  laid  on  a  breast-wheel  by  an  overfall  sluice 
=  6  cu.  ft.  per  second,  the  total  fall  being  8  ft.,  and  the  velocity  of  the 
periphery  5  ft.  per  second  ;  also  52/1  =  8«,  and  if  d  be  the  depth  of  the 
shrouding  2ddu  =  ^Q  (in  the  present  case  ^  =  12  ins.).  Find  the  effective 
fall,  the  height  of  the  lip  of  the  guidejfthe  angle  of  inclination  at  the  end 
of  the  guide-curve,  the  breadth  of  the  lip  of  the  guide-curve,  and  the 
radius  of  the  wheel  that  the  water  may  enter  tangentially.  If  the  radius 
is  limited  to  12  ft.  6  ins.,  find  the  deviation  of  the  direction  of  motion  of 
the  water  from  that  of  the  wheel  at  the  point  of  entrance,  c  being  .6. 

Ans.  6.9  ft.;  .325  ft.;  34'  46';  2}  ft.;  38.6  ft.;  28'  36'. 

26.  10  cu.  ft.  of  water  per  second  are  delivered  to  a  breast-wheel. 
The  total  fall  is  10  ft.  The  peripheral  velocity  of  the  wheel  is  6  ft.  per 
second.  If  Vi  =  2u  and  y  =  30**,  find  the  theoretical  useful  effect  and 
the  theoretical  efficiency. 

Ans.  535M375  ft.-lbs.;  .85735. 

27.  24  cu.  ft.  of  water  enter  the  buckets  of  a  36-ft.  breast-wheel,  the 
total  fall  being  ii^  ft.  At  the  point  of  entrance  the  direction  of  the 
water  makes  an  angle  of  30"*  with  the  p>eriphery  and  also  2z/i  =  ^u.  Find 
the  mechanical  effect  of  the  wheel  and  the  position  of  the  lip  of  the 
sluice  through  which  the  water  passes  to  the  wheel. 

Also,  if  the  depth  of  the  shrouding  is  i  ft.  and  the  buckets  are  only 
half-filled,  find  the  width  of  the  wheel. 

The  axle-bearings  are  6  ins.  in  diameter.  Taking  the  coefficient  of 
friction  to  be  .008,  how  much  power  is  absorbed  by  frictional  resistance, 
assuming  the  weight  of  the  wheel  and  contents  to  be  30,000  Ibs..^ 

Ans.  26.833  H.P.;  x  —  .1624  ft.;  ^^  =  .5625  ft.;  10  ft.;  4.19  H.P. 

28.  In  an  overshot  wheel  ri  =  15  ft.,  ^Z  =  10  in.,  ft  =  }^.  If  the 
division  circle  is  at  one  half  of  the  depth  of  the  crown,  find  the  angle 
iXi)  between  the  bucket-lip  and  the  wheel's  periphery.    (Take  N=  5r,.) 

Ans.  Xi  =  i8'  2'. 

29.  An  overshot  wheel,  in  which  r,  =  18  ft.,  makes  4  revolutions  per 
minute,  and  the  velocity  of  the  water  on  entering  the  buckets  is  twice 
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that  of  the  wheel's  periphery.   If  yx  =  20',  find  x,  and  also  find  the  relar 
tive  velocity  (  V)  of  the  entering  water. 

Ans,  r  =  lo*  9' ;   K  =  y.yS  ft.  per  second. 

30.  If  one  fourth  of  the  theoretic  capacity  of  a  bucket  is  filled  by  the 
water,  find  the  greatest  number  of  buckets  theoretically  possible,  the 
depth  of  the  crown  being  i  ft.,  the  radius  (ri)  to  the  outer  periphery  12 
ft.,  the  angle  yi  20',  and  the  velocity  of  the  entering  water  twice  that  of 
the  wheel's  periphery. 

Ans.  103. 1.     Making  allowance  for  exit  of  air,  the  number  of 
buckets  might  be  about  two  thirds  of  this  amount,  or,  say,  69. 

31.  A  wheel  of  30  ft.  diameter  with  72  buckets  makes  7  revolutions 
per  minute,  Q  being  5  cu.  ft.  per  second.  The  division  circle  is  half  way 
between  the  outer  and  inner  peripheric^.  If  </  =  i  ft.  and  vi  =  2»,  find 
the  effect  due  to  impact.  Ans.  514  ft.-lbs. 

32.  A  30-ft.  wheel  weighs  24,000  lbs.  and  makes  6  revolutions  per 
minute;  its  gudgeons  are  6  ins.  in  diameter  and  the  coefficient  of  friction 
is  .08.  The  water  enters  the  wheel  with  a  velocity  of  15  ft.  per  second, 
and  in  a  direction  making  an  angle  of  10*  with  the  direction  of  motion 
of  the  wheel  at  the  point  of  entrance.  The  deviation  from  the  summit 
of  the  point  of  entrance  is  12*,  of  the  point  where  spilling  begins  is  150", 
of  the  point  where  all  is  spilt  is  i6o%  and  5  cu.  ft.  of  water  enter  the 
wheel  p>er  second,  of  which  the  partially  filled  buckets  contain  one  half. 
Determine  the  total  mechanical  effect.  Ans.  91 14  ft.-lbs. 

33.  The  velocity  of  the  outer  periphery  is  9}  ft.;  the  angle  between 
the  directions  of  motion  of  stream  and  wheel  is  15*.  Find  the  impulsive 
effect  of  the  water,  Vi  being  1 5  ft.  per  second. 

Ans.  91  ft.-lbs.  per  cu.  ft.  of  water. 

34.  An  overshot  wheel  40  ft.  in  diameter  makes  4  revolutions  per 
minute  and  passes  300  cu.  ft.  of  water  per  minute.  If  the  gudgeons  are 
6  ins.  in  diameter  and  the  wheel  weighs  30,000  lbs.,  by  how  much  will  the 
mechanical  effect  be  diminished  ?    (/ =  .ooS.) 

Ans.  25  ft.-lbs.  per  second. 

35.  The  diameter  of  an  overshot  wheel  =  30  ft.;  vi  =  1$  ft.;  1^  =  9} 
ft.;  deviation  of  impinging  water  from  direction  of  motion  of  wheel 
(y)  =  8i° ;  deviation  of  point  of  entrance  from  summit  =  12® ;  deviation 
of  point  where  spilling  begins  from  the  centre  =  S^V*  deviation  of  point 
where  spilling  ends  =  7oJ* ;  2=5  cu.  ft.  Find  total  effect  of  impact 
and  weight.  Ans.  16.9  H.P. 

36.  An  overshot  wheel  with  a  radius  of  15  ft.  and  a  12- in.  crown 
takes  10  cu.  ft.  of  water  per  second  and  makes  5  revolutions  per  minute. 
U  m  =  i,  find  the  width  of  the  wheel  and  the  number  of  the  buckets. 

Ans.  5^  ft.;  75  or  90. 

37.  An  overshot  wheel  of  32  ft.  diameter  makes  5  revolutions  per 
minute.  Find  the  angle  between  the  water-surface  in  a  bucket  and  the 
horizontal  when  the  lip  is  140*  from  the  summit.  Ans.  4*  33'. 
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38.  An  overshot  wheel  of  10  ft.  diameter  makes  20  revolutions  per 
minute.  Find  the  anj^le  between  the  water-surface  and  the  horizontal 
when  the  lip  is  (i)  90*  from  the  summit,  (2)  45*  26'  from  the  summit. 

Afis.  (i)34*27';  (2)43*  18'. 

39.  The  water  enters  an  overshot  wheel  at  12"  from  the  summit  with 
a  velocity  of  16  ft.  per  second  and  the  linear  velocity  of  the  wheel's  pe- 
riphery is  8  ft.  per  second.  The  fall  is  30  ft.  Find  the  diameter  of  ^he 
wheel  and  the  number  of  revolutions  per  minute.      Am,  25.4  ft.;  5.95. 

40.  In  a  32-ft.  wheel  with  a  12-in.  crown  and  a  peripheral  velocity  of 
8  ft.  per  second,  the  point  where  spilling  commences  is  defined  by 
6  =  0.  Find  the  arc  over  which  spilling  takes  place,  the  angle  between 
the  bucket-arm  and  the  circumference  being  30*.  Also  find  the  bucket- 
angle.  If  r  I  cu.  ft.  of  water  enter  the  wheel  at  15*  from  tlie  summit  with 
a  velocity  of  18  ft.  per  second, -find  the  mechanical  effect  due  to  im- 
pulse and  to  weight,  k  being  i. 

Ans,  arc  =  15.2  ft.;  fi  =  56*  35';  2.87  H.P.,  28  H.P. 

41.  An  overshot  wheel  of  32  ft.  diameter  revolves  with  an  angular 
velocity  00  ;  show  that  the  angle  between*  the  horizontal  and  the  water- 

00* 
surface  in  a  bucket  at  90   from  the  summit  is  tan-»  — . 

^  2 

42.  A  water-wheel  has  an  internal  diameter  of  4  ft.  and  an  external 
diameter  of  8  ft.:  the  direction  of  the  entering  water  makes  an  angle  of 
15*  with  the  tangent  to  the  circumference.  Find  the  angle  subtended 
at  the  centre  of  the  wheel  by  the  bucket,  which  is  in  the  form  of  a  circu- 
lar arc,  and  also  find  the  radius  of  the  bucket.    Ans,  28*  54' ;  1.2274  ft. 

43.  An  overshot  wheel  5  ft.  wide,  30  ft.  in  diameter,  having  a  12-in. 
crown  and  72  buckets,  receives  10  cu.  ft.  of  water  per  second  and  makes 
5  revolutions  per  minute.  Determine  the  deviation  from  the  horizontal 
at  which  the  water  begins  to  spill,  and  also  the  corresponding  depres- 
sion of  the  water-surface.  Ans,  31"  41' ;  5*  51'. 

44.  An  overshot  wheel  makes  -^  revolutions  per  minute ;  its  mean 

diameter  is  32  ft.;  the  water  enters  the  buckets  with  a  velocity  of  8  ft. 
per  second  at  a  point  12*  30'  from  the  summit  of  the  wheel.  At  the 
point  of  entrance  the  path  of  the  inflowing  water  makes  an  angle  of  30** 
with  the  hprizontal.  Show  that  the  path  is  horizontal  vertically  above 
the  centre.  The  sluice-board  is  placed  at  a  point  whose  horizontal  dis- 
tance from  the  centre  is  one  half  that  of  the  point  of  entrance.  Find  its 
position  relatively  to  the  centre  and  its  inclination  to  the  horizon. 
Alsb  find  V,  Ans,  16"  6' ;  6.24  ft.  per  second. 

45.  The  water  enters  the  buckets  of  the  wheel  in  the  preceding 
example  without  shock.  Find  the  elbow-angle.  Also,  if  the  buckets 
begin  to  spill  at  150"*  from  the  summit,  find  where  the  bucket  is  empty 
and  the  number  of  buckets.  (Depth  of  crown  =  12.  ins.;  thickness  of 
bucket  =  1 1  ins.)  Ans,  I25'  30^;  156'  10';  80. 
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46.  Given  vi  =  15  ft.  per  second,  and  8  =  20^''.  Find  the  position 
of  the  centre  of  the  sluice,  which  is  4  ins.  above  the  point  of  entrance. 

Ans,  .0877  ft.  vertically  below  and  1.0143  ft.  horizontally  from 
the  summit.  The  axis  of  the  sluice  is  inclined  at  9*"  33'  to  the 
horizontal.     (Assume  y  =o*.) 

47.  In  an  overshot  water-wheel  Vi  =  15  ft.;  «  =  ro  ft.;  elbow-angle 
=  701"*;  division-angle  =  4^"*;  deviation  from  summit  of  point  of  en- 
trance =  12*.  Find  the  deviation  of  the  layer  from  that  of  the  arm,  so 
that  the  water  might  enter  unimpeded  ;  also  find  the  inclination  of  the 
layer  to  the  horizon,  and  the  value  of  F.  If  the  centre  of  the  sluice- 
aperture  is  to  be  4  ins.  above  point  of  entrance,  find  its  vertical  and 
horizontal  distance  from  the  vertex  of  the  stream's  parabolic  path  which 
is  vertically  above  the  centre  of  the  wheel,  and  also  find  inclination  of 
sluice-board  to  horizon. 

Ans,   st" ;  2oi*  ;  5.3  ft.  per  second  ;  .0878  ft.;  1.04  ft.;  9*  34'. 

48.  A  wheel  makes  20  revolutions  per  minute ;  radius  =  5  ft.,  angle 
of  discharge  =  o*.  Find  deviation  of  water-surface  from  horizon.  Also 
find  deviation  at  44'  35'  above  centre.  Ans.  4**  27' ;  43'  16'. 

49.  In  an  overshot  wheel  Q=  18  cu.  ft. ;  n  =  6  ft. ;  //  =  i  ft.;  ^  =  4  ft.; 
^  =  24  ;  «  =  17.  At  the  moment  spilling  commences  the  area  cifd  = 
1.025  3^'  ^^'*  between  this  point  and  the  point  where  the  spilling  is  com- 
pleted three  buckets  are  interposed,  the  sectional  areas  of  the  water 
being  .501,  409,  and  .195  sq.  ft.,  respectively.  Find  {a)  the  sectional 
•area  of  bucket;  (^  the  point  where  the  spilling  commences;  {c)  the  point 
where  the  spilling  is  completed  ;  (d)  the  height  of  the  arc  of  discharge ; 
i/)  the  mechanical  effect  due  to  the  fall  of  the  water  through  the  arc  of 
'discharge,  y  being  lo'  46'. 

Ans,  (a)  .662  sq.  ft.  ;  (^)  0  =  7'  13'.  0  =  28*  46' ;  {c)  6  =  73*  23', 

<p=S"  5<';  {^  4.49  ft.;  W  4.93  H.P. 

50.  In  the  preceding  example,  if  the  water  enters  with  a  velocity  of 
20  ft.  per  second  at  20''  below  the  summit,  and  if  the  direction  of  tlie 
inflowing  stream  makes  an  angle  of  23**  with  the  wheel's  periphery  at 
the  point  of  entrance,  find  the  mechanical  effect  {a)  due  to  impulse ; 
{b)  due  to  the  fall  to  the  point  where  spilling  commences. 

Ans.  (a)  5.08  H.P.  ;  (b)  12. 114  H.P. 

51.  300  cu.  ft.  of  water  per  minute  enter  the  buckets  of  a  40-ft.  over- 
shot wheel  with  a  12-in.  crown  and  making  four  revolutions  per  minute. 
The  wheel  has  136  buckets.  At  the  moment  when  spilling  commences 
the  area  bcdf  ^=^  126.5  s^-  *"•  ^^^  spilling  is  completed  when  the  angle 
between  the  horizontal  and  the  radius  to  the  lip  of  the  bucket  =  62**  30^. 
Between  these  two  positions  three  buckets  are  interposed,  the  sectional 
areas  of  the  water  in  the  buckets  being  24.5, 14.48,  and  dJS  sq.  ins.,  respec- 
tively. The  vertical  distance  between  the  water-surface  in  the  first 
bucket  and  the  centre  is  18  ft.  Find  (a)  the  width  of  the  wheel ;  (b)  the 
cross-section  of  a  bucket ;  {c)  the  angle  between  the  horizontal  and  the 
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radius  to  the  lip  of  the  bucket  when  spilling  commences ;  {d)  the  height 
of  the  discharging  arc ;  (e)  the  mechanical  effect  due  to  weight. 

Ans.  (a)  2.4  ft. ;  (d)  33.28  sq.  ft. ;  (r)  6  =  52*  19' ;  (ti)  1.9  ft. : 
(e)  19.73  H.P. 

52.  As  the  bucket-arm  cd  moves  downward  from  the  horizontal 
position,  show  that  while  the  wheel  moves  through  an  angle  0  the  last 
particle  of  water  at  c  will  move  through  a  distance  approximately  equal 

to  -^ — 5 (0  —  sin  G),  r  being  the  distance  (assumed  constant)  of  the 

particle  of  water  from  the  axis,  and  x^  being  the  linear  velocity  of  the 
wheel  at  the  radius. 

53.  If  the  last  particle  of  water  leaves  the  buckets  just  as  the  lip  d 
reaches  the  lowest  point  of  the  wheel,  and  if  the  arm  is  i  ft.  in  length, 
find  the  angle  between  the  lip  and  the  wheel's  periphery  (i)  for  a  wheel 
of  20  ft.  diameter,  the  peripheral  velocity  being  5  ft.  per  second  ;  (2)  for 
a  wheel  of  40  ft.  diameter,  the  peripheral  velocity  being  10  ft.  per  second  ; 
(3)  for  a  wheel  of  10  ft.  diameter,  the  peripheral  velocity  being  8  ft.  per 
second.  Afts,  (i)  20*;  (2)  19.5*;  (3)  4o\ 

54.  In  an  overshot  wheel  of  30  ft.  diameter,  5  cu.  ft.  of  water  per 
second  enter  the  buckets  with  a  velocity  of  16  ft.  per  second  and  the 
wheeKs  velocity  at  the  division  circle  is  7  ft.  per  second.  The  point  of 
entrance  is  18"  from  the  summit,  and  the  angle  between  the  directions 
of  the  inflowing  water  and  the  wheel's  periphery  at  the  point  of  entrance 
is  12*.  The  water  begins  to  spill  at  148 j'  from  the  summit  and  the 
spilling  is  complete  at  160}''  from  the  summit.  Find  the  total  mechan- 
ical effect  due  to  impulse  and  weight.  What  is  the  tangential  force  at 
the  outer  periphery?  Ans.  16.28  H.P.;  1194  lbs. 

55.  In  a  32-ft.  wheel,  with  a  i-ft.  crown  and  a  peripheral  velocity  of 
8  ft.  per  second,  the  point  where  spilling  commences  is  defined  by  the 
relation  0  =  0.  Find  the  arc  over  which  spilling  takes  place,  the  angle 
between  the  arm  and  circumference  being  30%  Also  find  the  "  bucket  " 
angle.  If  11  cu.  ft.  of  water  enter  the  wheel  at  15  ins.  from  the  summit, 
and  with  a  velocity  of  18  ft.  per  second,  show  how  to  find  the  mechanical 
effect  due  to  impulse  and  that  due  to  weight. 

Ans.    53*  23' ;  4%  i6i2{|  ft.-lbs.  ;  14,406.56  ft.-lbs  per  second. 

56.  An  overshot  wheel  of  32  ft.  diameter  makes  ^^  revolutions  per 
minute.  Find  the  inclination  to  the  horizontal  of  the  water-surface  in  a 
bucket  at  90*"  from  the  summit.  If  the  wheel  has  90  buckets  and  the 
arms  make  an  angle  of  224**  with  the  periphery,  find  the  depth  of  the 
crown.  Ans.  7*  8*;  11  ins. 

57.  An  overshot  wheel  of  32  ft.  diameter  makes  y/  revolutions  per 
minute.  Find  the  inclination  to  the  horizontal  of  the  water-surface  in  a 
bucket  at  90**  from  the  summit.  If  the  wheel  has  90  buckets  and  the  arms 
make  an  angle  of  22^'*  with  the  periphery,  find  the  depth  of  the  crown. 

Ans,  25.68  ft. ;  5.94. 
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58.  An  overshot  wheel  of  36  ft.  diameter  and  with  96  buckets  has  a 
peripheral  velocity  of  y\  ft.  per  second.  The  water  enters  with  a  velocity 
of  15  ft.  per  second  and  acquires  in  the  wheel  a  velocity  of  16.49  ft.  per 
second.  Find  the  distance  through  which  the  float  moves  during 
impact.  Ans,  2.15  ft. 

59.  The  sluice  for  a  lo-ft.  overshot  wheel  is  vertically  above  the  cen- 
tre and  inclined  at  45*  to  the  vertical.  The  water  enters  the  buckets  at 
^  point  2  ft.  vertically  below  the  sluice  and  lo**  from  the  summit  of  the 
wheel.  Find  the  angle  between  the  directions  of  motion  of  the  entering 
water  and  of  the  wheel's  circumference.  Also  find  the  velocity  of  the 
water  as  it  enters  the  wheel.  Ans,  $•  30' ;  9.68  tt.  per  second. 

60.  In  an  overshot  wheel  vx  =  17  ft.;  «=  11  ft.  per  second  ;  elbow- 
single  =  70*;  division-angle  =  5*;  water  enters  the  first  bucket  at  12* 
from  summit  of  wheel.  Find  (a)  tlie  relative  velocity  V  so  that  water 
may  enter  unimpeded ;  [b)  the  direction  of  the  entering  water;  {c)  the 
diameter  of  the  wheel,  which  makes  5  revolutions  per  minute;  (^  the 
position  and  direction  of  the  sluice,  which  is  2  ft.  measured  horizontally 
from  the  point  of  entrance. 

Ans,  6.24  ft.  per  second  ;  X  =  7*  '3' ;  42  ft.;  45  ft.;  5"  43'. 

61.  In  an  overshot  wheel  the  deviation  of  the  impinging  water  from 
the  direction  of  motion  of  the  wheel  is  10"* ;  the  velocity  {vi)  of  the  im- 
pinging stream  =  15  ft.  per  second ;  of  the  circumference  of  the  wheel 
{u)  =•  15  cos  10".     What  amount  of  the  head  is  sacrificed  ? 

Ans,  1.06  ft. 

62.  A  30-ft.  water-wheel  with  72  buckets  and  a  12-in.  shrouding 
makes  5  revolutions  and  receives  240  cu.  ft.  of  water  per  minute.  Find 
the  width  and  sectional  area  of  a  bucket.  The  fall  is  30  ft.;  at  what  point 
does  the  water  enter  the  wheel,  the  inflowing  velocity  being  i|  times 
that  of  the  wheel's  periphery  ?  Also  And  the  deviation  of  the  water- 
surface  from  the  horizontal  at  the  point  at  which  discharging  com- 
mences, i.e.,  140'  from  the  summit. 

Ans.  2.03' ;  .327  sq.  ft.;  32*  47' ;  4*  18'. 

63.  What  number  of  buckets  should  be  given  to  an  overshot  wheel  of 
40  ft.  diameter  and  12  ins.  width  in  wheel,  pitch-angle  =  4",  thickness  of 
bucket-lip  =  i  in.,  water  area  =  24^  sq.  ins.? 

Ans,  167,  depth  of  crown  being  9  ins. 


CHAPTER   VII. 
TURBINES. 

I.  Reaction  and  Impulse  Turbines. —All  turbines  belong- 
to  one  of  two  classes,  viz..  Reaction  Turbines  and  Impitfse 
Turbines y  and  are  designed  to  utilize  more  or  less  of  the  avail- 
able  energy  of  a  moving  mass  of  water. 

In  a  reaction  turbine  a  portion  of  the  available  energy  isi 
converted  into  kinetic  energy  at  the  inlet  surface  of  the  wheeL 
The  water  enters  the  wheel  passages  formed  by  suitably  curved 
vanes,  and  acts  upon  these  vanes  by  pressure,  causing  the 
wheel  to  rotate.  The  proportions  of  the  turbine  are  such  that 
there  is  a  particular  pressure  (hence  the  term  pressure-turbine) 
at  the  inlet  surface  corresponding  to  the  best  normal  condition 
of  working.  Any  variation  from  this  pressure,  caused,  e.g.^ 
by  the  partial  closure  of  the  passages  through  which  the  water 
passes  to  the  wheel,  changes  the  working  conditions  and 
diminishes  the  efficiency.  In  order  to  avoid  such  a  variation 
of  pressure,  it  is  essential  that  there  should  be  a  continuity  of 
flow  in  every  part  of  the  turbirte ;  the  wheel  passages  should  be 
kept  completely  filled  with  water,  and  therefore  must  receive 
the  water  simultaneously.  Such  turbines  are  said  to  have 
complete  admission.  The  admission  is  partial  when  the 
water  is  received  over  a  portion  of  the  in'et  surface  only. 

In  an  impulse  (Girard)  turbine.  Figs.  277  and  278,  the 
energy  of  the  water  is  wholly  converted  into  kinetic  energy  at 
the  inlet  surface.  Thus  the  water  enters  the  wheel  with  a 
velocity  due  to  the  total  available  head  and  therefore  without 
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pressure,  is  received  upon  the  curved  vanes,  and  imparts  to  the 
wheel  the  whole  of  its  energy  by  means  of  the  impulse  due  to 
the  gradual  change  of  momentum.  Care  must  be  taken  to 
insure  that  the  water  may  be  freely  deviated  on  the  curved 
vanes,  and  hence  such  turbines  are  sometimes  called  turbines 
with  free  deviation.     For  this  reason  the  water -pas  sages  should 


Fig.  278. 
rard  Turbine  for  High  Fallf.       " 

never  be  completely  filled,  and  the  water  should  flow  through 
under  a  pressure  which  remains  constant.  In  order  to  insure 
an  unbroken  flow  through  the  wheel-passages  and  that  no 
eddies  are  formed  at  the  backs  of  the  vanes,  ventilating  holes 
are  arranged  in  the  wheel  sides,  Fig.  280.  Figs.  279  and  380, 
also  show  the  relative  path  AB  and  the  absolute  path  CD 
traversed  by  the  water  in  an  inward-flow  and  a  downward-flow 
turbine. 

If  there  is  a  sufficient  head,  the  wheel  may  be  placed  clear 
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above  the  tail-water,  when  the  stream  will  be  at  all  times 
under  atmospheric  pressure.  With 
y~~^  low  falls  the  wheel  may  be  placed 
in  a  casing  supplied  with  air  from 
an  air-pump  by  which  the  surface 
of  the  water  may  be  kept  at  an  iii- 
^  variable  level  below  the  outlet  ■ 
orifices,  which  is  essential  for  per- 
fectly free  deviation.  While  the 
wheel-passages  of  a  reaction  turbine 
should  be  kept  completely  filled  with  water,  no  such  restriction 
is  necessary  with  an  impulse  turbine.  The  supply  may  be 
partially  checked  and  the  water  may  be  received  by  one  or 


.jr*IL  WfTER  ^ 

Fig.  aflo. 


more  vanes  without  affecting  the  efficiency.  Thus  the  dimen- 
sions of  an  impulse  turbine  may  vary  between  very  wide  limits, 
so  that  for  high  falls  with  a  small  supply  a  comparatively  large 
wheel  with  low  speed  may  be  employed.  The  speed  of  a 
reaction  turbine  under  similar  conditions  would  be  disadvan- 
tageously  great,  and  any  considerable  increase  of  the  diameter 
would  largely  increase  the  fluid  friction  and  would  also  render 
the  proper  proportioning  of  the  vane-angles  almost  impracti- 
cable. Impulse  turbines  may  have  complete  or  partial  admis- 
sion, while  in  reaction  turbines  the  admission  should  be  always 
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complete,  as  in  Fig.  281,  which  shows  the  relative  path  J4B 
and  absolute  path  CD  traversed  by  the  water.  When  there  is 
an  ample  supply  of  water  the  reaction  turbine  is  usually  to  bo 
preferred,   but  on   very   high   falls  its  speed   becomes   incon- 


veniently great  and  it  is  then  better  to  adopt  a  turbine  of  the 
impulse  type.  The  diameter  of  the  wheel  can  then  be  increased 
and  the  speed  proportionately  diminished. 

The  Hurdy-gurdy  is  the  name  popularly  given  to  an 
impulse  wheel  which  was  introduced  into  the  mining  districts 
of  California  about  the  year  1865.  Around  the  periphery  of 
the  wheel  is  arranged  a  series  of  flat  iron  buckets,  about  4  to 
6  ins.  in  width,  which  are  struck  normally  by  a  jet  of  water 
often  not  more  than  three  eighths  of  an  inch  in  diameter. 
Theoretically  the  efficiency  of  such  an  arrangement  cannot 
exceed  50  per  cent,  while  in  practice  it  rarely  reaches  40  per 
cent.  The  best  speed  of  the  wheel,  in  accordance  with  both 
theoryand  practice,  isaboutonehalfofthatofthe  jet.  Although 
the  efficiency  is  so  low,  the  wheel  found  great  favor  for  many 
reasons.  Any  required  speed  could  be  obtained  by  a  suitable 
choice  of  diameter;  the  plane  of  the  wheel  could  be  placed  in 
any  convenient  position ;  the  wheel  could  be  cheaply  con- 
structed and  was  largely  free  from  liability  to  accident.  Hence 
it  was  of  the  utmost  importance  to  increase,  if  possible,  t'he 
efficiency  of  a  wheel  possessing  such  advantages.     Obviously 
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a  first  step  was  to  substitute  cups  for  the  flat  buckets,  the 
immediate  result  necessarily  being  a  very  large  increase  in  the 
efficiency.  This  was  increased  still  further  by  the  adoption  of 
double  buckets,  Fig.  282,  that  is,  curved  buckets  divided  in 
the  middle  so  that  the  water  is  equally  deflected  on  both  sides. 
Thus  developed,  the  wheel  is  widely  and  most  favorably 
known  as  the  Pelton  wheel,  Fig,  282.  Its  efficiency  is  at  least 
80  per  cent,  and  it  is  claimed  that  it  often  rises  above  90  per 
cent.  The  power  of  the  wheel  does  not  depend  upon  its 
diameter,  but  upon  the  available  quantity  and  head  of  water. 
The  water  passes  to  the  wheel  through  one  or  more  nozzles. 


having  tips  bored  to  suit  any  required  delivery.  These  tips 
are  screwed  into  the  nozzles  and  can  be  easily  and  rapidly 
replaced  by  others  of  larger  or  smaller  size,  so  that  the  Pelton 
is  especially  well  adapted  for  a  varying  supply  of  water.  It  is 
claimed  that  in  this  manner  the  power  may  be  varied  from  a 
maximum  down  to  2  5  per  cent  of  the  same  without  appreciable 
loss  of  efficiency. 

3.  Acttial  Path  of  a  Fluid  Particle  io  Passing  throi^h 
a  Ttirbine. — Under  the  combined  effect  of  the  inlet  velocity 
T',  and  the  rotation  of  the  wheel,  a  fluid  particle,  entering  at  a. 
will  traverse  an  actual  path  fi/~ cutting  the  outlet  surfac;;  at  an 
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angle  equal  to  d.     This  path  may  be  approximately  plotted 
in  the  following  manner: 

Let  a/f  ay  be  two  consecutive 
blades. 

Let  q  be  the  discharge  per  second 
through  the  passage  between  these 
blades. 

Let  xx'  be  a  surface  concentric 
with  aa'  and  of  radius  r. 

Let  /  be  the  time  in  seconds  in 
which  a  fluid  particle  flows  from  aa!  to 
jcx' . 

Let  A  be  the  area  axx'a' . 

Let  d  be  the  mean  depth  of  this 
area  between  the  crowns. 

Let  00  be  the  angular  velocity  of 
the  wheel. 

Then   Qt  =  volume  of  water  between  aa'  and  xx'  =  Ad. 

But  in  the  same  time  t  the  point  x  will  have  moved  to  z^ 
where 


Fig.  283. 


xz  =  root  =  rood — . 


In  this  equation  the  values  of  00  and  q  are  known,  so  that 
by  describing  any  required  number  of  cylindrical  surfaces  and 
introducing  into  the  equation  the  corresponding  values  of  r,  rf, 
and  A,  a  series  of  values  will  be  obtained  for  xz  defining  the 
points  ^j ,  ^2  ,^j  .  .  .  on  the  actual  path  al  of  the  fluid  particles. 

Zeuner  gives  a  somewhat  more  general  method  as  follows: 

Consider  a  fluid  particle  moving  along  the  axis  RM  of  the 
passage  between  two  consecutive  vanes  ^and  af. 

If  the  wheel  were  at  rest,  the  particle  in  t  seconds  would 
reach  a  certain  point  J/,  but  the  rotation  of  the  wheel  carries 
it  to  M\  where  MM'  =  root,  r  being  the  radius  OM  (=  OM') 
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and  ea  the    constant  angular   velocity  about   the  axis  at  Cf. 
Thus,  after  /  seconds,  M'  is  the  true  locus  of  the  fluid  particle. 


Fig.  384. 

Let  0  and  0*  t>c  the  angular  deviations  of  OM  and  OM' 
from  OR. 

Let  K^  (=  M'F)  be  the  linear  velocity  of  M'. 

Let  F,  (=  M'Q)  be  the  relative  velocity  of  the  fluid  particle 
at  M'. 

Let  Vj,  {=  M'N)  be  the  absolute  velocity  of  the  fluid  particle 
aXM'. 

Let  9  be  the  angle  between  V^  and  the  radius  OAfor  OM'^ 

Let  ff  be  the  angle  between  v^  and  OM'. 

Then 

v^  sin  if  =  u^—  V,  sin  ff 
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Hence 


«x 


rr  \,  =  tan  ^  +  tan  6'. 

Vjg  cos  u  ' 


^  dip  dd/ 

But  Uj,  =  rco;  tan  6^  =  r-^\  tan  6'  =  r-^,  since  M'N  is 


necessarily  tangential  to  the  actual  path  RM^  at  M^ ;  and 
Aj^V^cos  ff  =  Q,  the  volume  of  flow  per  second,  A,  being  the 
sectional  area  of  the  passage  at  right  angles  to  OM.  Substi- 
tuting these  values  in  the  last  equation, 

CO       ^  dip       dip' 


and  therefore 


r^  being  the  internal  radius  of  the  wheel. 

But  the  expression   j  Adr  \s  the  volume  of  the  passage 

between  aaf  znA  Maind  may  be  determined  by  actual  measure- 
ment. 

Designating  this  volume  by  C/^ ,  then, 

an  equation  giving  0  when  0'  is  known,  or  0'  when  0  is  known. 
Thus  the  actual  position  of  the  particle  can  be  determined  if 
its  relative  position  is  known,  or  its  relative  position  can  be 
found  when  its  actual  position  is  given. 
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Take  a  number  of  equidistant  points  J/j ,  M^ ,  M^  .  .  .  along 
the  axis  of  the  passage,  and  let  0j ,  0, ,  03  .  .  .  be  the  angular 
deviations  of  OM^ ,  OM^ ,  OM^^  .  .  .  from  OR, 

Also,  let  C/j ,  C/j  >  ^3  •  •  •  ^^  ^^^  volumes  of  the  passage 
between  aa^  and  M^ ,  ^^'  and  Af^ ,  ^^z'  and  -^j  .  .  .  Then  the 
angular  deviations  0/,  0^',  0^'  .  .  .  of  the  radii  to  the  corre- 
sponding points  M/y  M^y  M^  ...  on  the  actual  path,  are 
given  by  the  equations 

^^,  =  0,  +  9>/. 

GO 

g  ^3  =    ^S  +  <^/» 


and  the  actual  path  can  be  at  once  plotted. 

The  value  of  i  Aj,dr  can    easily  be    found    graphically. 

t/r, 

Thus,  plot  the  radii  OR,  OM^,  OM^  .  .  .  OM^s  abscissae,  and 
the  corresponding  sectional  areas  of  the  passage  at  R,  M^ , 
M^  .  .  .  M  as  ordinates.  Joining  the  upper  ends  of  these 
ordinates  by  a  suitable  curve,  the  area  between  this  curve,  the 
extreme  ordinates  and  the  line  of  abscissae  is  evidently  the 
volume  required.  This  area  may  be  determined  with  a  pla- 
nimeter. 

3.  Classification  of  Turbines. — The  character  of  the  con- 
struction of  turbines  has  led  to  their  being  classified  as 
(i)  Radial-flow  turbines;  (2)  Axial-flow  turbines ;  (3)  Mixed- 
flow  turbines. 

The  water  may  act  wholly  by  pressure  or  wholly  by  im- 
pulse, or  partly  by  pressure  and  partly  by  impulse,  or  by- 
reaction.     In  pressure  wheels  the  water-passages  are  not  com- 
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pleteiy  filled  as  in  reaction  wheels.  In  impulse  wheels  the 
water  spreads  out  in  all  directions,  while  in  pressure  and 
reaction  wheels  the  water  flows  off  on  one  side  only. 

In  Radial-flow  turbines  the  water  flows  through  the  wheel 
in  a  direction  at  right  angles  to  the  axis  of  rotation  and 
approximately  radial.  The  two  special  types  of  this  class  are 
the  Outward-flcnv  turbine,  invented  by  Fourneyron,  and  the 
Imvard-flmv  or  Vortex  turbine,  invented  by  James  Thomson. 
In  the  outward-flow  turbine.  Figs.  285  and  286,  the  water 
enters  a  cylindrical  chamber  and  is  led  by  means  of  fixed 
guide-blades  outwards  from  the  axis.  It  is  distributed  over 
the  inlet-surface,  passes  through  the  curved  passages  of  an 
annular  wheel  closely  surrounding  the  chamber,  and  is  finally 
discharged  at  the  outer  surface.  The  wheel  works  best  when 
it  is  placed  clear  above  the  tail- water.  A  serious  practical 
defect  is  the  difficulty  of  constructing  a  suitable  sluice  for  regu- 
lating the  supply  over  the  inlet-surface.  When  the  water  is 
insufficient  to  work  the  turbine  at  its  full  power,  the  exit 
openings  may  be  closed  to  any  required  extent  by  lowering 
a  cylindrical  sluice. 

A  well-designed  turbine  of  this  type  gives  an  efficiency  of 
70  per  cent,  and  the  maximum  efficiency  is  about  80  per  cent, 
but  the  efficiency  is  considerably  diminished  by  closing  the 
sluice.  Fourneyron  was  led  to  the  design  of  this  turbine  by 
observing  the  excessive  loss  of  energy  in  the  ordinary  Scotch 
turbine,  or  reaction  wheel,  and  introduced  guide-blades  in 
order  to  give  the  water  an  initial  forward  velocity  and  thus 
cause  a  diminution  of  the  velocity  of  the  water  leaving  the 
outlet-surface. 

Boyden's  turbine  is  a  modification  of  the  Fourneyron. 
The  water  is  conducted  to  the  guide-blades,  which  are  inclined 
so  as  to  receive  the  water  tangentially,  through  a  truncated 
cone;  and  the  water  thus  acquires  a  gradually  increasing 
velocity  together  with  a  spiral  motion.  The  wheel,  again,  is 
surrounded  by  a  diffusor  which  expands  outwardly  and  which 
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should    be    completely    submerged.       The    water   then    flows 

through  the  wheel  with  an  increased  velocity  and  passes  away 

Fig.  285. 


mmm^yMyy///.y/.y..:;;'/x^^^^^ 


v///////y//////^yy//^^^^^^ 


Fig.  286. 
through  the  difliisor  with  a  velocity  which  gradually  diminishes. 
There  is  said  to  be  a  gain  of  3  per  cent  effected  by  this  arrange* 
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Fir,.  3i^. 


ment,  while  Boyden  claimed  for  his  75-H.P.  turbine  an  effi- 
ciency of  88  per  cent. 

In  the  Inward-flow  or  Vortex  turbine.  Figs.  287,  288,  and 
289,  the  wheel  is  en- 
closed in  an  annular 
space,  into  which  the 
water  flows  through  one 
or  more  pipes,  and  is 
usually  distributed  over 
the  inlet-surface  of  the 
wheel  by  means  of  four 
guide-blades.  The  water 
enters  the  wheel,  flows 
towards  the  space  around 
the  axis,  and  is  there 
discharged.  This  tur- 
bine possesses  the  great 
advantage  that  there  is 
ample  space  outside  the 

TbomsoD's  Vortex  Turbine. 


Fic.  38B.  PlO.  S89. 

wheel  for  a  perfect  system  of  regulating -sluices.     This  turbine 
has  attained  an  efficiency  of  jj\  per  cent. 
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Axial-flow  turbines,  Fig.  290,  are  also  known  as  Parallel^ 
and  Downward-flow  turbines  and  are  sometimes  called  by  the 
names  of  the  inventors,  Jonval  and  Fontaine.  In  these  the 
water  passes  downward  through  an  annular  casing  in  a  direc- 
tion parallel  to  the  axis  of  rotation,  and  is  distributed  by  means 
of  guide-blades  over  the  inlet-surface  of  an  adjacent  wheel.  It 
enters  the  wheel-passages  and  is  finally  discharged  vertically^ 
or  nearly  so,  at  the  outlet-surface.  The  sluice-regulations  are 
worse  even  than  in  the  case  of  an  outward-flow  turbine,  but 
there  is  this  advantage,  that  the  turbine  may  be  placed  either 
below  the  tail-water,  or,  if  supplied  with  a  suction-pipe,  at  any 
point  not  exceeding  30  ft.  above  the  tail-water. 


:■:  (y  ^>/^;i%^;v..>'/;-//;.  '..u-  '^^ 


Fig.  290. 

If  a  turbine  is  designed  so  that  the  pressure  at  the  clearance 
between  the  casing  and  the  wheel  is  nil,  and  with  curved 
passages  in  the  form  of  a  freely  deviated  stream,  it  becomes 
what  is  called  a  Limit  turbine.  In  its  normal  condition  of 
working  it  is  an  Impulse  turbine,  but  when  drowned  it  is  a 
Reaction  turbine,  with  a  small  pressure  at  the  clearance.  For 
moderate  falls  with  a  varying  supply  its  average  efficiency  is 
higher  than  that  of  a  pressure  turbine. 

The  Mixed-  or  Combined-flow  (Schiele)  turbine  is  a  com- 
bination of  the  radial  and  axial  types.     The  water  enters  in  a 
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nearly  radial  direction  and  leaves  in  a  direction  approximately 
parallel  to  the  axis  of  rotation  This  type  of  turbine  admits 
of  a  good  mode  of  regulation  and  is  cheap  to  construct. 

The  Swain  turbine  is  a  combination  of  the  inward-  and 
axial-flow  types.  The  vane  inlet-lips  are  vertical  opposite  the 
guide-blades,  and  at  the  outlet  the  vanes  are  bent  into  a 
quadrant  of  a  circle.  An  efficiency  of  88  per  cent  has  been 
claimed  for  this  turbine  under  a  full  load. 

Comparison  of  Outward- flow  Turbines. — Fourneyron  deals 
with  a  varying  supply  of  water  by  means  of  a  circular  sluice, 
which  can  be  made  to  clo>e  off  any  required  portion  of 
the  wheel.  A  similar  arrangement  may  be  added  to  the 
Cadiat  turbine,  which  is  of  the  outward-flow  type  and  is  fed 
from  above  through  a  cylindrical  reservoir,  the  upper  and 
lower  edges  of  the  reservoir  being  rounded  to  diminish  the  loss 
due  to  contraction.  The  objection  to  sluices  of  this  kind  is 
that  the  passages  no  longer  run  full  when  the  inlet  orifices  are 
partially  closed  and  there  is  therefore  a  considerable  diminution 
of  efficiency.  In  the  Whitelaw  turbine,  p.  375,  this  difficulty 
can  be  obviated  by  changing  the  outlet  instead  of  the  inlet  area. 

The  absence  of  guides  in  the  Cadiat  and  Whitelaw  turbines 
make  their  construction  somewhat  simpler,  but  their  efficiency 
is  comparatively  small,  that  of  the  Cadiat  being  about  65  per 
cent,  while  the  efficiency  of  the  Whitelaw  turbine  varies  from 
50  to  60  per  cent.  On  the  other  hand,  the  Fourneyron  turbine 
has  an  efficiency  of  more  than  70  per  cent  and  is  mechanically 
a  much  more  perfect  machine.  The  guides  in  the  turbine 
render  it  possible  to  utilize  almost  the  whole  of  the  energy  of 
the  water  either  by  equalizing  the  peripheral  and  relative 
speeds  at  the  outlet,  or  by  making  the  absolute  velocity  at  the 
outlet  radial.  The  Fourneyron  and  Cadiat  turbines  are 
specially  adapted  for  a  large  supply  of  water  and  a  moderate 
fall,  say  not  exceeding  about  30  ft.,  while  the  Whitelaw  tur- 
bines are  found  more  useful  for  a  small  supply  of  water  and  a 
high  fall. 
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Fig.  291.— Enlarged  Portion  of  Section  through  XY,  Fig.  287, 
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Fig.  292.— Enlarged  Portion  of  Section  through  XY,  Fig.  285, 
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Fig.  293.— Enlarged  Portion  of  a  Cylindrical  Section  XY,  Fig.  290, 

Developed  in  Plane  of  Paper. 
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4.  Theory  of  Turbines  (Figs.  291,  292,  and  293). — Denote 
inward-flow,  outward-flow,  and  axial-flow  turbines  by  I.  F., 
O.  F.,  and  A.  F.,  respectively. 

Let  Tj ,  Tj  be  the  radii  of  the  wheel  inlet-  and  outlet-surfaces 

of  an  I.  F.  or  O.  F. 
Let  r, ,  r,  be  the  outer  and  inner  radii  of  the  wheel  inlet- 
surface  of  an  A.  F. 

Let  R  be  the  mean    radius    (=  — ^1   of  an    A.   F., 

assumed  constant  throughout. 

Let  A^,  A^  be  the  areas  of  the  wheel  inlet-  and  outlet- 
orifices. 

Let  d^ ,  rfj  be  the  depths  of  the  same  in  an  L  F.  or  O.  F. 

Let  rfj ,  d^  be  the  widths  of  the  same  in  an  A.  F. 

Let  //  be  the  depth  of  the  wheel  in  an  A.  F. 

Let  H^  be  the  effective  head  over  the  inlet-surface  of  the 

wheel.  This  is  the  total  head  over  the  inlet- 
surface  diminished  by  the  head  consumed  in 
frictional  resistance  in  the  supply-channel,  and 
by  the  head  lost  in  bends,  sudden  changes  of 
section,  etc. 

Then  H^  +  ^^  *s  the  total  head  over  the  outlet  of  an  A.  F. 
available  for  work. 

Let  H^  be  the  fall  from  the  outlet-surface  to  the  surface  of 

the  water  in  the  tail-race.  If  the  turbine  is 
submerged,  then  H^  is  negative. 

Let  7'j ,  v^  be  the  absolute  velocities  of  the  water  at  the 

inlet-  and  outlet-surfaces. 

Let  «j,  Wj  be  the  absolute  velocities  of  the  inlet-  and  outlet- 
surfaces.     In  an  A.  F.  turbine  u^  =  u^. 

Let  Fj ,   Fj  be  the  velocities  of  the  water  relatively  to  the 

wheel  at  the  inlet-  and  outlet-surfaces. 

Let  the  angular  velocity  of  the  wheel  =  («>=—=  —. 
Let  Tf  designate  the  hydraulic  efficiency  of  the  turbine. 
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Let  the  water  enter  the  wheel  in  the  direction  ac^  making- 
an  angle  y  with  the  tangent  ad.  Take  ac  to  represent  v^ ,  and 
ad  to  represent  Uy  Complete  the  parallelogram  bd.  The 
side  ab  represents  Fj ,  and  in  order  that  there  may  be  no  shock 
at  entrance y  ab  must  be  tangential  to  the  vane  at  a.  Again, 
at  /  draw  fg,  a  tangent  to  the  vane,  and^Jt,  a  tangent  to  the 
wheel's  periphery. 

Take  fg  and  fk  to  represent  V^  and  u^  respectively.  Com- 
plete the  parallelogram  gk.  The  diagonal  fh  must  represent 
in  direction  and  magnitude  the  absolute  velocity  v^  with  which 
the  water  leaves  the  wheel.      Let  the  angle  hfk  =  d. 

Draw  cm  perpendicular  to  ad,  and  hn  perpendicular  to  gk. 

The  ta?ige?itial  component,  viz.,  am  or  />/,  of  the  velocity 
of  the  water  as  it  enters  or  leaves  the  wheel  is  termed  velocity 
of  zvhirl  {v,^. 

The  radial  component,  viz.,  cin  or  kn,  of  the  velocity  of 
the  water  as  it  enters  or  leaves  the  wheel  is  termed  velocity  of 
floiv  (z/,). 

Take  vj  =  am,     vj^  =  fn, 

vj  =  cm^      vJ'  =  An, 

Let  the  angle  bad  =  1 80"*  —  a. 
Let  the  angle  gfk  =  180°  —  /J. 

Thus  a  and  /3  are  the  angles  which  the  vane  (or  blade)  tips 
(or  lips)  make  with  the  wheel's  peripheries. 
Then,  at  the  inlet-surface, 

vJ  =  v^  cos  y  =  accos  y  =  am  ==  ad  ±  dm  =  u^—  V^  cos  or,     ( i ) 

v/  =  7\  sin  y  =  cm  =  V^  sin  a ] (2) 

and  at  the  outlet-surface, 

'^J'  =  ^2  cos  6  =fn=fk  ±kn  =  u^-  V^  cos  fi,     .     (3) 
7//'  =  ^^  sin  6  =  An  =z  V^sin  /3 (4) 
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Let  Q  be  the  quantity  of  water  which  passes  per  second 
through  the  turbine.  Then,  disregarding  the  thickness  of  the 
vanes,  in  an  I.  F,  or  O.  F,  turbine 

Yr'K  =  V  .  2;rrjdi  =  Q  =  v/' .  2;rr,d,  =  v/'A, ,    .     (5) 

and  therefore 

Also,  if  rfj  =  rfj  =  d, 

Q 

1'   r,  =  — J  =  v^  v.. 

In  an  A,  F.  turbine 

Yr'ki  =  V  .  27rR  .  d^  =  Q  =  Vr  '  .  27rR  .  d,  =  V/'A,.      (6) 

and  therefore 


lid^=  d^^d. 


Q 

"^        2  nRd         '^ 


Allowance  may  be  made  for  vane  thickness  as  follows: 
Let  d  be  the  angle  between  the  vane  of  thickness  BC  and 
the  wheel's  periphery  ^^.    Then  the  space  occu- 
pied by  the  vane  along  the  wheel's  periphery  is 
A  8-=:  BC  cosec  6, 

Let  n  be  the  number  of  the  guide-vanes,  and  / 

their  thickness.  Fio.  294. 

Let  «j  be  the  number  of  the  wheel-vanes,  and  t^ ,  /,  their 
thickness  at  the  inlet-  and  outlet-surfaces  respec- 
tively. 
Then,  in  a  radial-flow  turbine, 

9 
A^  =  —d^\2nr^  —  nt  cosec  y  ~"  '^i^i  cosec  a\       ,      (7) 


Soo  THEORY  OF  TURBINES. 

and 

■f^  being  a  fraction  depending  on  practical  considerations. 

In  an  axial-flow  turbine  ^  is  to  be  substituted  for  r^  and  r^ 
in  the  values  of -^4^  and  A^. 

«j  may  be  made  equal  to  «  +  i  or  »  +  2. 

Work  and  Efficiency, — As  the  water  flows  through  the 
wheel,  let  v  be  the  velocity  of  flow  at  any  point  N  distant  r 


Q^^? — 


Fig.  295. 

(=  ON)  from  the  axis  O,  and  let  /  be  the  length  of  the  per- 
pendicular from  O  upon  the  direction  of  v.     Then 

-—7'  =  momentum  of  moving  mass  of  wat^ 

=  impulse  on  wheel 
=  F,  suppose. 

Therefore,  also, 

vp  1=^  Fp  =-  moment  of  couple  producing  rotation, 

o 

and  the  useful  work  of  the  couple  per  second 

=  Fpoo  = vpoa. 

S 


=   V^QO. 
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But  if  v^  is  the  component  of  z/  at  iV  perpendicular  to  the 
radial  line  ON^ 

v^r=z  V  cos  d  =  — , 

and  therefore  the  useful  work  of  the  couple  per  second 

wQ 

Thus  in  an  L  F,  or  O,  F,  turbine 

wQ                     toQ 
the  useful  effect  at  inlet    =  -^-vjr.oa^    =  ^«<<i» 

wQ                   wQ 
the  useful  effect  at  outlet  =  vj^r^oo^  = vj  u^^ 

and  the  useful  work  per  second  done  by  the  water  on  the 
wheel  between  inlet  and  outlet 

wO 

=  yC^^'^i  -•  v^  '0«' (9> 

=  ^(Vtr'U,-V^"U,) (lO> 

The  EFFICIENCY  is  given  by  the  relation 

V  X  ^Q^i  =  the  useful  work  per  sec. 

=  — (»«  «,  - «'«.  «^. 

or 

^gH,  =  YjXi^  -  Yj'Vi^  , (II) 

which  is  the  fundamental  equation  governing   the  design  of 
I.  F.  or  O.  F.  turbines. 
In  an  A,  F.  turbine 

wQ      ,„  wQ     , 

the  useful  effect  at  inlet    = vJRoi>  =  --'^Juy 

K  S 

wQ  *^Q 

the  useful  effect  at  outlet  = vJ'Roa  =  -—v^  u^ , 

S  S 
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and  the  USEFUL  WORK  per  second  done  by  tfie  water  on  the 
wheel  between  inlet  and  outlet 

= -^  (v«,' -  V„")R«. (12) 

= -"^(v^' -  ▼«>. (13) 

The  efficiency  is  given  by  the  relation 

Tf  X  wQ{H^  -}-  ^)  =  the  useful  work  per  sec. 

or 

7«(Hj  +  h)  ^  (v^'  -  yJ')vl, (14) 

which  is  the  fundamental   equation  governing  the  design   of 
A.  F.  turbines. 

Again,  disregarding  hydraulic  resistances ^  each  pound  of 

water  on  leaving  the  turbine  carries  away  -^  ft. -lbs.  of  energy. 

Hence 

the  USEFUL  WORK  in  an  I.  F.  or  O.  F.  turbine 

=  wQ(h.-^) (15) 

the  corresponding  EFFICIENCY  being  I  —      '     ,        .     .     (16) 
and  the  USEFUL  WORK  in  an  A.  F.  turbine 

=  wQ(H.  +  h-^^) (17) 

the  corresponding  efficiency  being  i  —  ■ — „  '     ,  . .        (183 
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Assuming  that  the  velocity  of  whirl  at  outlet,  viz. ,  vj\  is 
nil  and  that  H  is  the  portion  of  H ^,  or  of  H^  +  ^»  which  is, 
transformed  into  useful  work,  then 

gH  =  u(vj  =  «j(ttj  —  2//  cot  or), 
which  may  be  written  in  the  form 


I  = 


u^ 


I 


u. 


V. 


VgH  ^  ^gH        VgH 


cot 


«). 


a  quadratic  giving 


u 


1 


v^'     cot  a 


VgH        VgH     2 


//     vJ    \«cot«  a 


This  result  has  been  employed  in  preparing  the  following 


u 


Table  of  values  of    .     ^      corresponding  to  different  values  of 


VgH 


V, 


^^=  and  of  a: 


V 

a  = 

^ir// 

15« 

30- 

45* 

6o» 

75» 

9o« 

'05» 

iao» 

135* 

.457 

165" 

I.O 

3.983 

2.189 

1. 618 

1.329 

1.142 

.874 

.752 

.618 

.251 

0.9 

3.629 

2.047 

1.547 

1.188 

1.128 

.887 

.773 

.647 

.488 

.271 

0.8 

3.289 

1.909 

1.477 

1.090 

1.114 

.900 

.795 

.677 

.524 

.304 

0.7 

2.952 

1.776 

1.409 

1.225 

1.095 

.908 

.819 

.709 

.563 

.339 

0.6 

2.621 

1.647 

1.344 

1.188 

1.083 

.923 

.842 

.744 

.607 

.382 

0.5 

2.301 

1.523 

1.281 

1. 155 

1.069 

.935 

.886 

.781 

.657 

.435 

0.45 

2.145 

1.463 

1.250 

1.139 

1.062 

.942 

.879 

.800 

.683 

.465 

0.4 

I.99I 

1.405 

1.220 

1.122 

1.055 

.949 

.890 

.820 

.712 

.499 

0.35 

1.847 

1.346 

1.190 

1.107 

1.048 

.954 

.902 

.840 

.744 

■541 

0.3 

1.705 

1.293 

1.161 

1.090 

1.041 

.961 

.917 

.860 

.773 

.586 

0.25 

1.569 

1.240 

1.132 

1.074 

1034 

.967 

.930 

.882 

.806 

.636 

0.2 

1.440 

1. 188 

1.105 

1.059 

1.027 

.973 

.943 

.905 

.842 

.694 

0.15 

I.?i8 

1. 138 

1.078 

1.044 

1.020 

.980 

.966 

.927 

.878 

.758 

O.IO 

1.204 

X.090 

1.051 

1.029 

1.013 

.987 

.972 

.951 

.917 

.830 

S04  EXAMPLES. 

Allowance  may  be  made  for  the  principal  h3^raulic  resist- 
ances by  taking 

f^-^   as  the  loss  of  head  before  entering  the  wheel  and 


f^~    as  the  loss  of  head  before  entering  in  the  wheel-passages. 
Then  the  total  loss  of  head 

The  values  of  the  empirical  coefficients /,  and/^  may  vary, 
the  former  from  .025  to  .20,  and  the  latter  from  .10  to  .20. 

Ex.  I.  Water  enters  an  O.  F.  turbine  of  3)  ft.  exterior  and  it  ft.  in- 
terior diameter  with  a  whirling  velocity  of  20  ft.  per  second,  and  leaves 
in  the  reverse  direction  with  a  whirling  velocity  of  10  ft.  per  second. 
The  wheel  makes  240  revolutions  per  minute.     Find  the  useful  head. 

^.  if.  240 

,^,  == —  22  It.  per  sec, 

00 

u%  =  2Ui  =  44  ft.  per  sec. 

Then,  if  //is  the  useful  head, 

wQH  =  work  done  in  driving  the  wheel 
wO 

g 

wQ  ,  880 

=  -^22  X  20-44  X  (—  10)  )  =  tt/g  .  — -, 

and  H  =  r]\  ft. 

Ex.  2.  A  turbine  with  a  radial  inlet-lip  receives  10  cu.  ft.  of  water 
per  second  at  a  radius  of  2  ft.,  and  makes  105  revolutions  per  minute. 
The  water  enters  at  6o'  with  the  wheel's  periphery,  and  leaves  without 
velocity  of  whirl.  If  the  efficiency  is  .88,  find  the  effective  head  and  the 
H.P.  of  the  turbine. 

Since  a  =  90', 

,  ;r.4.io5  . 

v^'  =  «i  =  — ~- — =  =  22  ft.  per  sec. 
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and 

.88  =  the  emciency  =  — 


or  /A  =  17.1875  ft. 

The  H.P.  =  ^?iil?  X  MHx  =  17.1875. 

550 

Ex.  3.  The  wheel  of  an  A.  F.  turbine  of  3  ft.  interior  diameter  has  a 
<6-in.  width  of  orifice  opening  and  is  i  ft.  deep.  It  passes  33  cu.  ft.  of 
water  per  second  under  the  head  of  24  ft.  over  the  inlet,  and  the  water 
leaves  the  wheel  in  a  direction  given  by  cosec  d  =  1.015.  Determine  the 
efficiency. 

By  the  condition  of  continuity, 

Y(4'  -  3')^/'  =  33  =  5  W, 
4 

or  Vr"  =  6  ft.  per  sec. 

Therefore 

V,  =  Vr"  cosec  5  =  6  X  1.015  =  6.09  ft.  per  sec., 
and 

the  efficiency  =  i ^ r  =  '  —     1        =  .9768. 

The  H.P.  =  —i^  X  25  X  .9768  =  2.929. 

32  550 

Ex.  4.  Find  the  outlet  lip-angle  0^  from  the  following  data :'  radius 
to  inlet  =  twice  that  to  outlet  surface ;  linear  speed  of  inlet  surface  = 
vne-half  that  equivalent  to  the  effective  head;  inlet  velocity  of  flaw  = 
one-eighth  of  that  equivalent  to  the  effective  head  ;  sectional  area  of 
waterway  is  constant  from  inlet  to  outlet ;  the  water  leaves  without  ve- 
locity of  whirl. 

Then  «,  ==  L  4/^//,  =  4  ^7fx  =  2w,. 

2 

By  condition  of  continuity, 

AiVr    =   AtVr"  =   AxVr, 

and  v^  =  Vr  =^V2gHi  =VM. 

Hence  cot  p  =  —  =     ^ —   =  2. 
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Ex.  5.  The  wheel  of  a  turbine,  passing  10  cu.  ft.  of  water  per  second 
under  a  head  of  32  ft.,  is  6  ins.  deep  and  its  inlet-surface  has  a  diameter 
of  2  feet.  The  inlet-lip  is  radial  and  the  efficiency  may  be  assumed  to- 
be  unity.     Find  the  guide-vane  lip-angle  and  the  power  of  the  turbine. 

I  =  the  elnciency  = = . 

^       32  X  32      1024 

Therefore  Ui  =  32  ft.  per  sec.  =  vj. 

By  condition  of  continuity, 

jr  .  2 .  J .  2//  =  10, 

35 
or  z//  =  ~  =  3^  ft.  per  sec. 


Hence 

tan  r  =  —  =  =^i^  =  .09043, 

and 

r  ==  $•  41'. 

The  H.  P. 

=  62i .  10 .  ^  =  36^. 
5dO 

Ex.  6.  In  ah  impulse  radial-flow  turbine  the  inlet-  and  outlet-oriUce' 
areas  are  equal  and  the  water  leaves  without  velocity  of  whirl.  Disre- 
garding hydraulic  resistances,  show  that  the  velocity  of  whirl  is  cos*  y. 

By  condition  of  continuity, 

-<4,t/i  =  A'%v^*  =  2  =  -^iV  =  -^i^^i  sin  y. 

Therefore  v%  =  vi  sin  y, 

and 

the  efficiency  =  i V  =  '  "  sin*  y  =  cos*  y» 

Ex.  7.  In  a  radial-flow  impulse  turbine  the  peripheral  and  relative 
speeds  at  outlet  are  equal.  Show  that  the  direction  of  the  water  at 
inlet  bisects  the  angle  between  the  rim  and  the  inlet-lip.  Also  show 
that  ri*</i  sin  2y  =  rt'//t  sin  fi, 

F,»  -  Vi^  =  «,«  -  «i*. 
But  Vt  =  ut,    and  therefore     Vi  =  i^i » 

so  that  2r  =  i8o*  —  a. 

By  condition  of  continuity, 

iicvtdiVr'  —  C  =  23rr,//i  —  2//', 
or  ridi .  Vi  sin  ct  =  r«</« .  Ki  sin  fi, 

or  r\d\U\  sin  7,y  =  r%d\ .  f#i  sin  fi  =  rt^t .  -^1^1  sin  fi. 

*f  1 

or  rxdy  sin  2;'  =  r.Vt  sin  fi. 
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Application  of  TorricelW  s  Principle. — If  — ,  —  are  the 
pressure-heads  at  the  inlet-    and  outlet-surfaces  of  a  turbine 

wheel,  the  effective  head  over  the  inlet-orifices  is  H,  —  — K 

Hence,  disregarding  hydraulic  resistances^ 

V  ^  p  —  P 

IN    A    REACTION    TURBINE    —  =  H,  — ^^.  (20) 

In  turbines  of  the  impulse  type  p^=:  p^,  and  the  water  is 
usually  under  atmospheric  pressure  only  both  at  inlet  and 
outlet.     Thus 

« 

V* 
IN    AN    IMPULSE   TURBINE    —  =  H, (2l) 

Allowance  may  be  made  for  the  loss  of  head  at  entrance 

I    v^         V? 
into  the  wheel  by  substituting  -y  —  for  —  in  these  two  equa- 

tions,  the  average  value  of  the  empirical  coefficient  c^  being 
about  .949,  or  c^  =  .9. 

Application  of  BernouilW  s  Principle. 

In   a   REACTION    I.    F.    OR   O.    F.    TURBINE 

i>         V^       l>        V^      u^  —  u^ 

w"^    2g~^  w'^   2g  2g       ' 

the  last  term  being  the  work  per  pound  of  water  due  to  centrif- 
ugal force.      Therefore 

K'  -  V*     «,«  -  «.'     A  -  A 


2 


2g  2g  W 


.       .        .       (22) 


I         2g' 


or 


^+^ Ll^?» ^  =  K,   .     .     .     (23) 

2g  2g  2g  *  ^   ^^ 
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which  may  also  be  written  in  the  form 


(24) 


since,  from  the  triangle  acd^ 

2ttj7/,  cos  y  =  u^  -\'  v^  —  V^,      .     .     .     (2  5> 
In  an  impulse  I.  F.  or  O.  F.  turbine 

Px=  Pty     and     v^  =  2gHy 
Therefore  eq.  (23)  becomes 

^-^ ""-^^"^ ^ (26) 

In  AN  I.  F.  TURBINE  «,  >  «,  and  the  term  -^ ^    is 

negative.  Hence  cq.  (23)  shows  that  as  the  inlet  velocity  v^ 
increases  or  diminishes  the  speed  of  the  turbine  diminishes  or 
increases,  and  that  therefore  the  centrifugal  force  tends  to 
maintain  a  steady  motion.  A  diminution  in  v^  also  necessarily 
leads  to  a  corresponding  diminution  in  the  loss  of  head  due  to 
hydraulic  resistances.     For  these  reasons  the  centrifugal  head 

should  be  made  as  large  as  is  practicable,  and  the  ratio  —  =  - 


«2        ^2 


is  usually  made  equal  to  2. 

In  AN  O.   F.  TURBINE  u,  <  u^  and  the  term  ^*   ""  ^'  is 

positive.  Hence  the  speed  of  the  turbine  increases  and 
•diminishes  with  v^ ,  and  the  centrifugal  force  is  adverse  to  steady 
motion,  tending  both  to  augment  a  variation  from  the  normal 
speed  and  to  increase  frictional  losses  of  head.  The  centrif- 
ugal head  should  therefore  be  made  as  small  as  is  practicable, 
• 

and  a  common  value  of  the  ratio  —  =  —  is  -. 

«2        ^       5 

In  A  REACTION  A.   F.   TURBINE   each    fluid   particle   in 
passing  from  inlet  to  outlet  remains  at  the  same  distance  from 
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the  axis,  and  therefore  no  work  is  done  by  centrifugal  force, 
but  an  additional  head,  //,  equal  to  the  depth  of  the  wheel,  is 
gained.     Then 

^  +  -?-^  =  ^?  +  -^-  -  //, 
or 

— ^  =  ^^^ ^^h^H,^h-y^,       .     (27) 

Therefore 

ii+  Sg  '  =°.+^  ....  (28) 

which  may  also  be  written  in  the  form 


g  2g 


smce  «j  =  «2' 


In  an  impulse  A.  F.  turbine 

/i  =  A '     ^^^    '^x  =  ^^^r 
Therefore  eq.  (28)  becomes 

-^ -^  =  h (30) 

In  order  to  secure  the  advantages  of  centrifugal  force, 
Belanger  proposed  that  the  wheel -passages  should  be  so  formed 
that  the  path  of  a  fluid  particle  would  gradually  approach  the 
axis  of  rotation. 

Lip  {or  Tip)  Angles. — The  angles  a  and  fl  which  the 
wheel-blade  tips  at  inlet  and  outlet  make  with  the  wheel's 
peripheries  are  generally  obtained  as  follows : 

From  the  triangle  acdy 

sin  {a  +  y)       u^  ,       4.        • 
^^ —  =  — '  =  cos  y  -f-  cot  a  sm  y, 


sm  a  v^ 


and  therefore 


cot  (180**  —  flf)  =  —  cot  a  =  cot  y ^  cosec  y.     (31) 


5IO 
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From  the  triangle  y>fe//, 
sin  (/?  +  6) 


14 


sin  fi 


=:  -^  =  -OS  <y  +  cot  >5  sin  d, 


?', 


and  therefore 


u. 


cot  (i8o°  —  /J)  =  —  cot  >5  =  cot  <y '  cosec  <y.      (32) 


Z'- 


Conditions    Governing   the    Efficiency   of   Turbines.  —  The 
whole  of  the  water's  energy  should,  if  possible,  be  employed 
in  doing  useful  work  on  the  wheel,  and  the  water  should  there- 
fore  leave  the   wheel   without  velocity,   or  v^  should  be   nil. 
This  condition  cannot  of  course  be  realized  in  practice,  as  no 
water  would  then  pass  through  the  wheel  and  consequently 
no  work  could  be  done.     For  purposes  of  efficiency  it  is  usual 
to  make  v^  small  by  adopting  one  of  the  following  hypotheses: 
EITHER  that  the  velocity  ofivhirl  at  outlet  is  nily 
OR  that  at  the  outlet  the  relative  velocity  of  the  water 
and  the  peripheral  linear  velocity  of  the  wheel  are 
equal. 
First  consider  the  hypothesis   *  *  that  the  velocity  of  whirl 
at  outlet  is  nil.  **     Then 

V  =  o (33) 


/.F.I 
1(1 


o,f:\ 


A.F. 


h 
Fig.  398. 


h 
Fig.  296.  Fig.  297. 

Thus    the   direction  of  v^  is  radial  in  an  I.   F.   or  O.   F. 
turbine,  Figs.  296  and  297,  and  vertical  in  an  A.  F.  turbine. 
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Fig.  298,  and  therefore  the  angle  h/k  (=  tf)  in  the  outlet  tri- 
angle of  velocities  must  be  a  right  angle.      Hence 


v^  =  zv"  =  «,  tan  /?  =  Fj  sin  >tf,    .      .      .     (34) 


and 


V%  -  "2'  =  ^'2  =  ^2  ^n'  P^ 


(35) 


Also,  eq.  (5)  gives 

7'j  sin  Y^x  =  ^'2^2  =  «j  ^n  /?^,.   .      .     .     (36) 

General  Deductions, 


In  an  I.  F.  OR  O.  F.  turbine 

ri  ""  r>  ~ 

Also,    disregarding    blade    thick- 
ness, 

Ax  =  2icridx  and  ^1  =  iicr^dt. 

Keiaiion  bitween  the  lifnanglss. 
By  eq.  (36)  and  the  triangle  acd^ 

r^dx  sin  y      Ux       sin  (a  +  r) 


riV/i  tail  ^      Vx 


sin  a 


(37) 


or 

r,V. 


cot  fi=  coty  +  cot  a.    .     (38) 


In  an  a.  F.  turbine 

Ml  z=  Ma  =  A'69. 

Also,  disregarding    blade    thick- 
ness, 

Ax  =  2it/^dx  and  -i4«  =  21c Kdt. 

Relation  between  the  lip^angles. 
By  eq.  (36)  and  the  triangle  acd, 

dx  sin  y      Ux      sin  (nr  +  ^) 


dt  tan  /f      z/i 


sin  a 


.  (37) 


or 


^, 


-J  cot  ^  =  cot  ;^  4-  cot  a.     (38) 


REACTION    TURBINES. 

In  an  I.  F.  OR  O.  F.  turbine. 
speed  of  turbine. 
By  eqs.  (24).  (35).  (37), 


In  an  a.  F.  turbine. 
speed  of  turbine. 

By  eqs.  (28),  (35).  (37). 


_        2gHx  cot  /? 

—  //  * 

tan  P  -{■  2-^  cot  y 

fix 

Velocity  of  efflux, 
v%   =  «•'  tan'  p 

2gHx  tan  ^ 

—  ~d  ''  ' 

iSLn  p  +  2-^  cot  y 


(39) 


(40) 


,_^^f^W^)co^ 
tan  P  +  2~  cot  ^^ 

Velocity  of  efflux, 
Vi'  =  »«'  tan'  p, 

_  2g{Hx  -i-  A)  tan  P 

^         di 
tan  p  +  2-7-  cot  p' 
"I 


(39) 


(40J 


512 


THEORY  OF  TURBINES. 


Amount  Q  of  water  passing  through 
ike  turbine  per  second^  blade  thick- 
ness being  disregarded, 

Q=2fCr%d%Vr"  =  2nrtd%v% 


=  2TCr%d\ 


V 


TgHx  tan  fi 


tan  fi  ■\-  1-^  cot  y 


.(40 


The  useful  work  {disregarding  hy^ 
draulic  resistances) 


00  QI/, 


1  di  ^ 

I  H —  —  tan  p  tan  y 

2  a^ 


(42) 


The  corresponding  efficiency 

I 


I  +  —  -:  tan  p  tan  ;^ 

2  01 


(43) 


It  is  sometimes  assumed*  but, 
generally  speaking,  as  a  guide  only, 
that  the  inlet-lip  is  radial,  Figs.  299, 
300,  so  that 

a  =  90*  and  Ux  =  vj. 


Amount  Q  of  water  peusi^g  through 
the  turbine  per  second,  blade  thick' 
ness  being  disregarded, 

Q  =  znRdtVr"  =  2nRdtV% 

igjH^-^-h)  tan  fl 


•=^nRd^ 


V 


tan  p  +  2-=-  cot  y 


(4i> 


The  useful  work  (disregarding  hy'- 
draulic  resistances) 


=  ">q{h^ 


^  a>g(iy,  +  h) 

1  di  ^ 

1  4-  —  3-  tan  p  tan  y 

2  at 

The  corresponding  efficiency 

I 


(42) 


1  dx         ^ 

I  H —  -r  tan  p  tan  y 

2  aa 


(43) 


It  is  sometimes  assumed,  but,  gen- 
erally speaking,  as  a  guide  only,  that 
'the  inlet-lip  is  vertical,  Fig.  joi*  so 
that 

a  =.  90*  and  Ui  =  Vtg\ 


Fig.  299. 


Then 


Fig.  300. 


the  efficiency  = 


UiV^ 


gHy  gH, 


(44) 


A,F, 


Then 


the  efficiency  = 


Fig.  301. 


gifix  +  h) 
g(,Hx  +  hY 


.    (44) 
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An  approximate  estimate  of  the 
speed  of  the  turbine  may  now  be 
obtained  by  making  the  efficiency 
perfect,  when 

Ux^—gHu.    .     .     (45) 

By  eqs.  (20),  (37),  (39),  the  difference 
between  the  inlet  and  outlet  pres- 
sure-heads 

_Px  -^  ^fj^  _'^ 

w  '       2g- 


=:^, 


I  — 


/r^\ 
\  r,d,  I 


sinV(i+2-r'cotrcoi/^) 


(46) 


An  approximate  estimate  of  the 
speed  of  the  turbine  may  now  be 
obtained  by  making  the  efficiency 
perfect,  when 

«i'  =  ^W  +  h).      .     (4S) 

By  eqs,  (20),  (37).  (39),  the  difference 
between  the  inlet  and  outlet  pres^ 
sure-heads 


_px  -  P%  __ 


=  <Hx^ 


If  the  turbine  is  above  the  surface 
of  the  tail-water,  there  will  be  no  in- 
flow of  air 

if  px  >  /«,  i.e.,  if 


sm»;^I  i+2t- 


cot  y  cot  fi 


)  >  m'- 


If  the  turbine  is  drowned  with  a 
head  h'  of  water  over  the  outlet, 
there  will  be  no  back-flow  of  water 


if  /i  >  /i  +  oah',  i.e.,  if 


Hx-h' 
Hx 


m 


sin*;' 


cot  y  cot  /ff 


')■ 


(g  V.  +  h) 


H46) 


sin'^'f  I  +  2^cot;'cot^  j 

If  the  turbine  is  above  the  surface 
of  the  tail-water,  there  will  be  no  in* 
flow  of  air 


Hx 


if  Px  >  P\,  i.e.,  if 


Hx^-h 


sin'^'f 


I   +  2^COtr  COt/5j 

If  the  turbine  is  drowned  with  a 
head  h'  of  water  over  the  outlet, 
there  will  be  no  back-flow  of  water 

if  px>  p%  -V  (^h\  i.e.,  if 


H~x  +  h 


cot  y  cot  P 


) 


Speed  of  turbine. 
Byeqs.  (21),  (37), 

rx  dx  sin  y 
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Speed  of  turbine. 
By  eqs.  (21).  (37), 


rx        r% d% tan  fi^  ^  ^ 


Velocity  of  efflux. 


rxdx    . 


1^=1^  tan /9  =  --^  sin  rf^^/^i.  (48) 


ir,  =  »t  =  ~ 


dx  sin  y 


d.^^^^"^'    (47) 


Velocity  of  efflux. 


dx    . 


v«  =  «« tan  y5  =  -  sin  y  ^igHx.  (48) 
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Quant iiy  Q  of  water  passing  throi^h 
^he  turbine  per  second^  blade  thick- 
ness being  disr^arded, 

Q  =  itcridiv/  =  2iiridiVi  sin  y 


=  2itridi  sin  r  ^2gHx,     .     (49) 

The  useful  work  {disregarding   hy- 
draulic resistances) 

=  «2//,(i-^-||Jlsin'r).    (50) 
^e  corresponding  efficiency 


(50 


Quantity  Q  of  water  passifig  throtqrh 
the  turbine  per  second^  blade  thick^ 
ness  being  disr^arded. 

Q  =  zicRdxVr'  =  ifcRdiVx  sin  y 
=23rAW,  sin  y  ^^gHu    .     (49) 

The  useful  work  {disregardif^  hy- 
draulic resistances) 

=  a.C(^.+>i)(.-^^;^gsinv)(SO> 
The  corresponding  efficiency. 

^-P^^.sm'r.    (.5) 


An  expression  can  also  be  easily  obtained  giving  the  effi- 
ciency (eq.  51)  of  the  A.  F.  turbine  independent  of  the 
head,  H^,     Thus,  by  eqs.  (28),  (35),  and  (47), 

d^  sin  2y       d^^  sin-  y  ^H^-Y  h 
d\  tan  p  +  d^  tan2  ^  ^  ^   H\  "' 

It  may  be  assumed,  as  a  first  approximation,  that  in  im- 
pulse turbines  the  whole  of  the  water's  energy  at  inlet  is 
transformed  into  useful  work.      Then 


V. 


UyV^; 


u{t\  cos  y 


U 


Therefore 


V^  =  2;/,  cos  y  =.  2  F,  cos  Y- 


Second.  Consider  the  hypothesis  **  that  at  the  outlet  the 
relative  velocity  of  the  water  and  the  peripheral  linear  velocity 
of  the  wheel  are  equal./'     Then 


u^  =  V,.   . 


(52) 
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The  triangle  of  velocities,  fkh,   at  outlet    is  now  therefore 
an  isosceles  triangle,  in  which /ife  =  kh,  and  the  angle  hfk  =  S 

=  90° .     Therefore 


7'  =  2//,  sin  —  =  2  F»  sin  — .   . 
'  *        2  *        2 


•     •     -     (53) 


Eq.  (5)»  again,  gives 

^jZ/j  sin  y  =  -^^F,  sin  fi  =  yl^^^  sin  >5.        .      .     (54)^ 


Fig.  302. 


O.F. 


A.F, 


Fig.  303. 


h 
Fig.  304. 


General  Deductions, 
In  an  I.  F.  OR  O.  F.  turbine 

Ux         Ut 

—  =  —  =  OJ, 

Tx       ri 
Alsctlisregarding  blade  thickness, 

Ax  =  iKrxdx  ;    A\  =  2nr%d%. 

Jielation  between  the  Up  angles. 

By  eq.  (54)  and  the  triangle  acd, 
Ftg«.  302,  303, 

r,Vi  sin  >^       Ux      sin  (a  4-  y) 


ryd%  sin  ^      2/1 
or 

Tx^dx 


sm  a 


(55) 


cosec  fi  =  cot  ^^  4-  cot  a.     (56) 


In  an  a.  F.  turbine 

I/,  =  Ut  =  Rod, 

Also,  disregarding  blade  thickness, 
A I  =  2TcRdi ;     At  =  2it/Cdt, 
Relation  between  the  lip  angles. 

By  eq.  (54)  and  the  triangle  acd, 
Fig.  304. 

^  sin  y^  _  ^1  _  sin  (a  4-  ^; 


r/«sin  ^      z/i 


sin  a 


.    (55) 


or 


dx 


y  cosec  fl  =  cot  r  +  cot  fl'.     (56X 
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In  an  I.  F.  OR  O.  F.  turbine. 

Speed  of  turbine. 
By  eqs.  (24).  (52). 

UxVx  cosr  =g^u     .     (57) 
and  hence,  by  eq.  (55), 

Velocity  of  efflux. 

P 
7J^  =  4i/«"  sin'— 

=  igHA  tan  -  tan  r.     .     (59) 

CL\  2 

Quantity  Q  of  water  passing  through 
the  turbine  per  second,  blade  thick- 
ness being  disregarded, 

g  =  2fcr%d%Vr'  =  2itrtdtVt  cos  — 


=  2nrWgHidid%  sin  fi  tan  y-   (60) 

The  useful  work  (disregarding  hy- 
draulic resistances) 


■(-i-l 


-wQH, 


I         dv         fi  \ 

-^  wQHxU  —  J  tan  -  tan  r  j.     (61) 

The  correspond! fig  efficiency 

dx         P 
=  I  —  -7-  tan  —  tan  y.    .    (62) 
a%         2 

By  eqs.  (20),  (57),  (58),  the  difference 
between  the  inlet  and  outlet  pres- 
sure-heads 

W  2g 

rr  I         ^»'^«  sin  fi\ 

=  Hx[  I 5-^  -. ).  .     (63) 

\        riVi  sin  2rl        ^  ^' 


In  an  a.  F.  turbine. 

speed  of  turbine. 
By  eqs.  (28),  (52), 

UxVx  cos  r  =  .^(^/i  +  h),  .    (57) 
and  hence,  by  eq.  (55), 

,  v<^i  tan  y     ,  ^^ 
*  ^8  sin  p  •  ^    ' 

Velocity  of  efflux, 

v^^Au^  sin*  — 
^  2 

=  ^(//,  +  h)-y  tan  -  tan  y,    (59) 

Ma  2 

Quantity  Q  of  water  passing  through 
the  turbine  per  second,  blade  thicks 
ness  beiftg  disregarded. 


Q=  2icRdiVr"  =  2rcRdivi  cos  — 
*'  2 

=2?rAY^(//i +^yi^/«sin/ytanr.  (60) 

7*-*^  useful  work  (disregarding  hy- 
draulic resistances) 

-wQiHx  +//)( I  —  y  tan  -*un  y\  (61) 

7"/^^  corresponding  efficiency 

dx         P 
=  I  —  -r  tan  -  tan  y,  .    (62) 

di        2 

By  eqs.  (20).  (57).  (58),  the  difference 
between  the  inlet  and  outlet  pres" 
sure-heads 


_P^-P 


w 


=^--<^'+4:sw  ^'^ 
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If  the  turbine  is  above  the  surface 
of  the  tail-water,  there  will  be  no  in- 
flow of  air 

if  /i  >  P%,  i.e.,  if 

sin  2y      r%dt 
sin  P       ry'^dx 

If  the  turbine  is  drowned  with  a 
head  ^'  of  water  over  the  outlet, 
there  will  be  no  back-flow  of  water 

if  ^1  >  /•  +  oak',  i.e..  if 

Hx-  h*     r^^iU  sin  fl 
H         rx\ix  sin  2r" 


If  the  turbine  is  above  the  surfnce 
of  the  tail-water,  there  will  be  no  in« 
flow  of  air 

if  p\>  p%,  i.e.,  if 

sin  ly      Hx  -v  hd% 
sin  (i  Hx     dx 

If  the  turbine  is  drowned  with  a 
head  k'  of  water  over  the  outlet,, 
there  will  be  no  back-flow  of  water 

if  px>  p^-^-  «i',  i.e.,  if 

sin  iy     Hx  '\^  h  (U 
linJ^Hx  -  Xdx 
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In  an  I.  F.  OR  O.  F.  turbine. 
By  eqs.  (29),  (52), 

«,  =  F,.    .     .    .    (64) 


In  an  a.  F.  turbine. 
By  eqs.  (30).  (52). 


(64> 


Ml 


\X^ 


Fig.  305. 


Fig.  306. 


\ 


Then  the  inlet  triangle  of  veloc- 
ities acd,  as  well  as  the  outlet  tri- 
angle fkh,  is  also  an  isosceles  tri- 
angle. Figs.  305,  306,  and 

Ml  =  ^41  =  dc  =   Ki. 

Therefore 

a  =  i8o^  -  2y.  .    .    (65) 


Therefore 
ux^  -2gh^  K,« 

=  «i*  +  Vi*  —  lUxVx  cos  r» 

and 

UxVx  cosr=  -r  -^g^-gifix  +^)-    (65> 
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delation  between  the  lip  angles. 

By  eq.  (54)  and  the  isosceles  tri- 
angle acd, 

rx^dx  sin  y      u\       \ 


«VL »;» /v  ~ «/  ~  ^  ^^^  y^ 


r%^d^  sin  /^      Vx       2 


or 


riVi  __  sin  fi 
rSS  ~"  sin  2r 

Speed  of  turbine. 


i/a  =  -  «i  =  — .  —  sec  y 
r,  r,     2 


r,  sec  r 


Relation  between  the  lip  angles. 

By  cqs.  (54).  (65), 
dx  sin  r      ^\       Hx  -\-  h  sec  r 


or 


.     .     .    (66) 


rx 


V2g/h.      (67) 


Velocity  of  efflux. 

.    /J 

^      ra^'"7    

v«=2«asin^  =-'  — ^4/^/r..    (68) 

Quantity  Q  of  water  passing  through 
the  turbine  per  second^  blade  thick- 
ness being  tiisregarded. 

Q=2iCrxdxVr  =2fcrxdxVx  sin  y 

=.2TCrxdx'<\\\y^'2gHx,  (69) 

The  useful  work  (disregarding  hy- 
draulic  resistances) 


d%  sin  fi      Vx 


dx      Hx 


Hx 


sin  fi 


dtHx  ■\-  h      sin  2y 

Speed  of  turbine. 

Hx-rh  sec  y 
«t  =  «i  =  —n Vx 

M\  2 

_  Hx-\-h  sec  y 

""Jix  2 

Velocity  of  efflux. 


,     (66) 


y/2gHx.      (67) 


-<«--•) 


=  «/g^/i 


=-wQH, 


tan  y  tan 


D- 


(70) 


(70 


•    The  corresponding  efficiency 


,  Sin'  — 
=  1 i  — r-      •    •    •    (72) 

=  1  -  ^  tan  r  tan  -.     .    (73) 


7/«  =  -  -77  —  Sin  -  sec  y\2gHx.  (68) 

Quantity  Q  of  water  passing  through 
the  turbine  per  second,  blade  thick- 
ness being  diir^arded, 

Q=.2itRdxVr  ^2itRdxVx  sin  y 


=  2nRdx  si  n  r  ^^Hx .  (69) 

The  useful  work  {disregarding  hy- 
draulic resistances) 


=«.e(^,-f/i-~) 


^wQUHx^hii  -^^sin«^c»A7o) 


=  wQ,Hx  +  li)\\  -;^tan  y  tan^.  (7O 
7*^  corresponding  efficiency 


=  I  —  — TT-. —  Sin*  - 


H^ 


see*  y     (72) 


//i 


=s  I  -  -7-  tan  ^^  tan  ~.      .    .    (73) 

C#9  ^ 
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5.  Remarks  on  the  Efficiency. — The  expressions  giving 

the  efficiency  in  the  preceding  deductions  are  all  independent 
of  the  head,  and  it  follows  that  turbines  work  equally  well 
above  and  below  water. 

The  efficiency,  again,  increases  as  the  ratio  ~  diminishes, 

but  it  should  be  remembered  that  the  value  of  dy  must  not  be 
too  small,  as  this  might  cause  a  contraction  at  entrance  and  a 
corresponding  loss  of  energy.  The  wheel-passages  should 
always  run  full  bore,  and  therefore  d.^  must  not  be  too  large. 

Finally,  the  efficiency  increases  as  the  angles  /S  and  y 
diminish. 

6.  Practical  Values. — The  following  are  the  values  which 
experience  indicates  as  giving  good  results  in  practice,  but  they 
should  be  only  regarded  as  guides  : 

Let  V  be  the  theoretical  velocity  due  to  the  head  H^y  so  that 
zr  z=z  2gHy,     Then 

In  an  /.  F,  reaction  turbine 


vj 

= 

V 

8' 

«1 

— 

-•«, 
'■j      ' 

—  .s6v. 

f* 

— 

d,^ 

■          • 

2 

y  usually  varies  from  10°  to  30**,  an  average  value  being 


20**. 


If  u^  =  Fj,  /?  usually  varies  from  135**  to  150*",  an  average 
value  being  145**. 

If  v^'  =  o,  /?  usually  varies  from   30"*  to  45**,  an  average 
value  being  35**. 
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In  an  O.  J*,  reaction  turbine 


vj'  =  .2iz;  to  Ajv^ 


^2 


Let  n  be  the  number  of  the  guide-blades. 
Let  «j  be  the  number  of  the  wheel-blades. 
Then 


^2  -  ^i  =  ^ 

=  4  X  shortest  distance  between  wheel-blades^ 

2r 

— ^  =  shortest  distance  between  guide-blades, 
n 

1  3 

n  =  -«,  to  -«,. 

2  *       4  * 

The  H.  P.  =  .i7r^Hy 

y  usually  varies  from  20**  to  50°,  an  average  value  being- 

P  usually  varies  from  20*  to  30°,  an  average  value  being- 
25°. 

In  an  A,  F.  reaction  turbine 

vj  =  t//'  =   .152/  to   .2Z/, 
«j  =  l^j  =  .  561'. 

Y  usually  varies  from   15°  to  50°,  an  average  value  being- 

25°. 

y$  usually  varies  from   12°  to  30**,  an  average  value  being^ 

25°. 

For  a  delivery  of  30  to  60  cu.  ft.  and  a  fall  of  25  to  40  ft. 

;/  =  1 5^  to  18**     and     /?  =  13**  to  I6^ 
For  a  delivery  of  40  to  200  cu.  ft.  and  a  fall  of  5  to  30  ft. 

y  =  18**  to  24°     and     /^  =  16**  to  24°. 
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For  a  delivery  of  more  than  200  cu.  ft.  and  for  falls  of  less 
than  about  5  or  6  ft. 

y  =  24**  to  30"*     and     ft  =  24^  to  28°. 

Denoting  VA^  sin  y  by  A\ 

3 
H  may  vary  from  -A'  to  2-^'  if  ^4'  <  2  sq.  ft. 

**     **        ''       **     -A'  to  ^'A  if  A'  >  2  sq.  ft.  and  <  16  sq.  ft. 

42  ^  ^      ^ 

*'     **        "        '*     A'  to  -y4'  if  A'  >  200  sq.  ft. 

4 

In  A.  F.  impulse  turbines  R  is  often  made  to  vary  from 

^^'  to  2A'. 
4 

In  reaction  and  impulse  turbines  the  blade  thickness  varies 

from  f  to  f  in.  if  the  blades  are  of  wrought  iron,  and  from  \  to 

\  in.  if  they  are  of  cast  iron.     The  tips  of  cast-iron  blades  are 

usually  tapered. 

.  Ex.  I.  An  axial-flow  impulse  turbine  passes  170  cu.  ft.  of  water  per 
second  under  the  head  of  8.6  ft.  over  the  inlet*  and  it  may  be  assumed 
that  the  whole  of  this  head  is  transformed  into  useful  worlc.  The  depth 
of  the  wheel  is  .9  ft.,  its  mean  diameter  is  8.4  ft.,  and  the  outlet-lip  makes 
an  angle  of  72^  with  the  vertical.  The  turbme  has  62  guide-  and  60  wheel- 
vanes,  all  the  vanes  being  }  in.  thick.  The  outlet  velocity  of  whirl  is 
nil.  Find  the  direction  of  motion  of  the  water  at  inlet,  the  slope  of  the 
wheel  vane  at  inlet,  the  H.P.,  the  speed,  and  the  inlet  and  outlet  orifice 
areas  and  widths. 

First,     Disregard  hydraulic  resistances. 

1  nen  ^ .—  =  0.0  =  —  -  = , 

'ig  S  g 

and  Vi  =  lUx  cos  x  =  8  1/8.6 

=  23.4606  ft.  per  sec. 

Also,  Ki'  =  Vi*  -K  «i*  —  2Vi«i  cos  X  =  w,"  =  «,*. 

Therefore     Vx  =  u^  =  »«,  and  the  triangle  acii  is  isosceles,  so  that 

a  =  180*  ~  2X' 

AcFain,      =  the  efficiency  =  i  —       =        =  .005, 

*  ^  X  9.5  '  2g      9.5        ^^' 

and  Va  =  8  ^,g  =  7*5^946  ft.  per  sec. 
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Therefore         »»=:«,  =  v,  cot  i8*  =  23.358  ft.  pecsecir 
and  sec  r  =  —  =  '.99' 25, 

so  that  r  =  59°  52'. 

and  «  =  i8o'  -  2  r  =  6o*  16'. 

The  H.P.  =  ^^g-^^5  ^  .905  =  166..36. 

,     .  60  X  23.358  «. 

The  speed  in  revolutions  per  mm.  =  ^  ^  g      -♦=  53-<>8"- 

170          170  «    «        , 

The  inlet  area     =  -V  = r— -  =  8.38  sq.  ft.  . 

The  outlet  area  =  -^  =  —55-  =  22.4  sq.  ft. 

v«       7- 589 

8.38  =  ^:  j  ?r  X  8.4 cosec  59*  52' cosec  6o*  16'  >  =  rf^  x  2o,^y^^ 

and  ^.  =  .408  ft. 

22.4  =  //a  I  jf  X  8.4 cosec  18"  I  =  </:.  X  18.30983, 

and  '  d^  =  1*223  ^t. 

Second,     Take  the  hydraulic  resistances  into  consideration. 

V:"          8  ^  ,,         «.7/w          «i7/»  cos  Y 
—    =  -(8.6)  r=  = . 

2^  9  g  g 

Therefore         v  =  2//,  cos  y  =  22.1189  ft.  per  sec^ 
The  triangle  acd  is  theretore  isosceles,  and 

Vy     =    U.     =    W,, 

»o  that  ^r  =  180'  —  2  r. 

Also, 

? '  K,«  =  i^«,'  sec"  ^^  =  K,»  -H  :^>*  =  «.*  +  57.6  =  —Hi*  sec*  r. 

Therefore  1/  '(i.i  sec'  y  -  i;  =  57.6, 

and  u   =  16  325  ft.  per  sec.  =  »«. 

^.  ^        22.1189 

Then  cos  ;-  =  -  =  -i^^  =  .677453. 

and  r  =  47^  21'. 

Hence,  too.  "r  =  i8o«  -  2  r  =  85*  18'. 

60    X    16. 12? 

The  speed  in  revolutions  per  mm.  = —  —  =r  37.1. 

It    X    O.J. 


((8  6) 
The  efficiency  = =  .8046. 
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>rhe  H.P.  =  ^^i^?Z0JL9.5  ^  3^  ^  ^     ^  ^^ 

550 

w,.     .  ,  170         170  cosec  47"  21' 

The  inlet  area    =  =  o =  10.449  SQ«  ft. 

Vi  sin  ;^  22. 1 189  ^^^  ^ 

rw..^  ,  170  '70 

The  outlet  area  =  —  = 3  =  32.05  sq.  ft. 

Vt       Uu  tan  18       •*     ^  "^ 

10.449  =   -//.  I  jr  X  8.4  — -  cosec  47*  21' cosec  85*  18'  > 

=  18.3402  X  di, 
«nd  </.  =  .57  ft. 

9  ^  ^  60  ) 

32.05  =  — Oa  j  ;r  X  8.4  —     cosec  i8'*  ^ 

=  </a  X  14.85885, 
«nd  ^]^a  —  2.157  ft. 

Ex.  2.  An  A.  F.  reaction  turbine  of  7  ft.  mean  diameter  passes  198 
cu.  ft.  of  water  per  second  under  a  total  head  of  13.5  ft.,  the  depth  of  the 
>vheel  being  i  ft.  At  inlet  the  lip  angle  (cr)  is  90*,  and  at  outlet  the 
peripheral  and  relative  velocities  are  equal  (y%  z=  u^  =z  ui).  The  width 
of  the  wheel  is  1  ft.  at  inlet  and  1.25  ft.  at  outlet.  Determine  the  di- 
rection and  magnitude  of  the  velocity  of  the  water  at  entrance,  the  np 
«ingie  at  outlet,  the  si>eed  in  revolutions  per  minute,  the  efficiency  and 
the  H  P.     Disregard  hydraulic  resistances. 

By  the  condition  of  continuity, 

jr  .  7  .  I  .  z//  =  198  =  jr .  7  .  I  Jvr", 

and  therefore  iV  =  9  ft.  per  sec,  vr"  =  7J  ft.  per  sec. 

Again, 

64   X    13.5  -  r,»  =  864  -  v/»  -   !/,»  =    K,^  -    K,'  =  «i»  -  Vr'  \ 

f)r  2«,'  =  864,    or    «,  =  12  1^3  ft.  per  sec.  =  //», 

•  I/,        12  Vx 

cot  y  =    —  = =  2.309,    and    y  =  23*  25', 

Vr  9 

sin/J=^  =  ^-?  =  -7i?,  =  iv'3  =  .3464,     and    /^  =  20*  5'. 

Therefore  6  =  -(i8o«  -  20*  5')  =  79*  77^', 

fi  - 

vt  =  2Ut  sin      =  24  1^3  X  .1744  =  7.25  ft   per  sec. 

The  efficiency  =  i  -  y =  '  -  o^o^  =  .9391. 

'  64  X  13.5 

_      62I  X  13.5  X  198  ^^    ^ 

The  H.P.         =  -^ ^3 ^  X  .9391  =  285.25. 
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6ox  12  f/3 
Revolutions  per  rain.  =  — —-^   =  56.68. 

Ex.  3.   To  construct   an   O.  F.  turbine  from  the  following  data; 
the  fall  (//i)=  5  ft.;  the  interior  diameter  (2ri)  =  1.8  ft.;  xhe  exterior 
diameter  (2ra)  =  2.45  ft. ;  fi  =  30  cu.  ft.  per  second;  ^  =  30*  ;  the  effi- 
ciency (rf)  =  .9.     Also,  disregard  hydraulic  resistances. 

First,    Take  vj'  =  o.     Then 

V'i^         UiVi  cos  30» 

.9=1—  2 — =^— . 

^  64  X  5  32  X  5 

Therefore  v«  =  4  ^^2  ft.  per  sec, 

and  UiVi  =  96  1^3. 

Again,  by  the  condition  of  continuity  (eq.  5), 

n  X   1.80  X  (iyVx  sin  300  =  30  =  it  x  2.45  x  dtVu 
Taking  /ii  =  ^a , 

.9V1  =  2.457/a  =  9.8  i^2, 

and  7/1  =  —  r  2  ft.  per  sec. 

Therefore  «.  -  §^^  =  ^^"^  V6-ft.  per  sec.. 

9 
*"^  »>  =  ^^«i  =  6  i^  6  ft.  per  sec. 

Hence       "^"  ^^  +  >^^>  =  ^J  =  2Zi±3  =  1^3    .   L  cot  ^ 

sin  a  vt         2401  2    ^2  • 

or  cot  (180.  -  a)  =  -^J .  i57_  _    329^ 

2401         -^  ^^ 

»"^  «•  =  io8*  15'  =  inlet-tip  angle. 

Also,  tan  /?  =  ;^  =  i^  =  .3849. 

a"«^  /?  =  21*  3'  =  outlet-tip  angle. 

Disregarding  the  thickness  of  the  vanes, 

3?  30  135    /- 


the  inlet  area    =  .<4x  =  ■    ,  =  ^ —  4/2=  'X  806^  so  ft. 

vr'      vi  sin  30**  "•  49  ^  ^      3-0903  sq.  it*» 

and  '^i  =  rTTs  "^  -^^^^  ^'-  =  "^^ ' 

the  outlet  area  =  .<4t  =  —  =  -5^  =s  5.303  sq.  ft. 
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The  numbcfof  revolutions  per  min.  =    ^  ^  ^  ^^  -  =  114.52. 


n  X  2.45 


2.45 


SeconJ.     Take  K»  =  w,  =  -^«'i-     Then  the  triangle /^>l  is  isosceles. 


Therefore 


and 


Again, 


I  - 


fi  0 

vt  =  2«j  sin  -  =  T/„"  cosec  -, 
2  2 

=  .9  = 


64  X  5 


32  X  5 

o          ^** 
UxVx  cos  30* 

2 


160 


«nd 


Therefore     v«  =  4  V2  ft.  per  sec., 

320    y-         2.45 


«iVi 


1.8 


Ut 


2.45  V,  /5  49  ./-  fi 

=  vi--^  --  cosec  -  =  Vi  -^  y  2  cosec  ~ 


1.8  2 


18 


By  the  condition  of  continuity. 


"v        •        .         o  22       ^^  22^  p 

-dxVx  sin  30"  X  1.8  =  30=  -d'iVr*  x  2.45     =  -</,v,  cos  -  x  2.45 

7  7  7  2^*' 

=  y  ^.  9-8  V2  cos  ^. 


Taking  ^1  =  ^s. 


.92/1  =  9.8  y  2  cos  -. 

2 


Hence 


cos  J  .  -ST  2  cosec  — , 


«nd 


^      ^      4320      ^/l 

.2         :rr^T-  =  3-H07, 


fi 

2' 


cot 


•  2         2401 

fi  —  35"  34'  =  outlet-tip  angle. 
Hence,  also 

Vi  =  14.6634  ft.  per  sec,  u^=  9.261  ft.  per  sec,  and  wi  =  6.7963  ft.  per  sec. 
sinfa+jo')       m,        1.8   «,         1.8       7/,  .9 


Again, 


sin  a 


Vi       2.45  V,        2.45       ,     fi'  ^        A* 

^^  ^"^  2  sin  -    9.8  V2  cos  ^ 


or 

or 
«nd 


cos  30'  +  cot  a  sin  30*  =  ^  ^  ^^'^ —  cosec  fi  =  .46399, 

2.45   X  49  "^ 

cot  (i8o'  —  a)  =  ,804, 

a  =  128'  48'  -  inlet-tip  angle. 
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Disregarding  the  thickness  of  the  vanes, 

1.1  ^         30  30  54  j^ 

the  inlet  area    =  ^,  =  — ,  =  — ^ =  ~T7~  sec  -  =  4.09J  sq.  it,. 

Vr       z/i  sin  30*      9.8  V2  2       -t"^    -M'    **^ 


and 


4.092 

^' =  ^nn^  -  7233  ft.  =  ^. ; 


the  outlet  area  =  — - — >,  =  — ^  x  1.050 18  =  5.5694  sq.  ft. 

P      2  4/2 

Vi  cos    2 

^L  ._  *  ,  .  .  60       X       6.796 

The  number  of  revolutions  per  mm.  = „  -  =  72. 

?r  X  i.o 

Ex.  4.  An  I.  F.  reaction  turbine  of  24  ins.  exterior  and  12  ins.interibr 
diameter  passes  400  gallons  of  water  per  second.  The  mlet  and  outlet 
orifice  areas  are  equal  and  the  depth  of  the  latter  is  1.25  ft«  The  guides  '■ 
vane  lip  has  a  slope  of  i  in  5  and  the  inlet-lip  is  radial.  Disregarding 
vane  thickness  and  hydraulic  resistances,  find  the  total  head  over  the 
inlet  and  also  the  efficiency,  the  outlet  velocity  of  whirl  being  nil. 

By  the  condition  of  continuity, 

AxVr    =  AtVr    =  400  H-  6i  =  64  =  A%Vr'  =  A%V%, 

Therefore 

Vr  =  Vr"  =  z^a  =  64  +  ;r .  I  .  i^  =  8A  ft.  per  sec, 

?V      /56\' 
d  the  head  equivalent  to  Vi  =  —  =  (  —  1  =  1.036604  ft. 

^       \55/ 
Again, 

ui  =  Vr'  cot  y  =  sv/  =  40  j«,  ft.  per  sec.  =  2«», 

and  the  use/u/  head  =    '  "^  =  —  =  (40 fj)*  -t-  32  =  5if|t  ft. 

Hence 

the  /o/a/hcsid    =  1.036694  +  51.834710  =  52.871404  ft., 

and  the  efficiency  =  5i:|3471o  ^  ^ 

^       52.871404        ^ 

Also,  the  speed  in  revolutions  per  min.  =  ^^^  =s  388.76. 

7C  X  2 

Tl,«   W  r>    —  62i    X    64  X   52.871404  „  ,     • 

The  H.P.  =  -  J ^^q'  X  .98  =  376.98. 

tan  /?  =  ~  =  85'i  +  20y«r  =  .4,     and    /J  21*  48'. 


an 
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Ex.  5.  In  the  preceding  example  show  how  the  results  will  be  mod- 
ified if,  instead  of  the  outlet  velocity  of  whirl  being  nil,  the  relative  and 
peripheral  velocities  at  outlet  are  equal. 

As  before, 

Vr  =  Vr'=^  8jV  ft.  per  sec, 

Ux    =  40/j  ft.  per  sec.  =  21/1  =  2  4/2. 

The  speed  in  revolutions  per  min.  =  ~-^  =  ^t^'J^, 

Again,  V^^  -  r,«  =  «,«  -  «.»  +  ^//,  -  «;,•. 

or  «t*  -  V  =  ««'  —  «i"  +  :5f/^i  -  Wi*  -  Vr' ", 

and  //» ,  the  total  head.  =—  =  51^!^  ft. 
Also, 

Sin  P  =  jj:r  =  —  =  «A  +  20A  =  .4,     and     /J  =  230  35'. 

-,  1                 4«a*  sin*  —  •,  ^ 

The  efficiency  =  i  —  — tjt  =  i — —  z^  \  —   — ^-    - — ~ 

(20 A)"   X  .0835209 

=  I  -  ^—^-^ o  =  •979- 

32  X  51.834710 

^,     ,,  •^       62!  X  64  X  51.83471 

The  H.P.  = 550  ^  -^^^  ^  369.109- 

Ex."6.  A  vortex  impulse  turbine,  without  guide-vanes  but  with  32  wheel- 
vanes  of  f-in.  thickness,  has  an  exterior  diameter  of  2.625  ^t.,  an  interior 
diameter  ot  2.1  ft.,  and  passes  30  cu.  ft.  of  water  per  second  under  a  head 
of  560  ft.  The  water  enters  at  an  angle  of  30*  with  the  wheel's  periph- 
ery, and  the  relative  and  peripheral  velocities  at  outlet  are  equal.  The 
wheel  depth  at  outlet  is  3  times  the  depth  at  inlet.  Allowance  is  made 
for  hydraulic  resistances  by  taking  .94  as  a  coefficient  of  velocity  at  inlet, 
and  by  adding  lo  per  cent  to  the  head  equivalent  to  the  relative  velocity 
at  outlet. 

Vx  =  .94  1^64.560  =  177.955  ft.  per  sec. 

Also,  «,'  -  ,/.»  rr  li  K,"  -    v.^  =  i'«,'  -  V,\ 

10  10 


cr 


10  io\  2.625  /  250 

Therefo,^  |/lg  =    «'   =  ?i5j£_+J?L, 

^    266        V\  sin  30* 
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or  sin  {a  +  30)  =  ^  V^  =  .4847?. 

or  a  4.  3o»  =  151*,     and     a  =  121'. 


sin  {a  +  30')  sin 

Again,  u,  =  V.  -r-- =  177.955—- 


29' 


sin  a  ^•^'^sin  59** 

=  100.634  ft.  per  sec, 

and  u%  =  80.5072  ft.  per  sec. 

^.  ,  .  ,     .  .         60  X  100.634  ^- 

The  speed  in  revolutions  per  min.  =     2 =*  731.08. 

ft  X  2.025 

By  the  condition  of  continuity, 

AiVr  =  AiVi  sin  ^  =  30  =  A%Vr"  =  A^Vt  sin  ft  =  A%Ut  sin  fl. 

Therefore 

60 
955 

=  .337941  sq.  ft. 


2.dA^  y,  2.625  -  12  X  W  -  At=—  cosec  30'= 

10       (  ^       -^    .      48  )  V,  ^         i77.< 


and  dx  =  .06  ft.  = 

3 

Also, 


Ax 

10 


.i8j*  X  2.1  —  32  X  —  cosec  /?  >  =  ^,  =  —  cosec  fl 


=  "5 cosec  A 

80.5072  '^* 

or  1.0692  =  cosec  ft  (.324  +  .372637)  =  cosec  fi  x  .696637, 

and  cosec  0  =  1.534,    or    /5  =  40*  41'. 

Therefore,  also,  ^  =  69'  39!'. 

Again,        vj  =  177955  cos  30"  =  154. 113  ft.  per  sec., 
and 

vw'  =  w»(i  —  cos  fi)  =  80.5072  X  .241676  =  19.4723  ft.  per  sec. 

Hence 

the  efficiency  =  ■°o-634  x  i  S4.1 13  -  805072  x  19.4723 
•^  32  X  560 

=  '394..33  ^     8 

17920  ' 

The  H.P.  =  ^?i^3o.x_56o  ^        ^     j 

550 
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7.  Theory  of  the  Suction  (or  Draft)  Tube. — Vortex  and 
axial-flow  turbines  sometimes  have  their  outlet-orifices  opening 
into  a  suction  (or  draft)  tube  which  extends  downwards  and 
discharges  below  the  surface  of  the  tail-water.  By  such  an 
arrangement  the  turbine  can  be  placed  at  any  convenient  height 
above  the  tail- water  and  thus  becomes  easily  accessible,  while 
at  the  same  time  a  shorter  length  of  shafting  will  suffice.  The 
suction  tube  is  usually  cylindrical  and  of  constant  diameter,  so 
that  there  is  an  abrupt  change  of  section  at  the  outlet-surface 
of  the  turbine,  producing  a  corresponding  loss  of  energy  by 
eddies,  etc.  This  loss  may  be  prevented  by  s6  forming  the 
tube  at  the  upper  end  that  there  is  no  abrupt  change  of  section, 
and  by  gradually  increasing  the  diameter  downwards.  The 
cost  of  construction  is  greater,  but  the  action  of  the  tube  is 
much  improved. 

Let  k'  be  the  head  above  the  inlet-orifices  of  the  wheel. 

Let  A"  be  the  head  between  the  inlet-orifices  and  the  sur- 
face of  the  tail-water. 

Let  Zj  be  the  loss  of  head  up  to  the  inlet-surface. 

Let  Zj  be  the  loss  of  head  between  the  wheel  and  the  tube- 
outlet. 

Let  v^  be  the  velocity  of  discharge  from  the  outlet  at  bottom 
of  tube. 

Let  P  be  the  atmospheric  pressure. 

Then,  assuming  that  there  is  no.  sudden  change  of  section 
at  the  outlet-surface, 

and  therefore 

^ii:^«  =  h'  +  h"  -  !^'!^-^^-+ ^^  ~L,-L^ 

ze;  '  2^  IS 
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where  //  =  A'  +  A"  =  total  head  above  tail-water  surface, 
and  v.^f  v^y  L^ ,  L^  are  expressed  in  the  forms 

WV.      /'4^l''     /^52^»     /'6^» 

/ij ,  /i^ ,  yt/g ,  //,  being  empirical  coefficients. 
Again,  the  effective  head 

V?  A     Pm  V? 

^»  =  ^+ -/*  =  ^+ ^-jC/'.  -  ^.  -  >".  -  >".)' 

and  is  entirely  independent  of  the  position  of  the  turbine  in  the 
tube. 

Also,  if  ^^  is  the  area  of  the  outlet  from  the  suction-tube, 

^{^\—  Q—  ^x^\  sin  y, 

so  that  T'  can  be  expressed  in  terms  of  v, ,  and  hence ~ 

*  *  tt/ 

is  also  independent  of  the  position  of  the  turbine  in  the  tube. 

Suppose  the  velocity  of  flow  to  be  so  small  that  v^^ ,  i\ ,  L^ 

may  be  each  taken  equal  to  nil.     Then 

h     +-=:—; 

W  IV 

and  since  the  minimum  value  of  p^  is  also  «//,  the  maximum 
theoretical  height  of  the  wheel  above  the  tail-water  surface  is 
equal  to  the  head  due  to  one  atmosphere.      Again, 

g{h'  +  h")  ^  gH  =  vju,  -  vj'u,  +  ^ 

=  T/j  COS  yu^  -  «j(«,  —  Fj  cos  /^)  +  -y . 

But 

A^v^  sm  y  :^  Q=  A^v^  sin  d  =  A^V^  sin  /?  =  A^v^\ 
and  hence,  taking 

u  v^ 

gH  =  v^{u^  cos  y+  j/ywj  .  k,  cos  /?)  —  «/  +  -^-^, 
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and  therefore 

2  /    ^,  .      A          ,  ,        K,  cos  y  +  4//^,  .  «,  cos  >5 
— (^^+  «,']  =  ^'1'  +  2t^i-^ M,  

-^  COS  Y  4"  ^/'a  •  cos  P 


/^4 


where  ^  =  —\^  cos  y  +  1///3  cos  ^ . 

Hence  it  follows  that  v^  increases  with  «, ,  i.e.,  with  the 
speed  of  the  turbine,  if 


^//^2  +  ^X' 

A  suction-tube  is  not  used  with  an  outward-flow  turbine, 
but  a  similar  result  is  obtained  by  adding  a  surrounding  sta- 
tionary casing  with  bell-mouth  outlet.  A  similar  diffusor 
might  be  added  with  effect  to  a  Jonval  turbine  working  without 
a  suction-tube  below  the  tail-water.  The  theory  of  the 
diffusor  is  similar  to  that  of  the  suction-tube. 

8.  Losses  and  Mechanical  Effect. — The  losses  may  be 

enumerated  as  follows: 

I.  The  loss  (Zj)  of  head  in  the  channel  by  which  the  water 
is  taken  to  the  turbine. 

/j  being  the  coefficient  of  friction  with  an  average  value  of 
.0067,  /  the  length  of  the  channel  of  approach,  tn  its  mean 
hydraulic  depth,  and  v^  the  mean  velocity  in  the  channel. 

L^  is  generally  inappreciable  in  the  case  of  turbines  of  the 
inward-  and  axial-flow  types,  as  they  are  usually  supplied  with 
water  from  a  large  reservoir  in  which  v^  is  sensibly  nil. 

\i  A^  is  the  sectional  area  of  the  supply-channel,  then 

^o^'o  =  C  =  ^1^1  sin  y, 
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and 

31.  The  loss  {L^  of  head  in  the  guide-passages. 

This  loss  is  made  up  of: 

{a)  The  loss  due  to  resistance  at  the  entrance  into  the 
passages ; 

(^)  The  loss  due  to  the  friction  between  the  fluid  and  the 
fixed  blades; 

{c)  The  loss  due  to  the  curvature  of  the  blades ; 

(d)  The  loss  of  head  on  leaving  the  guide-passages. 

These  four  losses  may  be  included  in  the  expression 

f^  being  a  coefficient  which  has  been  found  to  vary  from  .025 
to  .2  and  upwards.  An  average  value  oif^  is  .  125,  but  this  is 
sotnewhat  high  for  good  turbines. 

Note.— ^In  impulse  turbines  j^  has  been  found  to  vary  from 
.11  to  .17. 

III.   The  loss  (Z3)  due  to  shock  at  entrance  into  the  wheel. 

^  In  order  that  there  may  be  no.  shock 
at  entrance,   the  relative  velocity  {V^ 
must  be  tangential  to  the   lip  of  the 
Pl  j     vane.     For  any  other  velocity  (z//  =  ac'^ 

jf^'^\ ^    "  '     and  direction  {dac  =  y'^  ^^  ^^^  water 

Fig.  307.  at  entrance,  evidently 

Z,  =  the  loss  of  head  =  ^— ^  =.  L  _Z_3lA._Z 

3  '  2g  2g 

iy'  sin  y'  —  v^  sin  y)'       (2/  cos  y'  —  v^  cos  y'f 

=  2g  27" 


(7/  sin  y'  —  V^  sin  orf       (7/  cos  y^  —  7\  —  V^  cos  of 
2g  '  2i 
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Generally  co  is  small,  and  L^  is  always  nil  when  the  turbine 
is  working  at  full  pressure  and  at  the  normal  speed. 

This  loss  of  head  in  shock  caused  by  abrupt  changes  of 
section,  and  also  at  an  angle,  may  be  avoided  by  causing  the 
section  to  vary  gradually,  and  by  substituting  a  continuous 
curve  for  the  angle. 

IV.  The  loss  (L^)  of  head  due  to  friction,  etc.,  in  passing 
through  the  wheel-passages,  including  the  loss  due  to  leakage 
in  the  space  between  the  guides  and  the  inlet-surface.  This 
loss  may  be  expressed  in  the  form 

where /^  varies  from  .  10  to  .20. 

Note. — The  loss  of  head  due  to  skin -friction  often  governs 
the  dimensions  of  a  turbine,  and  renders  it  advisable,  in  the 
case  of  high  falls,  to  employ  small  high-speed  turbines. 

V.  The  loss  of  head  (Z^)*  due  to  the  abrupt  change  of  sec- 
tion between  the  outlet-surface  and  the  suction-tube. 

As  in  III,  v^{=-  fh)  is  suddenly  changed  into  z/j'(=/A'), 
and  the  loss  of  head  is 

_  ijthrf_  {hxf-\-{h'xf       {hxf 

since  h'x  is  very  small  and  may  be  disre- 
garded.    Thus  ^'°-  3^- 

_(F,sin/g-z//)» 
^*"  ^  ' 

z/3'  being  the  component  of  v^  {f^^)  in  the  direction  of  the  axis 
of  the  suction-tube. 

If  there  is  no  abrupt  change  of  section  between  the  outlet- 
surface  and  the  tube,  L^  is  nil. 

VI.  The  loss  of  head  {L^  due  to  friction  in  the  suction- 
tube.     Assume  that  the  velocity  v^  of  flow  in  the  tube  is  equal 
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to  v^\  the  velocity  with  which  the  water  leaves  the  turbine. 
Also  let  A^  be  the  sectional  area  of  the  tube.     Then 

y^(=yj)  being  the  coefficient  of  friction  with  an  average  value 
of  .0067,  /'  the  length  of  the  tube,  and  m'  its  mean  hydraulic 
depth. 

VII.  The  loss   (Lj)  of  head  due  to  entrance  to  sluice  at 
base  of  tube.      This  loss  may  be  expressed  in  the  form 

the  average  value  of/y  being  about  .03. 

VIII.  The  loss  (Zg)  of  head  due  to  the  energy  carried  away 
by  the  water  on  leaving  the  suction-tube. 

^«  -  2g' 


and  v^  usually  varies  from  \  ^2gH  to  f  ^^gH, 

In  good  turbines  the  loss  should  not  exceed  6  per  cent* 
It  might  be  reduced  to  3  per  cent,  or  even  to  i  per  cent,  but 
this  would  largely  increase  the  skin-friction. 

IX.  The  loss  of  head  (Z^)  produced  by  the  friction  of  the 
bearings. 

Z,  =  }xW-u^, 

pi  being  the  coefficient  of  journal  friction,  Wthe  weight  of  the 
turbine  and  of  the  water  it  contains,  and  p  the  radius  of  the 
journal. 

Hence  the  total  loss  of  head 

=  L,  +  L,  +  L,  +  L,  +  L,^L,  +  L,  +  L,  +  L,  =  L, 
and  the  total  mechanical  effect 


-<,-■)■ 
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Note. — If  there  is   no   suction-tube,   Z^  =  o  =  Zg  =  Z^ 
=  Zg,  and  the  total  loss  becomes 

r  A.  r  j_  /-  _j_  /  -j_  7  _L  ^«'  _!.  i  ^^^'   '^^"^    outlet-surface   to 
1.,  +  L^  +  L^  +  L,   .   /.^  +  -^  +  I      t^ii.^ater  gy^f^^g 

Example. — A  vortex  turbine,  with  a  draft-tube  of  the 
same  sectional  area  as  that  of  the  outlet-orifice  openings,  passes 
ICO  cu.  fl.  of  water  per  second  under  the  head  of  9J  ft.  The 
exterior  and  interior  diameters  are  in  the  ratio  of  5  to  4,  and 
the  outlet-  and  inlet-areas  are  in  the  ratio  of  9  to  10.  The 
direction  of  the  water  at  the  inlet  and  the  outlet  lip  angle  are 
given  by  sin  ^  =  .25  =  sin  /^.  The  water  leaves  the  tube 
through  a  sluice  having  a  sectional  area  10  per  cent  greater 
than  that  of  the  outlet-orifice  area.  The  outlet  velocity  of  whirl 
is  nil,  i.e.,  6  =90°. 

Disregard  the  losses  Z^ ,  Zj ,  Z^ ,  Z^ ,  and  Z^. 

2 


The  loss  of  head  to  inlet  =  -/^  :;":.• 


^1 
2> 

««       ««    ««     <<     in  wheel-passages  =y^— ?-. 

^2 
«<       ««    <«     *«     at  sluice-entrance  zzr/"-^. 

<*       «<    <«     «<     carried  away  by  water  =      -=-. 
Hence  the  total  loss  of  head 

=f|/.(?.)'+/.+(.+/.)(^.)*|. 

But,  by  the  condition  of  continuity, 

A^v^  sin  y  =  Q  =  A^V^  sin  fi  =  Ajj^. 


Therefore 

• 

sin  fi 

. =  .9; 

smy        ^ 

V,      A,  .           .25         I 
75  =   A  sm  p  =  —    =  — 
F,      A^       ^       I.I       4.4 
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Hence  the  total  loss  of  head 


=  Sj,x.8,+.,.6+i^}=Sx..6, 


taking  j^  =  .i,  f^=z  .126,  and  f^  =  .03. 
Again,  the  '' usefuV  head 

«i7'«,'        -I       5 


•  • 


32         32     4 


5    rr         ^    ^i^j    Sin/? COS  )^       F'     135  ^ 

=  — of^^cos  /?  .  ~V-^  . V =  -^  .   ..- -  =  2.10937s  ft, 

128    *        ^       -^1  sin;'  2^      64  ^^J/J 


Therefore 


F'  F* 

9.5  =  ^-(.26  +  2.1094)  =  -^  X  2.3694, 

or 

— ^  =  4  ft.,  approx.,    and     F,  =  16  ft.  per  sec. 
2^ 

The  useful  work  per  lb.  of  water 

=  4  X  ^  =  8.437s  ft. -lbs. 

The  work  consumed  in  hydraulic  resistances  per  lb. 

=  4  X  .26  =  1.04  ft.-lbs. 

The  total  work  per  lb.  of  water  =  9.4775. 

T-u      .a:  •  8.4375         Q^ 

The  emctency  =  =  .89. 

•^         ^       9-4775 

^,  rr    T.  62*  .    100    .  9i 

The  H.P.  =  — ^ ^  X  .89  =  96.1. 

550 

^,=  -nr  cosec/?=-^  =25  sq.  ft.  and  A,=  -f  z=27.78sq.  ft. 
*       Fj  16  ^      .9        '  '       ^ 
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Again, 

z/j  =  .gV^  =  14.4  ft.  per  sec., 

«,  =  F,cos>5=  i6r  ^=  15.492  ft. 


per  sec, 


and 


Also, 


Uy  =  -«j  =  19.365  ft.  per  sec. 
4 


«,       sin  {a  4-  ;/) 

—  = ; =  cos  y  +  cot  a  sin  1/, 

z/,  sin  or  '^    *  '^' 


or 


^^*^^  =  ;r  ^^^^^  r  —  cot  y  =-7—7-  X4-"  3-873=  1.5061. 

^i  *4'4 

and  «=33°35'- 

If  the  diameter  of  the  tube  is  equal  to  that  of  the  outlet- 
surface,  viz.,  4  ft.,  and  if  its  lower  edge  is  rounded  so  that 
/^  =  o,  then 

energy  per  lb.  of  water  carried  away  =  -^ 

The  loss  in  shock  in  draft- tube 

Thus  the  total  loss  now  becomes 
_J.(.o8i  +  .  126  +  .05448  +  .04705)  =  ^  X  .2695. 

As  before,  the  useful  head  =  — ^  x  2. 1094. 
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Therefore  the  total  head    =  -^  x  2 .  3789, 

and  the  efficiency  =  — — ^  =  .886. 

2.3709 

Also, 
9.S  =  T-X2.3789,  or  ^=  3.993ft., and  ^3=  15.987ft.  P«rsec, 

If  there    is    no    draft- tube,     ~    must   be   substituted   for 

(i  +A)~y     and     -^  =  ^^  -p. 

2^  2^       2^  16 

Thus  the  total  loss  of  head  is  now 

-^(.081  +  .126 +  .0625)=  -^  X  .2695, 

2g\  •  2/- 

which  exceeds  the  loss  of  head  with  a  draft- tube  by  —  x  .0095 

=  .038  ft.,  which  is  less  than  four  hundredths  of  a  foot  and 
is  practically  inappreciable. 
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1.  A  downward-flow  turbine  of  24  ins.  internal  diameter  passes  10 
cu.  ft.  of  water  per  second  under  a  head  of  31  ft.;  the  depth  of  the  wheel 
is  I  ft.  and  its  width  6  ins.  Find  the  efficiency,  assuming  the  whirling 
velocity  at  outlet  to  be  nil,  Ans,  .997. 

2.  A  downward-flow  turbine  of  5  ft.  external  diameter  passes  20  cu. 
ft.  of  water  per  second  under  a  head  of  4  ft.,  the  depth  of  the  wheel 
being  i  ft.  The  water  enters  the  wheel  at  an  angle  at  60*  with  the  ver- 
tical, the  receiving-lip  of  the  wheel-vanes  is  vertical,  and  the  velocity  of 
whirl  at  outlet  is  nil.  Find  the  internal  diameter  and  the  speed  in  rev- 
olutions per  minute.  Ans,  4.6  ft.;  46.53. 

3.  A  downward-flow  turbine  has  an  internal  diameter  of  24  ins. ;  the 
breadth  of  the  wheel  is  6  ins. ;  the  turbine  passes  33  cu.  ft.  per  second 
under  an  effective  head  of  16  ft.  Assuming  the  whirling  velocity  at  out- 
let to  be  nil,  find  the  efficiency  and  power  of  the  turbine.  If  the  vane- 
lip  at  inlet  is  vertical,  find  the  direction  of  the  vane  at  outlet,  and  the 
speed  of  the  turbine  in  revolutions  per  minute. 

Ans,  .931 ;  55.865  H.P. ;  /?  =  r  =  21*  2' ;  166.7. 

4.  Discuss  the  preceding  example  on  the  assumption  that  the  pe- 
ripheral speed  at  outlet  (u%)  is  equal  to  the  speed  of  the  water  at  that 
point  relatively  to  the  wheel  ( K«). 

Ans,  .928  ;  55.715  H.P. ;  yJ  =  21*  47'  and  y  =  20*  21'. 

5.  An  axial-flow  impulse  turbine  of  5  ft.  mean  diameter  passes  17a 
cu.  ft.  of  water  per  second  under  an  effective  head  of  8.6  ft. ;  the  depth 
of  the  wheel  is  .9  ft.  At  what  angle  should  the  water  enter  the  wheel  to 
give  an  efficiency  of  81  per  cent,  the  width  of  the  wheel  being  constant 
and  disregarding  hydraulic  resistances?    vJ*=o,  Ans,  =  27*  16'. 

Also  find  {a)  the  velocity  with  which  the  water  enters  the  wheel ; 
(d)  the  speed  of  the  turbine  in  revolutions  per  minute;  (c)  the  directions 
of  the  vane-edges  at  inlet  and  outlet ;  {d)  the  velocity  of  the  water  as  it 
leaves  the  wheel ;  (e)  the  power  of  the  turbine. 

Ans.  (a)    23.46  ft.    per  second;   (l)  45.08;    (c)  a  •=  130*   10'; 

y5  =  42*  19' ;  id)  10.748  ft.  per  second  ;  (e)  148.65  H.P. 

If,  instead  of  assuming  that  the;  whirling  velocity  at  exit  is  nil,  it  is 

assumed  that  the  peripheral  speed  (ut)  of  the  wheel  at  the  mean  radius 

is  equal  to  the  relative  velocity  ( Vt)  of  the  water  at  exit,  show  how  the 

several  results  are  affected. 

Ans.   ^^  =  25*  8' ;    {a)   23.46  ft.    per  second  ;    (fi)   54.638 ;    {c) 
a  =  124'  49',  )^  =  44*  6';  (d)  10.748  ft.  per  second  ;  W  148.65  H.P. 
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Also  show  how  the  results  are  affected  when  it  is  assumed  that  the 
hydraulic  resistances  necessitate  an  increase  of  12^  per  cent  in  the  head 
equivalent  to  the  velocity  with  which  the  water  enters  the  wheel,  and  an 
increase  of  10  per  cent  in  the  head  equivalent  to  the  relative  velocity 
(  V%)  at  outlet. 

Ans,  When  vJ*^o  {a)  22.12  ft,    per  second;  {d)  44.21;   (c) 
a  =  147*  50'.  /5  =  27*  44;    (d)  10.748  ft.  per  second  ;  {e)  148.65  H.P. 
When  ut  =  V%  (a)  22.1 19  ft.  per  second ;  (b)  50.97;  (c)  a  =  123'  19', 
P  =  47'  28' ;  (</)  10.748  ft.  per  second  ;  (e)  148.65  H.P. 
If  the  turbine  has  65  guide-blades  of  .2-tn.  thickness  and  63  wheel- 
vanes  of  .4-in.  thickness,  find  the  widths  of  the  inlet  and  outlet  openings. 

Ans,  If  vm"  =0,    ^i  =  4.214  ft.,  d%  =  2.83  ft. 
If  Ut    =  yt,iii=  1.78  ft.,    dt  -  1^8  ft. 

6.  The  efficiency  of  an  axial-flow  turbine  of  4  ft.  mean  diameter  is 
90  per  cent,  and  it  passes  12  cu.  ft.  per  second  under  an  effective  head 
of  40  ft.  At  the  mean  radius  the  water  enters  at  an  angle  of  30*"  with 
the  wheel's  face,  and  the  whirling  velocity  at  outlet  is  nil.  Find  (a)  the 
velocity  with  which  the  water  enters  and  leaves  the  wheel ;  {b)  the 
directions  of  the  vane  at  inlet  and  outlet ;  {c)  the  sectional  areas  of  the 
inlet-  and  outlet-orifices ;  {d)  the  speed  of  the  wheel  in  revolutions  per 
minute  ;  (e)  the  power  of  the  turbine. 

Ans,  (a)  32  ft.  per  second,  16  ft.  per  second  ;    (^)  a  =  49*  6', 
/;=  21"  3':  (c)  .75  sq.  ft.;  {d)  198.39;  (^J  49^-  H.P. 

7.  An  axial -flow  turbine  of  5  ft.  mean  radius  passes  212  cu.  ft.  of 
water  per  second  under  a  total  effective  head  of  12.1  ft.  At  the  mean 
radius,  the  direction  of  the  inflowing  water  makes  an  angle  of  70**  with 
I  he  vertical,  and  the  vane-lip  at  the  outlet  makes  an  angle  of  17* 
with  the  wheel's  periphery.'  If  the  whirling  velocity  at  the  outlet-sur- 
face is  nil,  find  {a)  the  velocity  with  which  the  water  must  enter  the 
wheel  to  give  an  efficiency  of  .953  per  cent.  Also  find  (6)  the  direction 
of  the  vane-lip  at  outlet ;  (c)  the  speed  of  the  wheel  in  revolutions  per 
minute;  {d)  the  widths  and  areas  of  the  inlet- and  outlet-orific^es;  {e) 
the  power  of  the  turbine. 

Ans,  (a)  19.9  ft.  per  second ;  (^)  a  =  8i"  25';  {c)  37.67  ;  (d)  .991  ft., 
31.148  sq.  ft.,  1.81  ft.,  35,14  sq.  ft.;  (<?)  277.709. 
If  the  turbine  has  41  guide-blades  and  40  wheel-vanes,  all  of  .25  in. 
thickness,  find  the  widths  of  the  inlet-  and  outlet-openings. 

Ans.   1.23  ft.;  1.37  ft. 

8.  Write  down  the  equations  for  Jouval's  modification  of  Euler's turbine. 

9.  An  axial-flow  impulse  turbine  passes  170  cu.  ft.  of  water  per  second 
under  an  effective  head  of  9.5  ft.,  the  depth  of  the  wheel  being  .9  ft,  and 
its  mean  radius  4.2  ft.  The  vane-lip  at  the  outlet  makes  an  angle  of  72' 
with  the  vertical.  Assuming  that  the  whole  of  the  effective  head  is 
transformed  into  useful  work,  and  that  the  whirling  velocity  at  the  outlet- 
surface  is  nil,  find  (a)  the  inclination  to  the  horizontal  of  the  outlet-lip  of 
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the  guide-vane :  {b)  the  direction  of  the  inlet-lip  of  the  wheel-vane ;  (c)  the 
efficiency ;  first  neglecting  hydraulic  resistances,  and  second  taking  these 
resistances  into  account. 

Ans,    First.       (a)  59*  52';  {b)  6o*  16' ;  {c)  .905. 
Second,  (a)  47*  21' ;  {b)  85*  18';  {c)  .804. 

10.  In  the  preceding  example  find  the  inlet-  and  outlet-orifice  areas 
in  the  two  cases. 

Ans,   First.  8.38  sq.  ft. ;  22.4    sq.  ft. 

Second.    10.45  sq.  ft. ;  32.08  sq.  ft. 
If  there  are  62  wheels  and  66  guide-vanes,  the  thickness  of  the  latter 
being  .2  in.  and  of  the  former  .4  in.,  find  the  width  of  the  inlet-orifices. 

Ans.  First.  .409  ft.;  1.26  ft.     Second.  .508  ft.;  1.8 1  ft. 

11.  An  axial-flow  turbine  passes  200  cu.  ft.  of  water  per  second  under 
a  head  of  14  ft.,  the  depth  of  the  wheel  being  i  ft.  The  mean  radius  of 
the  wheel  is  3  ft.;  the  areas  of  the  inlet-  and  outlet-surfaces  are  in  the 
ratio  of  7  to  8  ;  the  water  enters  the  wheel  at  an  angle  of  2r*  to  the 
wheel  face,  and  the  outlet  edge  of  the  vane  makes  an  angle  of  16*  with 
the  face.  Find  the  speed,  efficiency,  and  power  of  the  turbine,  and  also 
the  direction  of  the. inlet-lip  of  the  vanes,  vj'  =  o. 

Ans,  73.69    revolutions    per    minute ;     .954 ;    325,243   H.P. ; 
a  =  65*  57'. 

12.  A  downward-flow  turbine  of  3T*r  ft.  mean  diameter  and  of  the 
impulse  type  is  supplied  with  5!  cu.  ft.  of  water  per  second  under  a  head 
of  400  ft.  and  makes  500  revolutions  per  minute.  The  water  enters  the 
wheel  at  an  angle  of  sin  ~*  .6  with  the  horizontal,  and  the  depth  of  the 
wheel  is  i  ft.  The  water  leaves  the  turbine  with  a  velocity  of  60  ft.  per 
second.  Determine  the  whirling  velocity  at  outlet,  the  direction  in 
which  the  water  leaves  the  turbine,  the  efficiency,  and  the  horse-power. 

Ans.  17.725  V»I  72*49';  .86;  214.8. 

13.  In  an  A.  F.  impulse  turbine  of  4  ft.  diameter,  i  ft.  deep,  and  with 
a  6-in.  width  of  opening  at  inlet  and  outlet,  the  efficiency  (7)  =.8; 
yj  =  30° ;  y  =•  30' ;  Vt  =  u%.  Determine  the  inlet-lip  angle  (a),  the  effec- 
tive fall,  the  delivery  (0  (disregarding  thickness  of  vanes),  the  H.P.  and 
the  number  of  revolutions  per  minute. 

Ans.  a  =  75";  1.366  ft.;  29.39  cu.  ft.  per  second;  6.322  H.P. ; 

44.63. 

14.  An  axial-flow  reaction  turbine  of  7  fu  mean  diameter  passes  198 
cu.  ft.  of  water  per  second  undera  total  head  of  13.5  ft.,  the  depth  of  the 
wheel  being  i  ft.  At  the  inlet-surface  the  vane-iip  is  vertical  and  the 
water  leaves  the  wheel  vertically.  If  the  inlet  width  of  the  wheel  is  i  ft. 
and  the  outlet  width  i^  ft.,  find  the  direction  in  which  the  water  enters 
the  wheel,  the  directiqn  of  the  up  at  outlet,  the  inlet  and  outlet  areas, 
the  H.P.  of  the  turbine,  and  its  efficiency. 

Ans.  24*  4' :  19'  40* :  22  and  27 i  sq.  ft.;  285.525  ;  .94. 

15.  An  axial-flow  turbine  is  to  be  used  tor  raising  water.     Explain 
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how  the  vanes  should  be  arranged,  and  show  how  to  determine  the 
efficiency. 

i6.  In  an  A.  F.  impulse  turbine,  working  under  a  head  of  loo  ft.,  the 
direction  in  which  the  water  enters  at  the  mean  radius  makes  an  angle 
of  23*  16'  with  the  vertical  and  leaves  the  wheel  without  velocity  of 
whirl.  The  depth  of  the  wheel  is  i  foot,  and  the  inlet  velocity  (vi)  is 
equal  to  the  linear  velocity  (ux)  of  the  wheel's  surface  at  the  mean 
radius.  The  mean  diameter  of  the  wheel  is  3I  ft.,  and  its  width  is  6  ins. 
Find  the  blade  angles  at  inlet  and  outlet,  the  efficiency,  the  speed  in 
revolutions  per  minute,  the  amount  of  water  passing  through  the  turbine 
per  second,  and  the  H.P. 

Ans.  56*  38';  64**  52';  .782;  43^;  4041  cu.  ft.;  3592f. 

17.  Water  is  delivered  to  an  O.  F.  turbine  at  a  radius  of  24  in.  with  a 
whirling  velocity  of  20  ft.  per  second,  and  leaves  in  a  reverse  direction  at 
a  radius  of  4  fc.  with  a  whirling  velocity  of  10  ft.  per  second.  If  the  linear 
velocity  of  the  inlet-surface  is  20  ft.  per  second,  find  the  head  equivalent 
to  the  work  done  in  driving  the  wheel.  Ans,  24.8  ft. 

18.  An  outward-flow  turbine  of  9.5  in.  internal  diameter  works  under 
an  effective  head  of  270  ft.  Find  the  speed  in  revolutions  per  minute, 
assuming  that  the  whirling  velocity  at  the  inlet-surface  relatively  to  the 
wheel  is  nil  and  that  the  efficiency  is  unity.  Ans,  2242. 

19.  An  outward-flow  turbine,  whose  external  and  internal  diameters 
are  8  ft.  and  5I  ft.  respectively,  makes  26  revolutions  per  minute  under 
an  effective  head  of  4  ft.  The  water  enters  the  wheel  in  a  direction 
making  an  angle  of  30**  {y)  with  the  direction  of  motion  at  the  pomt  of 
entrarxe.  Determine  the  angles  of  the  moving  vane  at  ingress  and 
egress,  the  efficiency  being  .85.  Also  find  the  energy  per  pound  of 
water  carried  away  by  the  water  as  it  leaves  the  turbine,  v^'  =  o. 

Ans,  a-\yf  z'\  /?  =  29-  38' ;  .6  ft. -lbs. 

20.  A  radial  outward-flow  turbine  of  the  impulse  type  passes  8|  cu.  ft. 
of  water  per  second  under  an  effective  head  of  560  ft.;  the  width  of  the 
wheel  is  ^\  in.  ;  the  radius  to  the  outlet-surface  is  1.15  times  the  radius 
to  the  inlet-surface;  the  linear  velocity  of  the  inlet-surface  is  87  ft.  per 
second ;  the  direction  of  the  water  at  entrance  makes  an  angle  of  17^ 
with  the  wheel's  periphery.  Find  {a)  the  efficiency  ;  {p)  the  lip  angles  ; 
(r)  the  areas  of  the  inlet-  and  outlet-orifices,  neglecting  first  hydraulic 
resistances,  and  j^r^m/ taking  these  resistances  into  account  (z/«'  =0). 

Ans.  First,  (a)  .879;  \J>)  a  =149"  31'  and  y5=33'  21',  {c) 
.1535  sq.  ft.  and  .1291  sq.ft.  Second,  {a)  .767;  (^)  a  =  153*  44' 
and  fS^^Z''  55';  (c)  .176  sq.  ft.  and  .154  sq.  ft. 

21.  Construct  a  Fourneyron  turbine  for  a  fall  of  5  ft.  with  30  cu.  ft.  of 

water  per  second,  a  =  80",  y  =  30'.  —  =  1.35.     Assume  ««  =  V%,  and 

neglect  hydraulic  resistances. 

Ans,  (i  =  i6*  42' ;  Ax  =  4.29  sq.  ft.:  A%  =  5.8189  ft.;  17  =  .915 ; 
if  n  —  1.8  ft.,  then  </i  =  </«  =  .38  ft. 
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22.  In  an  impulse  outward-flow  turbine  of  lo  B.H.P.  .working  under 
a  head  of  9  ft.,  y  =  22i' ;  i8o'  -  a  =  37}'  \  fi  =  45* ;  9(^>  -  ''0  =  ^*  I 
i/,  =  .2ri.  There  is  a  loss  of  5  per  cent  due  to  friction  in  the  velocity  at 
entrance.  Find  the  efficiency  {rj),  the  volume  of  water  passed  per 
second,  and  the  diameter  of  the  turbine. 

Ans,  .705;  13.869  cu.  ft.;  2.249  ft. 

23.  A  turbine  delivers  i  cu.  ft.  of  water  per  second.  The  water 
leaves  the  outlet  periphery  radially  (v."  =  o).  The  vane-lip  at  inlet  is 
radial  (a  s=  90"").  The  direction  of  inflow  makes  an  angle  of  60**  with  the 
wheel's  periphery.  The  radius  of  inlet-surface  is  2  ft.  The  number  of 
revolutions  per  minute  is  100.  If  the  efficiency  is  90  per  cent,  And  the 
head  and  the  effective  work  done.  Ans,  15.243  ft.;  1.5625  H.P. 

24.  One  cubic  foot  of  water  per  second  enters  a  radial  O.F.  impulse 
v/heel  of  2  ft.  external  and  i\  ft.  internal  diameter,  at  an  angle  of  60° 
with  the  radius,  and  leaves  without  whirl.    The  effective  head  is  400  ft. 

The  peripheral  speed  at  the  outlet-surface  is  20  4/3  ft.  per  second.  De- 
termine ct^Vi,  the  outlet  and  inlet  areas  and  depths,  the  H.P.  and 
efficiency.       Ans,  1.15  sq.  ins.,  1.8  sq.  ins.;  183  ins.,  .39  ins.;  12.8;  .28. 

25.  In  a  radial-flow  reaction  turbine  with  radial  inlet-lips,  if  dt  =  2di 
and  y  =  tan-  *  4,  show  that  the  reciprocal  of  the  efficiency  is  i  +  tan  p 
if  the  whirling  velocity  at  outlet  is  nil. 

26.  An  O.F.  impulse  turbine  of  3i  ft.  exterior  and  3  ft.  interior  diam- 
eter passes  100  cu.  ft.  of  water  per  second  under  a  head  of  625  ft.  At 
entrance  the  direction  of  the  water  makes  an  angle  of  30*  with  the 
periphery.  If  the  relative  and  peripheral  speeds  at  outlet  are  equal, 
determine  the  direction  and  magnitude  of  the  velocity  of  the  water  on 
leaving  the  wheel,  the  efficiency,  and  the  speed  in  revolutions  per  min- 
ute.    Disregard  hydraulic  resistances. 

Ans.  If  di  —  d%yV^  =  91.065  ft.  per  sec. ;  5  =  70*  14^'  \rfz=  ,yg;  N^  734-8. 
If  Ax=iAt,Vi^  109.435  "       "       ;  5  =  66"  02' ;  J7  =  .70 ;  A^  =  734.8. 

27.  A  radial  impulse  turbine  passes  8|  cu.  ft.  of  water  under  an 
effective  head  of  560  ft.  The  direction  of  the  entering  water  is  inclined 
at  17*  to  the  wheel's  periphery.  The  linear  speed  of  the  inlet-surface  is 
87  ft.  per  second.  Assuming  that  the  velocity  of  whirl  at  the  outlet  is 
nil,  and  disregarding  hydraulic  resistances,  find  {a)  the  efficiency;  (6)  the 
velocity  with  which  the  water  enters  the  wheel ;  {c)  the  velocity  of 
the  water  as  it  leaves  the  wheel ;  {d)  the  sectional  areas  of  the  inflow- 
ing and  outflowing  stream;  {e)  the  direction  of  the  vane-lip  at  inlet; 
(/)  the  power  of  the  turbine. 

The  radii  of  the  inlet-  and  outlet-surfaces  are  4if  ft.  and  4}  ft.  re- 
spectively.   Find  (g)  the  direction  of  the  vane  edge  at  outlet. 

Ans,  (a)  .879;  (b)  189,31  ft.  per  sec. ;  {c)  65.86  ft.  per  sec.  ; 
\d)  .15356  sq.  ft.,  .129  sq.  ft. ;  (/)  a—  149*  31' ; 
(/)  475-43  H.P. ;  Cf)/J-4i'3'. 

28.  In  the  preceding  example  show  how  the    results  are  affected  by 
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taking  .94  as  the  coefficient  of  velocity  in  calcui  iting  the  velocity  with. 

I    K«' 
which   the  water  enters  the  wheel,  and  assuming  that  —  —    is  the 

10    2g 

frictional  loss  of  head  in  the  passages. 

Ans,  {a)  .826;  (b)  177.955  f^*  P^r  sec;  (c)  36.7348  ft.  per  sec; 

(d)  .163  sq.  ft. ;  .2314  sq.  ft. ;  W  a  =  147'  57' ; 

(/)  446.9  H.P.  \{g)p=  25"  54'. 

29.  In  an  I.F.  turbine  the  radius  of  the  inlet -surface  is  twice  that  of 
the  outlet-surface ;  the  linear  velocity  of  the  inlet-surface  is  one  half 
that  due  to  the  head  ;  the  water  enters  the  wheel  with  a  velocity  of  flow 
(z//)  equal  to  one  eighth  that  due  to  the  head,  and  the  sectional  area  of 
the  water-way  is  constant  from  inlet  to  outlet.  Find  the  angle  between 
the  discharging  lip  of  the  vane  and  the  wheel's  periphery,  the  whirling 
velocity  at  the  outlet-surface  being  nil.  Ans,  Cot"  "  2. 

30.  In  a  vortex  turbine  the  depth  of  the  inlet-orifices  is  one  eighth 

of  the  diameter  of  the  wheel  (=  -^  j  and  —  of  the  depth  of  the  outlet- 


orifices.    The  width  of  the  wheel  is  one  tenth  of  the  diameter 


['%■ 


The  inlet-lip  of  the  vanes  is  radial,  and  the  water  enters  at  an  angle  of 

30*  with  the  inlet  periphery.     Find  the  size,  speed,  and  efficiency  of  the 

turbine  in  terms  of  the  supply  of  water  Q  and  the  effective   head  H^ 

Also  And  the  direction  of  the  outlet  edge  of  the  vanes. 

(2* 
Ans,  I.   Assume  vj'  =  o.     Then  ri  =  .458  -.; 

//* 

No.  of  revolutions  per  minute  =  109.5 — I 

Q* 
17  =  .863;  /J  =  35*  II'. 


G* 


II.  Assume  ut  =  K,.     Then  ri  =  .44-2^- 


W 


H^ 


No.  of  revolutions  per  minute  =  122.39 — r; 

17  =  .8146;  /y  =  44*48'. 

31.  A  vortex  turbine,  with  a  wheel  of  2  ft.  diameter  and  6  ins.  breadth, 
passes  10  cu.  ft.  of  water  per  second  under  a  head  of  32  feet.  Find  the 
inclination  of  the  guides  and  the  power  of  the  turbine.  Assume 
u%  =  F« ,  cr  =  90*,  and  the  efficiency  =  i.  Am,  5*  41' ;  36y\  H.P. 

32.  An  inward-flow  turbine  has  an  internal  radius  of  12  ins.  and  an 
external  radius  of  24  ins. ;  the  water  enters  at  15*  with  the  tangent  to 
the  circumference,  and  is  discharged  radially ;  the  velocity  of  radial  flow 
is  5  ft.  at  both  circumferences;  the  velocity  of  outer  periphery  of  wheel 
is  16  ft.  per  second.  Find  the  angles  of  the  vanes  at  the  inner  and 
outer  circumferences,  and  the  useful  work  done  per  pound  of  fluid. 

Ans,  y^  =  32' ;  d-  \\V  T;  9.35  ft.-lbs. 
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33.  For  a  supply  of  64  cu.  ft.  per  second^  under  a  head  of  81  ft., 
^determine  the  speed,  size,  H.P.,  and  efficiency  of  a  vortex  turbine  ia 
"which  //i  =  ri  =  3^*  =  5  x  width  of  wheel,  assuming  that  there  is  n^ 
velocity  of  whirl  at  outlet. 

34.  A  radial  I.  F.  reaction  turbine,  with  or  without  draft-pipe,  passes 
113  cu.  ft.  of  water  under  an  effective  head  of  13  ft.  The  radius  of  the 
inlet-surface  is  1.169  times  the  radius  of  the  outlet-surface,  and  the  ratio 
of  the  outlet  to  the  inlet  area  is  .92.  The  vane-lip  at  outlet  makes 
an  angle  of  15*"  with  the  wheel's  periphery,  and  the  water  enters  at  ai^ 
angle  of  12*  with  the  wheel's  periphery.  The  sectional  area  of  the 
<iraft-tube  (if  there  is  one)  at  the  point  of  discharge  is  1.035  times  the  sec- 
tional area  of  the  outlet-orifice.  Show  that  the  useful  work  per  pound  of 
water  is  1 1.1 17  ft.-lbs.,  and  that  the  work  consumed  in  hydraulic  resistance 
(Art.  8,  page  531)  is  nearly  1.8S2  ft.-lbs. ;  also  find  y^i,  ^9,  t/*,  and  the 
efficiency, 

Ans.  {a)  28.2975  sq.  ft.;  26.03  sq.  ft.;  {b)  4.34  ft.  per  sec;  .855. 

35.  in  the  preceding  example,  if  the  radius  of  the  outlet-surface  is  4 
ft.,  find  {a)  the  speed  of  the  wheel  in  revolutions  per  minute ;  also  find 
ib)  the  depth  of  the  wheel  at  inlet  and  outlet,  the  guide-vanes  being  40 
and  the  wheel-vanes  41  in  number,  and  the  thickness  of  the  former  being 
y*Y  inch  and  of  the  latter  i  inch.        Ans,  (a)  38.656;  (b)  1.23  ft.,  1.35  ft. 

36.  In  example  34  find  the  efficiency  if  the  diameter  of  the  draft- 
tube  is  made  the  same  as  the  diameter  of  the  outlet-surface,  the  lower 
edge  of  the  tube  being  rounded.  What  will  be  the  "  loss  in  shock  "  ip 
the  tube  per  pound  of  water  ?  Ans,  .864  ;  .077  ft.-lbs. 

37.  An  inward-flow  turbine  has  an  external  diameter  of  3  ft.  and  a* 
internal  diameter  of  2  ft.  It  passes  12  cu.  ft.  of  water  per  second  under 
an  effective  head  of  40  ft.  The  water  enters  the  wheel  at  an  angle  of  30*" 
with  the  wheel's  periphery,  and  the  depth  of  the  outlet-orifices  is  twice 
the  depth  of  the  inlet-orifices.  The  efficiency  of  the  turbine  is  .9.  Disj- 
regarding  friction,  find  (a)  the  vane-angles  at  inlet  and  outlet;  (b)  the 
velocity  with  which  the  water  leaves  the  wheel ;  {c)  the  speed  of  the  tur- 
bine in  revolutions  per  minute ;  (</)  the  velocity  with  which  the  water 
-enters  the  wheel;  {e)  the  areas  of  the  outlet-  and  inlet-orifices  ;  (/)  tlie 
power  of  the  turbine  (zj'  =  0). 

Afis,  (ii)  a  =  105'  09',  fi  =  35*  35' ;  (b)  16  ft.  per  sec;  (c)  198.39 ; 
(d)  42f  ft.  per  sec. ;  (^)  .5625  sq.  ft.  ;  .75  sq.  ft. ;  (/)  4^^  H.P. 

38.  In  an  inward-flow  reaction  turbine  of  6.27  H.P.  the  radial  veloc- 
ity of  flow  is  constant  from  inlet  to  outlet  and  is  12  ft.  per  second.  The 
water,  with  a  velocity  of  60  ft.  per  second,  enters  at  1 1*  32'  with  the  wheel's 
periphery,  which  has  a  linear  speed  of  50  ft.  per  second.  The  diameters 
•of  the  outlet- and  inlet-surfaces  are  i  and  2  ft.  respectively.  Find  the  tip 
angles,  the  head,  the  efficiency,  and  the  quantity  of  water  passing  througk 
the  turbine  per  second. 

Ans.  a  =  126*  12' ;  fi  =  151*  19' ;  91.86  ft.;  6oj<;  i  cu.  ft.     . 
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39.  An  inward-flow  radial  impulse  turbine  of  4.5  ft.  and  4  ft.  external 
and  internal  radii  p>asses  8}  cu.  ft.  of  water  per  second  under  an  effective 
head  of  560  ft.  The  direction  of  the  entering  water  is  inclined  at  17*  to 
the  wheel's  periphery,  and  the  wheel  has  the  same  depth  at  the  inlet- 
and  outlet-surfaces.  ^  If  the  peripheral  speed  at  the  outlet-surface  (i/s) 
is  equal  to  the  relative  velocity  of  the  water  ( V%)  with  respect  to  the 
wiieel,  find  {a)  the  efficiency ;  {b)  the  speed  of  the  turbine  in  revolutions 
per  minute ;  {c)  the  sectional  areas  of  the  stream  at  inlet  and  outlet ; 
(//)  the  direction  of  the  vane-outlet  edge;  (e)  the  velocity  of  the  water 
as  it  leaves  the  wheel ;  (/)  the  power  of  the  turbine. 

Ahs,  {a)  .873;    {b)  209.94;    (c)    .15357    sq.    ft.,  .13651    sq.   ft.;. 
{ii)  fi  =  45*  2' ;    (e)  67.39  ft.  per  second  ;    (/)  472.33  H.P. 

40.  In  the  preceding  example  examine  how  the  results  will  he 
affected  when  hydraulic  resistances  are  taken  into  account,  allowing  .94 
as  a  coefficient  of  velocity  for  the  water  on  entering  the  wheel,  and  as- 
suming that  the  head  equivalent  to  the  relative  velocity  ( Vt)  on  leaving 
the  wheel  is  increased  by  10  per  cent. 

Ans.  (a). 865  ;  (^)  193.185  revolutions  per  minute ;  (c)  .163  sq.  ft.» 
.145  sq.  ft.;  {d)  p  =  46°  18';  (e)  63.653 ft.  per  second  ;  (/)  467.83  H.P. 

41.  An  I.  F.  turbine  of  4  ft.  external  diameter  works  under  an 
effective  head  of  250  ft.  Find  the  speed  of  the  wheel  in  revolutions  per 
minute,  v'J'  being  o,  the  efficiency  unity,  and  a  =  90*.  Ans.  427. 

42.  An  I.  F.  turbine  of  4  ft.  external  and  3  ft.  internal  diameter 
makes  360  revolutions  per  minute.  The  sectional  area  of  flow  is  3  sq.  ft. 
and  is  the  same  in  every  part  of  the  turbine.  The  direction  of  the  in- 
flowing water  makes  an  angle  of  30'  with  the  wheel's  periphery.  Assum- 
ing that  the  whirling  velocity  at  the  outlet-surface  is  nil,  find  {a)  the 
efficiency;  {b)  the  H.P. ;  and  (r)  the.  deliveiy  in  cubic  feet  per  minute. 
The  total  head  is  200  ft.  Ans,  (a)  .86  ;  (b)  2476.8  ;  (c)  7593. 

.  43.  An  inward-flow  turbine  being  required  for  an  available  head  of 
20  ft.  and  a  discharge  of  800  cu.  ft.  per  minute,  determine  (a)  the  size 
and  {b)  the  speed  of  the  wheel ;  {c)  the  inclinations  of  the  guide-  and 
wheel-vanes  ;  and  {d)  the  efficiency  of  the  turbine,  assuming  r%  =  Jr,  = 

depth  of  wheel  ;  Vr'  =  IV^gH;  vj'  =  o,  tr  =  90",  and  dy  —  //«. 

Ans,  (a)  r,  =  ,487  ft.,  ri  =  .974  ft.;  {b)  240  revolutions  per  min- 
ute ;  (r)  ^^  =  lo*  21',  /I^  =  36*  8';  (d)  93}  per  cent. 
44.  A  vortex  turbine  passes  Q  cu.  ft.  of  water  per  second  under  an 
effective  head  of  //  ft.    The  inlet-lip  of  the  vanes  is  radial,  and  the  direc- 
tion of  the  entering  water  makes  an  angle  of  20*  17'  with  the  wheel's. 


ffA»       .   irD 
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periphery.  The  areas  of  the  inlet-  and  outlet-orifices  are      ^      and 

respectively,  and  the  width  of  the  wheel  is  — \  Bi  being  the  diameter  of 

the  inlet-surface.     If  the  whirling  velocity  iat  the  outlet-surface  is  niL 
find  {a)  the  efficiency  ;  (b)  the  direction  of  the  outlet  edge  of  the  vane  ; 
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(^)  the  velocity  with  which  the  water  enters  and  leaves  the  wheel;  (li) 
the  speed  of  the  wheel  in  revolutions  per  minute;  (^)  the  diameters  of 
the  inlet-  and  outlet-surfaces. 

Ans.  (a)  .863;  (^)  fi  =  35'  10';  (c)  6.0677//*,  2.9627//*; 

(d)  109.52-^-^;  (^>  *^'^^i'   *'^^^%' 

45.  A  vortex  turbine  passes  1 1  cu.  fc.  of  water  per  second  under  a 
head  of  35  ft. ;  the  diameter  of  the  outlet-surface  is  2  ft.  and  its  breadth 
6  ins.  Find  the  power  of  the  turbine,  disregarding  friction  and  assuming 
that  the  whirling  velocity  at  the  outlet-surface  is  nil. 

Arts.  43.5  H.P. 

46.  Find  the  H.P.  developed  by  an  I,  F.  turbine,  of  3  ft.  external 
and  li  ft.  internal  diameter,  passing  900  tons  of  water  per  hour.  The 
velocity  of  whirl  at  inlet  {v„')  is  equal  to  that  of  the  periphery  and  is  4> 
ft.  per  second;  the  outlet  velocity  of  whirl  is  i6f  ft.  per  second. 

Ans,  46J. 

47.  A  turbine  with  radial  vanes  passes  3600  gallons  per  hour  under 
an  effective  head  of  36  ft.  Find  the  peripheral  speed  and  the  inlet  area 
so  that  the  efficiency  may  be  a  maximum. 


CHAPTER   VIII. 
CENTRIFUGAL  PUMPS. 

1.  General  Statement. — If  an  hydraulic  motor  is  driven  in 
the  reverse  direction,  and  supplied  with  water  at  the  point  from 
which  the  water  originally  proceeded,  the  motor  becomes  a 
pump.  All  turbines  are  reversible,  and  may  therefore  be 
converted  into  pumps,  but  no  pump  has  yet  been  constructed 
of  an  inward-flow  type.  The  ordinary  centrifugal  pump  is  an 
outward-flow  machine. 

Before  the  pump  can  be  put  into  action  it  must  be  filled, 
and  this  can  be  effected  through  an  opening  (closed  by  a  plug) 
in  the  casing  when  the  pump  is  under  water,  or,  if  the  pump 
is  above  water,  by  creating  a  vacuum  in  the  pump-case  by 
means  of  an  air-pump  or  a  steam-jet  pump,  when  the  water 
must  necessarily  rise  in  the  suction-tube. 

At  first  the  water  rotates  as  a  solid  mass,  and  delivery 
commences  when  the  speed  is  such  that  the  head  due  to  cen- 

trifugal  force   (  *     "      j  exceeds  the  lift.     This  speed  may  be 

afterwards  reduced,  providing  a  portion  of  the  energy  is  utilized 
at  exit. 

As  soon  as  the  pump,  which  is  keyed  on  to  a  shaft  driven 
by  a  belt  or  other  means,  commences  to  work,  the  water  rises 
in  the  suction-tube  and  enters  the  eye  of  the  pump-disc  on  one 
side,  or  divides  and  enters  on  both  sides. 

As  in  turbines,  the  wheel-blade  tips  are  so  curved  as  to 
receive,  at  a  specified  normal  speed,  the  inflowing  water  with- 
out shock.     The  water  leaves  the  disc  with  a  more  or  less 
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considerable  velocity,  and  impinges  upon  the  fluid  mass  flowing^ 
around  the  volute,  or  spiral  casing  surrounding  the  disc,  towards 
the   discharge-pipe.       This    volute    should    have    a    section 


Fir..  311. 


gradually  increasing  to  the  point  of  discharge,  in  order  that 
the  delivery  across  any  transverse  section  of  the  volute  may  be 
uniform.  This  volute  is  also  so  designed  as  to  compel  rotation 
in  one  direction  only,  with  a  velocity  corresponding  to  the 
velocity  of  whirl  {?',„")  on  leaving  the  fan.     There  are  examples 
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of  pumps  in  which  the  delivery  is  effected  in  all  directions,  and 
the  water  is  guided  to  the  outlet  by  a  number  of  spiral  blades. 

A  centrifugal  pump  is  more  economical  and  less  costly 
for  short  lifts  than  a  reciprocating  pump,  and  has  been  known 
to  give  good  and  economic  results  for  lifts  as  great  as  40  ft. 

With  compound  centrifugal  pumps  very  much  greater  lifts 
are  economically  possible. 

Tl>ere  are  three  main  differences  between  centrifugal  pumps 
and  turbines: 

1st.  The  gross  lift  with  a  pump  is  greater,  on  account  of 
frictional  resistances,  than  the  fall  in  the  case  of  a  turbine. 

2d.  The  water  enters  the  pump-fan  chamber  without  any 
velocity  of  whirl  (j'J  =  o),  and  leaves  the  fan  with  a  velocity  of 
whirl  (^%«")  which  should  be  reduced  to  a  minimum  in  the  act  of 
lifting,  but  which  is  by  no  means  small.  In  a  turbine,  on  the 
other  hand,  the  water  has  a  considerable  velocity  of  whirl  (2'^') 
at  entrance,  while  at  exit  the  velocity  of  whirl  {vj')  is  reduced 
to  a  minimum,  and  is  generally  ;///. 

3d.  In  a  turbine  the  direction  of  the  water  as  it  flows  into 
the  wheel  is  controlled  by  guide-blades;  whereas  in  the  case 
of  a  pump,  the  direction  of  the  water,  as  it  flows  towards  the 
discharge-pipe,  is  controlled  by  a  single  guide-blade,  which 
forms  the  outer  surface  of  the  volute,  or  chamber,  into  which 
the  water  flows  on  leaving  the  fan. 


rU 


Fig.  314. — Experimental  Centrifugal  Pump  in  the  Hydraulic  Laboratory, 

McGill  University. 

Experiment  seems  to  indicate  that  the  efficiency  of  a  centrif- 
ugal pump  increases  as  the  inlet-tip  angle  diminishes,  and  that 
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it  is  therefore  advantageous  to  make  this  angle  as  small  as  is 
pragticable,  but  opinions  on  this  point  differ.  The  real  influ- 
ence of  the  tip  angles  on  the  efficiency  is  yet  to  be  determined, 
and  it  is  doubtful  whether  the  ordinary  hypothesis  of  radial  flow 
(y  =  90"^)  at  inlet  without  shock  is  even  approximately  correct. 

The  inlet  velocity  and  therefore  also  the  pump's  efficiency 
may  be  increased  by  the  use  of  a  suction-tube  with  a  gradually 
diminishing  section,  e.g.,  a  tube  in  the  form  of  the  fru.stum  of 
a  cone.  A  still  greater  advantage  may  be  obtained  by  giving 
the  discharge-pipe  a  gradually  increasing  section.  In  this  case 
the  velocity  of  discharge  gradually  diminishes  and  the  pressure- 
head  is  proportionately  increased,  so  that  there  is  a  gain  of 
head  available  for  increasing  the  pumping  power.  The 
velocity  in  the  discharge-pipe  should  not  be  too  great,  as  it 
may  lead  to  a  very  sensible  loss  of  energy.  Generally  speak- 
ing, a  velocity  of  3  to  6  ft.  per  second  has  been  found  to  give 
the  most  favorable  results. 

It  is  claimed  by  some  authorities  that  an  advantage  may 
1)6  gained  by  the  addition  of  a  vortex  or  whirlpool  chamber 
surrounding  the  pump-disc.  In  support  of  this  contention  it  is 
urged  that  the  water  discharged  from  the  disc  continues  to 
rotate  in  this  chamber,  and  that  a  portion  of  the  kinetic  energy 
is  thus  converted  into  pressure  energy,  which  would  otherwise 
be  largely  ^wasted  in  eddies  in  the  volute  or  discharge-pipe 
(see  Art.  21,  Chap.  I).  The  water  leaves  the  vortex-chamber 
with  a  diminished  whirling  velocity  which  cannot  be  very 
different  in  direction  and  magnitude  from  the  velocity  of  the 
mass  of  water  in  the  volute.  The  vortex-chamber  is  sometimes 
provided  with  guide-blades  following  the  direction  of  free  vortex 
stream- lines  (equiangular  spirals)  so  as  to  prevent  irregular 
motion. 

Centrifugal  pumps  work  under  different  conditions  from 
turbines,  and  hence  there  are  corresponding  differences  neces- 
sary in  their  design.  They  work  best  for  the  particular  lift  for 
^hich  they  are  designed,  and  any  variation  from  this  lift  causes 
a  rapid  reduction  in  the  efficiency. 
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Fig.  316. 
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3.  Analjrsis  of  the  Centrifugal  Pump. — Designate  the 
velochtes,  angles,  and  pressure-heads  at  the  inlet-  and  outlet- 
surfaces  of  the  wheel,  Figs.  315  and  316,  by  the  same  symbols 
as  in  the  case  of  the  turbine,  Art.  4. 

Let  Q  be  the  delivery  of  the  pump  in  cu.  ft.  per  sec. 

Let  H^  be  the  gross  lift  including  the  head  equivalent  to  the 
total  hydraulic  resistance  (A^),  the  actual  lift  (//«),  and  the 

head   equivalent  to  the    velocity    of  delivery  {vj),    viz., 


Then 


H,=  /i^-\-H,,+ 


2/ 


h^  includes  the  heads  equivalent  to  the  resistance  in  the 
suction-pipe  (h^,  in  the  delivery-pipe  (//j),  and  in  the  wheel- 
passages  (^3),  so  that 

K  =  K  +  ^^t  +  K 


Fig.  317. 


Fig.  3x8. 


H^  includes  the  height  of  suction  (//,)  and  the  height  of  delivery 
(A^),  so  that 
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The  height  of  suction  (A,)  is  generally  taken  to  be  the 
vertical  distance  between  the  lower  water-level  and  the  axis 
of  the  pump,  but  this  is  incorrect  and  may  lead  to  serious 
errors.  The  true  height  of  suction,  i.e.,  the  height  to  which 
the  water  must  be  raised  before  the  pump  will  commence  to 
do  work,  should  be  measured  from  the  lower  water-level  to 
the  top  of  the  impellor  or  to  the  top  of  the  wheel  according  as 
the  axis  of  the  pump  is  horizontal  or  vertical. 

The  actual  loss  in  hydraulic  resistances  between  the  suc- 
tion-level   and  the  eye  of  the  pump  may  be  determined  by 

the  following  method  suggested  by 
Albert  F.  Hall.  A  long  gauge- 
glass  AB^  with  a  cast-iron  cap  CD^ 
is  fitted  into  the  top  of  the  suction- 
pipe.  The  water  rises  in  the  tube 
to  a  certain  level  aa^  and  the  pres- 
sure in  this  tube  can  be  directly 
measured  by  means  of  the  gauge  G. 
lf//jf  is  the  barometric  head  and 
//<;  the  gauge-reading,  in  feet,  then 
/f^  —  H(j  is  the  actual  dynamic  head 
at  aa.  Hence  if  If '  is  the  static 
head,  i.e.,  the  vertical  distance  be- 
tween the  suction -level  and  aa, 
(Hg  —  //(;)  —  H'  \s  the  loss  due  to 
the  several  hydraulic  resistances. 

The  air-chamber  thus  con- 
structed seems  to  cause  a  steadier 
flow  of  water,  and  experiment  shows 
that  the  variation  of  level  at  aa  is 
small  and  is  only  about  J  to  ^  inch. 
In  pumps  which  are  fed  on  both 
sides.  Fig.  313,  the  steadiness  of  the 
level  is  increased  by  placing  an  .air-chamber  on  each  suction- 
bend,  connecting  the  two  at  the  upper  end  by  a  horizontal 
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pipe.  A  valve  in  the  middle  of  the  pipe  may  communicate 
with  a  vacuum  pump,  and  each  chamber  may  also  be  controlled 
by  a  separate  valve. 

The  water  apparently  flows  through  the  bend,  past  the 
orifice,  as  over  an  elastic  cushion. 

The  total  ivork  done  on  the  pump  per  second 

=  ^f(yJ%  -  V./UO  =  wQH^,      .     .     .     ( I )  • 
and  therefore 

V.r\-V,r\  =  gE„ (2) 

T/w  efficiency    7/  =  ~  =  —r. -f — 1      .      .      .      .      (3) 

ind  gH«  =  v(v,r"U2  —  Vtr'Uj)  is  the  fundamental  equation 
governing  the  design  of  a  centrifugal  pump. 

The  water  spreads  out  more  or  less  radially  from  the  eye 
of  the  pump  and,  for  simplicity  of  calculation,  it  is  often 
■assumed  that  y  =  90°.      Then 

vj  —  o,      fj  =  7v'     and 

Again,  eq.  (2)  becomes 

"^'wU^i  =  S^g  =  ('^2  -  *V"  cot  /?)«2, 
which  may  be  written  in  the  form 


'■i  It  rf 


n 


«2  «2  -1-001/?=  I. 


a  quadratic  giving 


By  means  of  this  result  the  following  Table  has  been  pre- 
pared  and  gives  the  values  of  — — ^-   ,  corresponding  to  diflFerent 


7»  " 

r 


values  of  — and  B : 
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II 


^gtl 


9 

8 

7 
6 

5 

4 
3 

2 
I 


^ 

mmmmt 

>5* 

1 

1 

30» 

i50» 

45* 

I35- 

6o« 

I2b» 

75" 

I05- 
.876 

^' 

'  3.983 

.251 

2.189 

.457 

I.618 

.618 

1.330 

'.752 

1. 144 

3.633 

.275 

2.047 

.489 

1.547 

.647 

1.293 

.773 

1. 127 

.887 

3.290 

•304 

1.909 

.524 

1.477 

.677 

1.257 

.795 

1. 112 

.898 

2.951 

•339 

1.775 

.563 

1.409 

.709 

1 1.222 

.818 

1.098 

.910 

2.620 

.382 

1.647 

.607 

1.344 

.744 

1. 188 

.842 

1.083 

.922, 

2.301 

.434 

1.522 

.656 

1. 281 

.781 

1. 1 54 

.866 

1.069 

.935 

1.992 

.500 

1.405 

.712 

1.220 

.820 

1. 121 

.890 

1.055 

.948 

1.706 

.586 

1.293 

.773 

I.16T 

.861 

1.090 

.917 

I.04I 

.961 

I.44I 

.695 

T.188 

.842 

1. 105 

.905 

1.059 

.944 

1.027 

.973 

1.204 

.830  , 

1.090 

.917 

1. 051 

.951 

1.029 

.971 

1.013 

1 

.987 

Remarks  on  the  Angles  y  and  cr^  and  on  the  Ciirife  of  the 
Blade. — The  assumption  of  a  radial  flow  from  the  eye,  i.e., 
that  y  =  90°,  cannot  of  course  be  true  and,  possibly,  is  not 
even  approximately  accurate,  but  is  solely  made  for  the  pur- 
pose  of  securing  simplicity  in  the  calculations.  In  /act,  the 
water  flows  towards  the  eye  with  a  uniform  motion  parallel  to- 
the  axis  of  rotation,  while  at  every  point  between  the  inlet 
and  outlet  of  the  wheel  the  motion  of  a  fluid  particle  is  the 
resultant  of  a  constant  angular  acceleration  (Art.  21,  Chap. 
I)  and  of  a  radial  acceleration  due  to  centrifugal  force,  viz.» 
roj^. 

At  the  inlet  the  tip  angle  a  may  be  varied  between  wide 
limits,  but  its  value  should  be  such  as  to  make  the  efficiency 
as  great  as  possible.  But  a  cannot  be  expressed  as  a  function 
of  the  mechanical  and  hydraulic  resistances,  and  it  is  therefore 
impossible  to  find,  analytically,  the  value  of  a  which  will  make 
these  resistances  a  minimum.  The  best  vnlue  for  a  can  only 
be  determined  by  a  very  extensive  series  of  experiments. 
According  to  the  best  practice,  however,  a  usually  lies  between 
50°  and  60**. 

The  curve  of  the  blade  is  in  soifte  cases  a  circular  arc.      In 
many  first-class  wheels  it  is  a  cycloid  developed  by  a  circle  of 
a  diameter  equal  to  one  fourth  of  the  diameter  of  the  wheel, 
the  cycloidal  arc,  at  the  innermost  point,  being  tangential  to 
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the  hub.  Brix,  again,  has  deduced  the  following  formula, 
giving  the  angle  0  between  the  blade  and  the  direction  of 
rotation  at  any  point  distant  r  from  the  axis : 

cot0=-g-j^-^--^Jji--^^^^^ J, 

where  2nrd^  =  (27rr  —  nt)d\  7"=  work  of  pump  to  radius  r\ 
r,  =  radius  to  inner  end  of  blade;  v^  =  radial  velocity  at  inlet; 
n  =  number  of  blades ;  /  =  thickness  of  blade. 

By  plotting  the  values  of  <f>  corresponding  to  different  values 
of  r  the  curve  of  the  blade  may  be  defined. 

It  is  essential  that  there  should  be  no  dissipation  of  energy 
in  eddy  motion  at  the  inlet,  and  the  direction  of  the  relative 
velocity,  V^ ,  should  therefore  be  tangential  to  the  blade-tip 
at  a,  Fig.  315.      Then, 

from  the  triangle  adc,   V^  =  v^  -\-  u^  —  2v^u^  cos  y,        (5) 

*  *       /k/i,   V^  =  v^  4-  u^  -  2v^^  cos  6y       (6) 

and  therefore 

Yi^  -  V^  u^  ~  u^  1?/./  ->-  v^  ^  v^^  cos  S  ^  VyU^  cos  Y  ,  . 
2^  2^  2^      "^         g  g        '     ^ 

The  water  leaves  the  wheel  with  a  velocity  7', ,  and  carries 


7'2 


away,  in  its  energy  of  motion,  viz.,  -'  ,  an  important  portion 

2^ 

of  the  work  done  on  the  pump  by  the  prime  mover.      If  the 

whole  of  this  energy  could  be  made  available,  for  increasing 

the  pumping  power,  then,  by  Bernouilli's  theorem. 

Also, 

^+ili.  +  ?? ^^=^3+^^+-^,       .     .     (9) 

W     ^      2g    ^  2g  '    '     «/  2g  ^^^ 

1/2  ^2 

the  term  -' -  being  the  variation  of  pressure-head  due  to 
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centrifugal  action  between  the  \vheel  inlet  and  outlet.     Hence^ 
by  eqs.  (8)  and  (9), 

r-r     «-r  2^  2^  2^  2^ 

7^-«,  COS  d       7' //,  cos  y  ,      ^ 

=    -----  -    -  -y        .  .  .  (10) 

where  k^  =  //^  -j-  //^  +  ^'3  =  ^^^  head  equivalent  to  the  total 
hydraulic  resistances. 

If  the  inlet  flow  is  radial,  i.e.,  if  ;^  =  90°,  and  if  the 
hydraulic    resistances    and    the    velocity    of  delivery    can    be 

diminished  to  such  an  extent  that  h^  and  —  become  sufficiently 

small   to   be   disregarded    without   much    error,  then   eq.  (10) 
becomes 

__  7y/2  cos  6  __  vj'ju^ 

and  the  total  a^'ailablc  energy  is  transformed  into  useful  work. 

Volute, — The  water  issues  from  the  outlet-surface  into  a 
casing,  or  volute,  which  surrounds  the  wheel  and  which  should 
always  be  designed  in. such  a  manner  that  the  disturbance  in 
the  fluid  mass  might  be  as  small  as  possible,  since  the  least  dis- 
turbance in  the  stream-line  motion  causes  a  loss  of  energy  in 
shock.  Thus  its  .sectional  area  on  any  normal  plane,  through 
the  centre  of  the  wheel,  should  be  proportional  to  the  quantity, 
of  water  which  flows  across  the  section  in  the  same  given  time, 
and  the  corresponding  mean  velocity  of  flow,  v^ ,  in  the  volute 
is  necessarily  constant.  If  the  width  of  the  volute  is  also  con- 
.stant,  its  profile  will  evidently  be  an  Archimedean  spiral.  By 
making  the  gradually  increasing  sections  sufficiently  Irrge  the 
velocity  of  flow,  7',,  may  be  made  very  small,  and  a  bell-mouth 
entrance  into  the  discharge -pipe  may  become  unnecessary. 

Figs.  320  to  325  are  of  interest  as  showing  the  experimen- 
tal stages  through  which  Farcot's  pump  passed  in  the  proces.^i 
of  its  gradual  development. 
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The  assumption  that  the  total  available  energy  may  be 
transformed  into  useful  work  is  altogether  inadmissible  in 
practice,  as  a  large  portion  is  consumed  in  overcoming  frictional 
resistance  and  in  the  production  of  eddies. 


Fig.  320. 


Fig.  323. 


mmmm 


Fig.  321. 


Fig.  324. 


Fig.  322. 


Fig.  325. 


Again,  even  with  the  most  perfectly  designed  volute,  the 


V. 


hypothesis  that  the  whole  of  the  energy  of  motion,     *  ,  may 

be  utilized  in  increasing  the  pumping  power  is  untenable. 
The  water,  as  it  leaves  the  wheel,  with  a  velocity  v^,  impinges 
upon  the  fluid  mass  in  the  volute,  and  the  radial  component 
vj'  of  7'2  must  necessarily  be  almost,  if  not  wholly,  destroyed, 

the  corresponding  loss  of  head  being  —-- — .  The  tangential 
component  of  7'.^ ,  viz. ,  vj\  is  also  changed  into  v^ ,  the  velocity 


I 
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of  flow  in  the  volute,  and,  if  the  change  were  gradual,  there 
would  be  a  gain  of  head  equal  to ,  but,  as  the  change 

is  abrupt^  there  is  a  loss  of  head  in  shock  equal  to  ^^ — . 

Hence  the  net  gain  of  head  available  for  increasing  the  pump- 
ing power 


2g  2g  2g 

v.(v«,"  -  V.) 


(12) 


g 

which  is  a  maximum  and 

= =     -    when    yj  =  2V,. 

2    2g  g 

The  term  ~-^ should  be  substituted  for  — ^   in  eq. 

g  2^  ^ 

(8),  and  then 

I    •         '^    ^      2g  W         2g  *        W  g  \    -^f 

Hence,    by  eqs.    (7)    and    (13),  the    following  equation  is 
obtained  instead  of  eq.  (10): 

h  4-  !^  4-  ^  —  ^x(^«>''  -  'gp  _  z/g«,  cos  S  _  v^u^  cos  Y  _  v^ 

r-^   2g^        «  ^  ^  g-  2g 

__  u^  —■  V^        v^Uy  COS  y 

"  2g  g'~' 

and  therefore 

7' j2  7/  (t>'    "  —  Z/  ^ 

Maxitnunt  Efficiency, — If  the  terms  //^ ,  — ,  and        ^ ^' 
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are  sufficiently  small,  as  compared  with  //],,  to  be  disregarded 
without  much  error,  and  if  y  =:  90°,  then  eq.  (14)  becomes 

u  *  —  V  * 

^a=      '-^^-' (15) 

But 

sin  d  ^         ,,  ^  sin  i^  cos  6 

*        *  sm  (>^  +  d)  '  *  sm  (p  +  fi) 

Therefore 

^£^a      «,  ^         gi„,  (^  +  tf)  (  -  "»        sin»  (/J  +  <y)     ' 
or 

«/    _       sin»  (/?  +  rf) 
2^^,  ~  sin /J  sin  (/J +  3  <J) ^     -* 

and  the  efficiency  w  =  -—.-A  =  - r-4 — , ,,  .    „, 

•^    '      w„"«,      2  cos  S  sm  (/?  +  tf)' 

or  »;  =  -|i+tanrfcot(/S+«y)|. 

The  efficiency  increases  as  /?,  the  outlet-tip  angle,  dimin- 
ishes, and  would  be  unity,  i.e.,  perfect,  if/?  could  be  o. 
If  the  blade  is  radial  at  the  outlet,  i.e.,  if  /3  =  90°,  then 

the  efficiency  =  -j  i  +  tan  S  cot  (90**  +  <^)} 

=  ^i-tan»(y). 

and  could  never  exceed  i. 

For  any  given  value  of  /3  the  efficiency  is  a  maximum  when 
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This  can  be  easily  shown  analytically,   or  geometrically,  as 
follows : 

Upon  any  line  AB  zs  diameter  describe  a  semicircle.     Draw 

a  chord  AC  making  the  angle  /H 
with  AB.  Draw  any  chord  AD 
making  an  angle  6  with  AC,  and 
join  DB  intersecting  AC  in  O, 

The  efficiency  is  greatest  when 
tan  6  cot  (/?  -|-  6)  has  its  greatest 
value. 

Fig.  326.  gy^  since  the  angle  in  a  semi- 

circle is  a  right  angle, 

^       DO     AD       DO 
tanrycot(^+o)=-^^  '  ^=  jj^. 

DO 
and  the  efficiency  is  therefore  greatest  when  -p-y.  is  a  maximum. 

Now  -r>,  is  nil  both  when  D  coincides  with  A  and  also  with 
DB 

Cj   and  must  consequently  be  a  maximum,   or  stationary,  at 

some  position  of  i9  between  A  and  C.      This  position  is  at  once 

found  from  the  condition  that  if  D^  is  a  consecutive  point  and 

if  D^B  is  joined  intersecting  AC  m  O^,  then 

DO  _  Dfi, 
DB  ""  D^B  ' 

so  that  DD^  must  be  parallel  to  00^  or  A  C,  and  is  therefore 
a  tangent  to  the  semicircle  at  D,  which  is  necessarily  the  middle 
point  of  the  arc  AC.     Hence,  since  the  arc  AD  =  the  arc  CD^ 

the  angle  ABD  —  the  angle  CAD  =  d, 

and  therefore 

90°  -  (y5  +  rf)  =  <y, 
or  p-\-2S  —  90°. 
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Hence,  too, 
the  max.  efficiency  =  i  +  tan  d  cot  (90**  —  <5) 
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=  -  sec2  6  —  -  sec-  (45^  -  -). 
2  2  v-^        2/ 


The  outlet  velocities  corresponding  to  this  maximum  effi- 
ciency are  represented  by  the  sides  of  the  triangle  fkhy  Fig. 
327.    The  two  triangles  fnk  and  fxk  are  equal  in  every  respect. 


Fig.  327. 


Also, 

and 

» 

Hence 


2  sin^  (J  =  I  —  cos  26  =  I  ■—  sin  p 
2  cos'  6  =  I  +  cos  2(y  =  I  -(-  sin  /?. 


K.  =  «.-T 


sin  6 


« ■"    »  sin  (90°  +  6) 


I  —  sm  /?\* 
=  //,  tan  o  =  uA — ; — -. — --)  , 


and 


2gna       «,        »-:        «j  I  +  sin  /? ' 


or 


5^4 
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Also,    !',=  «,- 


sin  13 


sin  fi 


sm  (90  +6)         2  cos  <y  /-      6     a  . 


z/^"  =  ?•  cos  <y  =  «2  sin  /? 


V' 


sin  /S  ( I  +  sin  /?) 


2^^., 


and 


//  .     *  /sin  /?  (i  —  sin  /f)      __ 


From  these  equations  the  following  Table  has  been  pre- 
pared : 


fi 

a 

«t 

'•i 

v 

^ 

^^£^a 

"f^Ha 

^^KHa 

5* 

42*  30' 

2.497 

.296 

.20 

.92 

8  26' 

40.  47 

1-977 

.383 

.25 

.87 

10 

40 

1.838 

.416 

.267 

.80 

15 

37  30 

1.56 

.500 

.30 

.79 

20 

35 

1.40 

.58 

•33 

.74 

30 

30 

1.22 

.70 

•35 

.67 

40 

25 

1. 13 

.80 

.34 

.61 

45 

22  30 

1.09 

.84 

.32 

.58 

50 

20 

1.073 

.87 

.30 

.56 

58  36 

15  42 

1. 04 1 

.92 

.25 

.54 

60 

15 

1.038 

.93 

.24 

.53 

1 

The  value  of  the  radial  component,  v^\  is  greatest  when* 
sin  /^(i  —  sin  yfi?)    is    a  maximum,    i.e.,    when   sin  /^  =  i   or 

Two  values  of  /^,  the  one  less  and  the  other  greater  than 
30°,  correspond  to  every  other  value  of  v^\ 

Generally  speaking,  vj^  lies  between  \^2gH^  and  \^2gH^^ 
and  the  assumption  is  sometimes  made  that  the  radial  com- 
ponent of  the  velocity  of  the  water  as  it  passes  through  the 
wheel  is  constant  and  equal  to  \^2gH,^, 

Example. — A  centrifugal  pump,  with  an  outlet-tip  angle 
(/?)    of  20°,    has    an    efficiency  of  60   per   cent.     Assuming 

vj'  =  i  ^2gH,  ,  then 
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gH^  =  .6u^J'  =  .6«j(«,  —  V  cot  20**) 

and  Wj  =  1.32  ^2gH^. 

Also, 


F,  =  t//'  cosec  20**  =  -  VigH^  X  2.9238 

=  V^^  X  .73095- 

Therefore 

u^  ^V^=\  .208  X  2gH^. 
Hence,  if  the  inlet  flow  is  radial,  equation  (14)  gives 


2g 

v.(vj'  - 

g 

'         "                 g                2g 

«*  —  F' 

2^ 


and 


2^  g 


Certain   existing  experimental   results   give    .42//],  as   an 
average  value  of  A,.;  and  taking  .03//],  as  the  average  value  of 


^^ 


2 

,  then 


=  .42/f,  +  .03//,  -  .208//,  =  .242Ar,. 


The  term  -^ — ^ ^  must  necessarily  vary  considerably 

with  the  design  of  the  pump. 

3.  Thomson's  Vortex  or  Whirlpool-chamber  (Figs.  328 
and  329). — It  has  been  suggested  that  the  energy  of  motion 
inherent  in  the  water,  as  it  leaves  the  wheel,  may  be  more 
completely  utilized,  and  the  pumping  power  therefore  in- 
creased, by  the  addition  of  an  exterior  chamber  of  radius  r^, 
in   which   the   water,   in  virtue  of  its    motion,   is  left   free  to 


$66  IVHIRLPOOL-CHJMBER. 

revolve,  and  tends  to  assume  the  condition  designated  by 
James  Thomson  as  the  vortex,  or  whirlpool,  of  free  mobility 
The  centrifugal  action  of  this  fluid  mass  develops  an  outward 
force  which  is  added  to  the  outward  force  developed  within  the 
wheel  and  materially  increases  the  pumping  power.  The  out- 
ward  force  produced  within   the  wheel  is  due  to  centrifugal 


Fig.  saS.  Fig.  339. 

action  only,  if  the  blades  are  radial ;  but  if,  as  is  generally  the 
case,  the  blades  are  curved,  it  is  partly  due  to  the  radial  com- 
ponent of  the  pressure  between  the  blades  and  the  water,  and 
this  pressure  may  be  very  great  if  the  pump  is  run  at  a  high 
speed. 

The  chief  properties  characterizing  the  fluid  mass  in  the 
whirlpool-chamber  are  the  following: 

(i)  Each  fluid  particle  moves  with  a  velocity  {v)  inversely 
proportional  to  its  distance  (r)  from  the  axis  of  rotation.     Thus 

r^^  =.  rv  =■  rjT/j  , 
v^  being  the  water's  velocity  at  the  outlet-surface  of  the  whirl- 
pool-chamber. 

(2)  The  angle  {ff)  between  the  radial  distance  (r)  to  any 
particle  and  its  direction  of  motion  is  constant,  and  the  stream- 
lines are  therefore  equiangular  spirals. 

Thus  if  vj"  and  vj"  are  the  radial  and  tangential  com- 
ponents of  v^ , 

v/'  =  Tj  cos  3,     rv'"  =  I')  cos  tf, 
v„"  =  v^  sin  S,      vj"  =  7/j  sin  S, 
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and  therefore 

*  V        _      3  S  w 


(3)  Each  particle  is  free  to  move  to  any  position  within  the 
whirlpool  without  interfering  with  the  general  motion  of  the 
other  particles,  as,  in  moving  towards  or  from  the  centre,  it 
assumes  of  itself,  subject  simply  to  the  laws  of  motion  under  a 
central  force,  the  velocity'due  to  its  position  in  the  whirlpool. 

(4)  For  any  equal  particles,  whatever  positions  they  may 
momentarily  occupy  in  the  whirlpool,  the  sum  of  the  energies 
corresponding  to  velocity,  to  pressure,  and  to  height  is  con- 
stant. 

Thus  each  particle  gives  up  its  velocity  in  accordance  with 
the  law  of  motion  just  stated,  and  the  head  available  for 
increasing  the  pumping  power 

=  !!i  -.  ''LL  =  yIu  -  ^1\ 

Again,  the   term     ^^  ^ ^,  representing  the  gain  of 

head  in  passing  from  the  whirlpool-chamber  into  the  volute, 

must  be  substituted  for  the  term        " —.     Thus 

g 

the  efficiency  =  -7/, 

in  which  H^  =  ujuj^  =  uj(U^  —  V^  cos  >5),  and  the  actual  lift 
is 

Ex.  Assume  that  the  four  last  terms  in  the  preceding  equation  are 
sufficiently  small  to  be  disregarded.     Then 

the  efficiency  = ; — -^ -= ' 

^  2Ut{ut  —  Vt  cos  P) 
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First.  Let  ff  =  90*,  i.e..  let  the  blade  outlet-lip  be  radial.    Then 

vw"  =  u,     and    v"  =  Vt. 
Therefore 

«.'  -  r.*  +  («.•  +  r.',(i  -  ^'j) 
the  efficiency  = — i ^ ^ 


Second.  Let  p  =  o,  i.e.,  let  the  blade  outlet-lip  be  tangential.    Then 

u,"  =  »,  —  r.     and    v"  =  o. 
Therefore 

„,•  _  F.«  +  (a.  -  r,)'fi  -  ^) 
the  efficiency  =  — 


K.(«.  -  r.) 


The  difference  between  these  two  efficiencies  is  compara- 
tively small  and  diminishes  as  the  diameter  of  the  whirlpool- 
chamber  increases.  Hence  their  values  are  not  largely  influ- 
enced by  the  angle  jff. 

The  above  hypothetical   theory  seems  to  indicate  that  a 


Fig.  330. 
whirl  pool -chamber  adds  to  the  efficiency  of  a  centrifugal  pump. 
Opinions,  however,  differ  widely  as  to  the  real  character  of  the 
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flow  of  the  water  within  the  pump,  and  as  to  the  loss  of  energy 
in  shock  on  entering  the  whirlpool-chamber  or  the  volute. 
Some  eminent  authorities  advocate  a  gradually  diminishing 
section,  Fig.  330,  on  the  ground  that  it  tends  to  produce  a 
steadier  action,  while  other  authorities,  equally  eminent,  claim 
that  a  flaring  vortex  tends  to  increase  the  efficiency,  and  it  is 
urged  that  by  widening  the  chamber  from  the  depth  at  the 
wheel-outlet  to  a  much  greater  depth  at  its  exterior  surface, 
the  water  will  lose  its  energy  of  motion  much  more  rapidly  and 
will  leave  the  chamber  with  a  velocity  more  nearly  equal  to 
that  in  the  discharge-pipe. 

Experiments  are  urgently  needed  to  throw  light  upon  this 
important  subject. 

4.  Practical  Values.  —Let  d^ ,  d^  be  the  depths  of  the  inlet- 
and  outlet-surfaces. 

Let  /j ,  t^  be  the  blade  thickness  at  inlet  and  outlet. 

Let  n  be  the  number  of  blades. 

Let  the  inlet  area  =  sectional  area  of  supply-pipe. 

Then,  if  y  =  90° 

{27tr^  —  ;//j  cosec  a)d^J  =  —  G  =  ^^i^v' 

y 

=  {2nr^  —  nt^  cosec  lS)d^vJ\ 

the  coefficient  —  being  an  average  value  and  depending  upon 

practical  considerations.  • 

The  following  values  are  sometimes  adopted  in  practice : 

«  =  4  to  10; 

t^=^  t^  =  .2  in.  to  .625  in. ; 
5^  =  6^1; 

r^Vir^=  .661 G; 

d^  =  d^or  =  id^ ,  according   as  the  pump- 
faces  are  parallel  or  coned. 
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Ex.  The  hypothetical  advantage  of  a  whirlpool-chamber  may  be 
observed  by  a  consideration  of  the  comparative  efficiencies  of  two 
pumps,  which  are  precisely  similar  in  every  respect  excepting  that  one 
has  a  whirlpool-chamber  of  62  ins.  diameter.  Each  pump  delivers  20 
cu.  ft.  of  water  at  a  speed  of  225  revolutions  per  minute.  The  diameters 
of  the  suction-  and  discharge-pipes  =  20  ins. ;  the  diameter  of  the 
wheel  =  36  ins. ;  the  depth  of  the  whirlpool-chamber  =  the  depth  of  the 
wheel  at  outlet  =  54  ins. ;  r  =  90* ;  /^  =  42*  20'  22".65;  number  of  wheel- 
blades  =  6 ;  thickness  of  blade  ±=  |^  in. 

The  actual  lift  is  given  by 

„        u,^  "  V^   .  v,{vj'  ~  V,)      z//        ^ 

fJa  = T —  hrt 

or  fta  = +  —- 1  I 5     H Ar. 

?g  2g\        ^•7  g  ^ 

according  as  the  pump  has  not  or  has  a  whirlpool-chamber. 

225  X  jr  X  3  _    . 

««  = ^ =  35iT  ft.  per  sec; 

cosec  fi  =  1484; 

144  X  20  . 

Vr'  =  — i — ' :; i —  =  5'523  ft.  per  sec.; 


.pJTrx  36  —  6x|  X  1.484  I  54 


Vt  =  Vr"  cosec  ^  =  8.196  ft.  per  sec.; 

Ut*  —  Vt*  _  59''473. 
^  g       ' 

cot  fi  =  1 .097 ; 
W  =  «»  —  Vr"  cot  /3  =z  29.298  ft.  per  sec.; 

20 
Vd  —  Vs  =     .   r\  =  '^ix  ft.  per  sec; 


^i) 


V.{VJ'  -  V,)  _   184.508  '  tu       A'  •  C  U1-*  1 

= =  gam  of  head  in  passmg  from  wheel  mto  volute; 

Vt^__  41.986 

?/,•  =  Vr"*   +  t/."*  =  888.876; 


7         r^\  _  888.876/    _  i8»^\       294.596 
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vj"  =  rr  X  29.298  =  17.012  ft.  per  sec; 
VsJT/^"  "-?/,)_  71.919 

u^vj'  =  1035.889. 
Hence  for  ihe  pump  without  a  whirlpool-chamber 

rr  __  591473    .   184.508      41.986       . 

i  g  g 

=  ^-^3:5?_5  +  ^^  =  (22.81  -  hr)  ft., 

or  gHa  =  733.995  -<^^r» 

and 

the  efficiency  =  ^  =  733.995  -ghr  ^  ^^  ghr 


u^vj'  1035.889  ''  1035.889* 

For  the  pump  with  a  whirlpool-chamber 

gH  =  ^9' 473  ^  294596   ^  7i-9'9  ___  41986  _  . 
g  g  g  g 

916.002  ,  ,       O  ,  7.      X     / 

= hr=    (28.46  —  hr)  ft.,^ 

or  ^//a  =  916.002   —  ghrt 

and  the  efficiency  =  ?i^:^??--/i^  =  .884  -  -^^, 

^  1035.889  ^       1035.889' 

which  is  considerably  greater  than  the  first  efficiency. 
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EXAMPLES. 

1.  Find  the  H,P.  required  to  drive  a  centrifugal  pump  of  14  ft. 
diameter,  and  with  radial  vanes,  making  60  revolutions  per  minute  and 
delivering  900,000  gallons  of  water  per  hour.  If  the  lift  is  30}  ft.  find 
the  efficiency.  Assume  that  the  water  on  entering  has  no  velocity  of 
whirl.  Ans.  27.5;  .5. 

2.  The  wheel  of  a  centrifugal  pump  is  .6  ft.  in  diameter ;  the  turning 
moment  on  the  spindle  is  12  Ibs.-ft.  If  160  gallons  of  water  are  raised 
per  minute,  find  the  mean  velocity  with  which  the  water  leaves  the 
wheel ;  assuming  that  on  entering  it  has  no  velocity  of  whirl. 

Ans,  24. 1  ft.  per  sec. 

3.  A  centrifugal  pump  has  a  36-in.  wheel  of  a  uniform  breadth  of 
5i  ins.  The  wheel  makes  225  revolutions  per  minute  and  delivers  20  cu. 
ft.  of  water  per  second  into  a  discharge-pipe  of  20  ins.  diameter.  The 
angle  (fi)  of  the  blades  at  the  outer  periphery  is  42*  20'.  Assuming  the 
velocity  of  discharge  to  be  the  same  as  the  mean  velocity  of  flow  in  the 
volute  and  disregarding  vane-thickness,  And  (a)  the  peripheral  speed  ; 
ifi)  the  velocity  of  whirl  and  radial  velocity  of  flow ;  {c)  the  gain  of  head 
available  for  useful  work  on  entering  the  volute,  and  {d)  the  efficiency. 

There  are  six  J-in.  blades.  If  a  62  in.  whirlpool-chamber  is  added,  find 
the  gain  of  head  available  for  useful  work,(^)  due  to  chamber;  (/)  on  enter- 
ing volute. 

Ans,  (a)  33.35  ft.  per  sec. ;  {b)  29.425  and  5.4  ft.  per  sec;  {c)  5.8 
ft.;  {d)  .708;  {e)  9.27  ft.;  (/)  2.27  ft. 

4.  A  centrifugal  pump  with  a  12-in.  fan  delivers  1000  gallons  per 
minute,  the  actual  lift  being  20  ft.  and  th^gross  lift  (allowing  for  friction. 

etc.)  30  ft.    Find  the  revolutions  of  the  pump  per  minute  iyj*  =  —J. 

Ans,  836.52. 

5.  In  a  centrifugal  pump  the  external  diameter  of  the  fan  is  2  ft.,  the 
internal  i  ft.,  and  the  depth  6  in.  Determine  the  speed  and  eflSciency 
of  the  pump  when  delivering  2000  cu.  ft.  per  minute  against  a  pressure 
head  of  64  ft.,  the  inclination  of  the  wheel-vanes  at  outlet-surface  being 
90°,  and  y  being  also  90*.  Ans.  619.24  revols.  per  min. ;  .4866. 

6.  A  centrifugal  pump  delivers  1500  gallons  per  minute.  Fan,  16  in. 
diameter;  lift,  25  ft.;  inclination  of  vanes  at  outer  periphery  to  the 
tangent,  30*.  Find  the  breadth  at  the  outer  periphery,  and  also 
the  revolutions  per  minute,  assuming  the  ^<?J5  lift  to  be  1}  times  the 

actual  lift,  and  that  Vn"  —  — . 

«        2 
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Alsq  find  the  proper  sectional  area  of  the  chamber  surrounding  the 
fan  for  the  proposed  delivery  and  lift.  Examine  the  working  of  the 
pump  at  a  lift  of  15  ft.  (z/»"  =  o). 

Ans.  Breadth,  f  in. ;  revolutions*  700 ;  23.5  sq.  ins. 

7.  For  a  given  discharge  (0  and  head  {//),  and  considering  only  the 
losses  of  head  due  to  flow  and  to  the  resistance  in  the  wheel,  show  that 
the  maximum  efficiency  of  a  centrifugal  pump  of  diameter  J?  is 

A  being  a  constant  depending  on  the  size  of  the  wheel. 

8.  A  centrifugal  pump  with  an  efficiency  of  .75  and  a  radial  flow  at 
inlet,  lifts  35  cu.  ft  of  water  per  second  a  height  of  20  ft.  At  the  outer 
periphery  the  vane-angle  (fi)  is  15*  and  the  radial  velocity  is  5  ft.  per 
second.  If  the  wheel  makes  140  revolutions  per  minute,  find  (a)  its 
diameter.  If  the  diameter  of  the  outer  periphery  of  the  wheel  is  three 
times  that  of  the  inner  periphery  and  if  the  radial  velocity  at  the  latter 
is  8  ft.  per  second,  find  (d)  the  vane-angle  at  the  inner  periphery  and  (c) 
the  depths  of  the  wheel  at  the  inner  and  outer  peripheries. 

Ans.  (a)  5,455  ft.  ;  (^)  30"  58' ;  (c)   .765  ft. ;  .41  ft. 

9.  The  pump  in  the  preceding  example  is  supplied  with  a  vortex- 
chamber  of  6}  ft,  diameter.  Show  that  the  "  gain  of  head  "  is  a  maxi- 
mum when  the  velocity  of  flow  in  the  volute  is  8.46  ft.  per  second.  Also 
show  that  the  frictional  loss  of  head  is  4.18575  ft. 

10.  In  a  centrifugal  pump  the  diameter  of  the  fan  =  12  ins.,  the 
depth  =  2  ins.,  the  lift  =  25  ft.,  and  the  delivery  =  300  cu.  ft.  per  minute. 
Determine  (a)  the  speed  ;  (ff)  the  efficiency ;  and  {c)  the  power  expended 
when  the  vane-angle  (/3)  at  the  outer  periphery  is  (i)  90**;  (2)  45';  and 
(3)  30'  i  r  being  90'. 

Ans,  (i)  (a)  785     revols.  per  min. ;  (6)  .47  ;  (c)  30      H.P. ; 

(2)  (.1)  805.8      "        "        "        (d)  .58  ;  (c)  24.4  H.P. ; 

(3)  (a)  846.1      (d)  .68  ;  (c)  22.9  H.P. 

11.  A  centrifugal  pump  delivers  10,000  gallons  per  minute.  The 
actual  lift  is  50  ft.  The  radial  velocity  at  the  outlet-surface  is  one  eighth 
of  that  due  to  the  actual  lift  and  ut  =  2v„",  Find  (a)  the  radius  of  the 
wheel ;  (d)  the  vane-angles ;  (c)  the  speed  of  the  wheel ;  (d)  the  effi- 
ciency, taking  7^  =  90* ;  and  </»  =  </j  =  — '. 

Ans.  (a)  1.9  ft.;  (^)  56*  16';  23*  16';  (c)  331  revols  per  min.;  (d)  .74. 

12.  The  internal  and  external  diameters  of  the  fan  of  a  centrifugal 
pump  with  radial  flow  at  inlet  are  9  ins.  and  18  ins.,  respectively;  the 
depth  is  6  ins.,  and  it  passes  400  cu.  ft.  per  minute  against  a  pressure 
head  of  16  ft.  The  inclination  (fi)  of  the  discharging-lips  of  the  fan 
being  30%  determine  (a)  the  speed  ;  (d)  the  efficiency  ;  (c)  the  power  ex- 
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pended  ;  and  {d)  the  inclination  of  the  receiving-lips  of  the  fao'.  Find 
(e)  the  efficiency  when  a  whirlpool-chamber  of  36  ins.  diameter  sur- 
rounds the  fan. 

^/fj.  (a)  4 1 3. 58  revolG.   permin. ;  (b)  .571;  (^)  21.23  H.P. ;  (^) 
19'  12';  {€)  .581. 

13.  The  lift  of  a  centrifugal  pump  is  2'4|  ft.  The  efficiency  of  the 
pump  is  .75,  and  the  radial  velocity  of  flow  at  outlet-surface  of  fan  is  5  ft. 
per  second.     If  cot  y  =  \,  find  the  peripheral  speed  of  the  fan. 

Also  find  its  diameter,  if  the  fan  makes  160  revolutions  per  minute 
{vj  =  o).     Find  the  loss  of  head  in  hydraulic  friction. 

Arts.  44  ft.  per  sec. ;  5i  ft. ;  3fJ  ft. 

14.  The  reciprocal  of  the  efficiency  of  a  C.  P.  is  1.61,  the  peripheral 
{ut)  and  radial  (v")  velocities  at  outlet  are  35  and  9  ft.  per  second 
respectively.     Find  the  lift  and  the  vane-angle  {fi)  at  outlet. 

Ans.  I5f  ft.;  tan**  J. 

15.  A  centrifugal  pump  with  a  gross  lift  of  17  ft.  delivers  25  cu.  ft.  of 
water  per  second.  At  the  outer  periphery  the  vane-angle  is  8o*  and  the 
radial  velocity  is  5  ft.  per  second.  The  diameters  of  the  outer  and  inner 
peripheries  of  the  disc  are  54  ins.  and  18  ins.  respectively,  and  the  hy- 
draulic efficiency  is  .75.  Find  (a)  the  speed  of  the  fan;  (^)  the  vane- 
angle  at  the  inlet  periphery  ;  {c)  the  velocity  of  whirl  at  the  outlet ;  {d) 
the  diameter  of  the  volute  ;  {e)  the  diameter  of  the  suction-pipe. 

If  there  are  six  J-in.  vanes,  find  (/)  the  width  of  the  disc  at  the  outer 
and  inner  peripheries. 

Assuming  the  velocity  of  flow  in  the  discharge-pipe  to  be  4  ft.  per 
second,  show  that  there  is  a  loss  of  5.026  ft.  of  head  due  to  hydraulic 
friction. 

Ans,  {a)  116  revolutions  per  minute ;  {b)  41*  14';  (^r)  26.49  ft.  per 
second  ;  {d)  1.094  ft.;  {e)  33.8  in. ;  (/)  9.64  ins. ;  4.8  ins. 

16.  The  vane  of  a  centrifugal  pump  or  turbine  is  the  involute  of  a 
circle  concentric  with  the  pump  circumference.     Show  that  Vx  =  V%  in 

an  I.  F.  or  O.  F.,  and  -~  =  —  in  an  A.  F. 

17.  If  the  lips  of  the  pump-vanes  are  radial,  show  that  the  efficiency 
cannot  exceed  .5.  but  that  it  might  be  increased  to  .875  by  the  addition 
of  a  whirlpool-chamber. 

18.  A  centrifugal  pump  with  a  21-in.  fan  pumps  1104/3CU.  ft.  per 
second  to  a  height  of  31 J  ft.  The  outlet-lip  makes  an  angle  of  60"  with 
the  periphery.  The  depth  of  the  fan  is  6  ins.  Find  the  peripheral  speed, 
the  H.P.  and  the  speed  of  the  pump  in  revols.  per  minute. 

Also  find  the  loss  of  head  due  to  frictional  resistance. 

Ans,  60  ft.  per  second  ;  1623}  H.P.;  654^y;  31 J  ft. 

19.  A  centrifugal  pump,  with  six  ^-in.  blades,  makes  140  revolutions 
per  minute  and  raises  5062^  tons  of  water  per  hour  to  the  height  of  20 
feet.  The  blade-angle  and  radial  velocity  of  flow  at  outlet  are  cof  4  and 
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5  ft.  per  second,  respectively,  and  the  hydraulic  efficiency  of  the  pump 
is  a  little  more  than  60  per  cent  (=  f{).  The  wheel  is  surrounded  by  a 
vortex-chamber  having  a  diameter  20  per  cent  greater  than  that  of  liie 
wheel.  Assuming  that  the  fnlet-flow  is  radial,  and  that  2Vs  =  v^"\  and 
disregarding  frictional  resistances,  determine  the  peripheral  speed,  diam- 
eter and  breadth  of  the  wheel,  and  the  gains  of  energy  in  ft.-lbs.  in  the 
vortex-chamber  and  in  the  volute. 

Am,  44  ft-  per  sec;  6  ft.;  8.17  ins;  8070,  8789. 

20.  Compare  the  efficiencies  of  two  centrifugal  pumps,  which  are 
precisely  similar  in  every  respect,  excepting  that  one  has  a  whirlpool 
chamber  of  48  ins.  diameter.  Each  pump  delivers  20  cu.  ft.  per  second 
at  a  speed  of  225  revolutions  per  minute.  The  diameters  of  the  dis- 
charge- and  suction-pipes  =  20  ins. ;  the  diameter  of  the  wheel  =  36  ins.; 
the  depth  of  the  wheel  and  the  whirlpool-chamber  at  outlet  =  3I  ins. ; 
y  =  90' ;  y5  =  22'  38' ;  the  number  of  wheel-blades  =  6 ;  the  blade- 
thickness  =  f  in. ;  ^r  =  •3/^a- 

Ans.  .73  —  A  and  .79  —  y|  where  A  =  -^^^ 

503.6 

21.  In  a  centrifugal  pump  the  diameters  of  the  suction- and  dis- 
charge-pipes =  48  ins.;  the  number  of  wheel-blades  =  6;  the  blade 
thickness  =  |  in. ;  the  radial  velocity  of  flow  at  outlet  =  2.877  ft.  per 
second  ;  the  velocity  of  flow  in  the  volute  and  discharge-pipe  =  5.817 
ft.  per  second;  the  peripheral  speed  of  the  wheel  outlet-surface  = 
34.6276  ft.  per  second.  Disregarding  the  frictional  losses  in  the 
suction-  and  discharge-pipes  and  in  the  wheel -passages,  determine  the 
velocity  of  whirl  at  outlet,  the  blade-tip  angles  at  outlet,  the  delivery 
in  cubic  feet  per  second,  the  speed  in  revolutions  per  minute  and  the 
actual  lift,  the  efficiency  being  .759. 

Ans.  23.695  ft.  per  second  ;  y5  =  14'  44' ;  73.13  cu.  ft. ;  80.13  ; 
19.34  ft. 

22.  A  centrifugal  pump,  with  an  actual  lift  of  10  ft.,  delivers  37.85  cu, 
ft.  of  water  per  second  at  a  speed  of  68  revolutions  per  minute.  The 
number  of  blades  =  6 ;  the  blade- thickness  =  |  in.;  the  wheel-depth  at 
outlet  =  9  ins. ;  the  diameters  of  the  suction-  and  discharge-pipes  =  36 
ins.;  the  diameter  of  the  wheel  =  90  ins. ;  /5  =  19'  7'  26.67" ;  y  =  90*. 
Find  the  gain  of  head  in  passing  from  the  wheel  into  the  volute  and  the 
frictional  loss  (h^  in  the  discharge-  and  suction-pipes  and  in  the  wheel- 
passages.    Also  find  the  efficiency. 

Ans,  2.193  ft.  ;  1. 91 1  ft.;  .65. 

23.  In  the  centrifugal  pumps  for  two  torpedo-boat  destroyers  the 
diameter  of  eye  =  7  ins.  ;  the  diameter  of  wheel  =  20  ins. ;  the  number 
of  blades  =  6  ;  the  thickness  of  blades  =  A  '"'J  ^he  width  of  the  wheel 
at  outlet  =  \fg  ins.;  the  actual  lift  =  63I  ins.;  cot  fi  =  5.167.  The 
pumps  are  driven  by  a  vertical  non-condensing  engine  with-  a  4i-in. 
cylinder,  a  4-in.  stroke,  and  a  ^in.  piston-rod.     With  a  boiler-pressure 
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of  220  lbs.  per  square  inch  above  the  atmosphere  and  a  cut-off  at  \r 
the  delivery  was  found  to  be  11 13  gallons  (U.S.)  at  420  revolutions 
per  minute.  The  frictional  losses,  due  to  one  upper  bend,  two  7-in. 
bends,  one  bad  check- valve,  one  gate- valve,  and  about  8  ft.  of  7-in. 
pipe,  were  respectively  estimated  at  .3^^,  .^Ad,  hd,  Ahd^  and  .4185  ft., 
hd  being  the  head  corresponding  to  the  velocity  of  discharge  (=  velocity 
of  flow  in  volute).  Find  («)  the  mechanical  efficiency;  and  also  find, 
on  the  ordinary  hypotheses  and  assuming  y  =  90*.  (^)  the  radial  velocity 
of  flow ;  {f)  the  loss  in  shock  on  entering  the  volute ;  (<^  the  hydraulic 
efficiency. 
Ans,  (a)  6.02  per  cent ;  (d)  4.014  ft.  per  sec. ;  (c)  61.7  ft.-lbs. ;  (d)  .434. 

24.  Show  how  the  results  in  the  preceding  example  will  be  affected 
with  a  delivery  of  2000  U,  S.  gallons  at  an  assumed  speed  of  700  revo- 
lutions per  minute. 

Ans.  (a)  6.67  per  cent ;  (d)  7.214  ft.  per  sec. ;  (c)  120  ft.-lbs.  ;  (</)  409. 

25.  Determine  the  hypothetically  best  speeds  in  revolutions  per 
minute  for  the  pumps  in  Examples  23  and  24,  and  calculate  the  corre- 
sponding maximum  hydraulic  efficiencies. 

Ans.  In  Ex.  23  best  speed  =  292.7  rev.  per  min. 
*•     "     24     "        "      =  526       "      **      " 

26.  A  centrifugal  pump  delivers  20  cu.  ft.  of  water  per  second  at  a 
speed  of  225  revolutions  per  minute  ;  the  diameter  of  the  discharge-pipe 
is  20  ins.,  the  diameter  of  the  wheel  is  36  ins.;  the  width  of  the  wheel  at 
outlet  is  5 J  ins.;  the  number  of  blades  =  6;  the  blade  thickness  =  t  in.; 
y  =  90**;  cosec  fi  ■=!  1.484.  Find  the  hydraulic  efficiency,  and  also  find 
the  diameter  of  the  whirlpool-chamber  which  will  increase  this  efficiency 

by  .1234.  Ans.  .70S ^_J1-  ;  48  ins. 

1035-09 

27.  A  centrifugal  pump  making  229!  revolutions  per  minute  delivers 

23 J  cu.  ft.  of  water  per  second.  The  diameter  of  the  discharge-pipe  = 
18  ins.,  of  the  wheel  =  42  ins.,  and  of  its  whirlpool-chamber  =48  ins. 
The  width  of  the  wheel  at  outlet  =  3.452  ins,,  and  of  the  whirlpool-cham- 
ber at  its  outer  circumference  =  2.5  ins.  The  tip  angle  fi  at  outlet  = 
cot~'  3.6.  Assuming  the  ordinary  whirlpool  theory  and  disregarding 
hydraulic  resistances,  determine  (^i)  the  radial  velocity  of  flow  (v/'); 
(fi)  the  actual  velocity,  v.,  with  which  the  water  leaves  the  wheel;  (c)  the 
loss  in  entering  the  whirlpool-chamber ;  (d)  the  hydraulic  efficiency. 
There  are  six  blades  each  }  in.  thick. 

Ans.  (a)  9.3569  ft.  per  sec;  0)  12.567  ft.  per  sec; 
{c)  76.4142  ft.-lbs.;         (</)  .49. 
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Abbot,  252.  253.  257 

Abrupt  changes  of  section,  loss  of 

head  due  to,  164 
Accumulators,  339 
Accumulator,  Brown's  steam,  344 

differential,  342 
Air  in  a  pipe,  183 
Air,  retarding  effect  of,  224 
Applications  of  Bernouilli's  Theo- 
rem, 12 
Aqueducts,  circular,  242 

egg-shaped,  244 

flow-in,  240 

square,  243 
Arc  of  discharge  in  overshot  wheel, 

453 
Aspirator,  16 
Axial-flow  turbine,  490 

Balancing  of  hoists,  345 

Barker's  mill,  375 

Barlow's  curve,  73 

Barnes,  130 

Barometer,  water,  7 

Bazin,  230,  246,  248,  249,  250,  252, 

257f  258,  260,  266 
Bazin's  velocity  curve  and  formula, 

265,  266 
Bazin's  weirs,  99 
Bear,  punching,  339 
Beardmore,  247 
Beaufoy,  122 
Belgrand,  226 

Belgrand's  sewer  formula,  246 
Belidor,  386 
Bellmouth,  36 
Bends  in  pipe,  168 
Bends,  river,  269 
Bernouilli's  Theorem,  8 

applications  of,  12 
Bidone,  60,  284 


Binding-press,  338 
Boileau,  268 

Boileau's   velocity   curve   and    for- 
mula, 268 
Borda,  60 

Borda's  mouthpiece,  58 
Borda's  turbine,  382 
Bordered  vane,  368 
Bossut,  418 
Bourgogne  canal,  experiments  on, 

249.  257 

Bovey's  tables  of  coefficients  of  dis- 
charge, 39,  40 

Boyden's  hook  gauge,  298 

Boyden's  diffusor,  492 

Brakes,  hydraulic,  353 

Bramah's  press,  336 

Branched    pipe     connecting     three 
reservoirs,  191 

Branch    main  of  uniform  diameter, 
188 

Breadth  of  water-wheels,  438 

Breast-wheels,  440 

Breast-wheel,  efficiency  of,  441 
losse.8  of  effect  in,  442 
mechanical  effect  of,  442 
speed  of,  441 

Bresse,  291,  292,  296,  309 

Broad-crested  weir,  94 

Brotherhood  hydraulic  engine,  345. 

Brown's  steam-accumulator,  344 

Brumings,  247 

Bucket,  capacity  of,  458 
form  of,  435,  458 

Buckets,  number  of,  458 

Burdin's  wheel,  385 

Canal-lock,  time  of  emptying  and 

filling  a,  59 
Capacity   of    water-wheel   buckets,  - 

458 

577 


578 
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Capillary  phenomenon,  130 
Capillary  tubes,  flow  in,  130 
Castel's    table    of    mouthpiece   co- 
efficients, 69 
Centre  of  pressure,  xiv 
Centrifugal  force,  effect  of,  451 
Centrifugal  pump,  76 
analysis  of,  553 
efficiency  of,  555 
height  of  suction  in,  554 
losses  due  to  hydraulic  resistance 

in,  554 
values  of  a,  /5,  and  y  in,  556 
vortex  chamber  in,  565 
work  of,  394,  555 
Centrifugal  turbine,  393 
Chamber,  whirlpool,  76,  565 
Channel-flow  assumptions,  220 
Channel,   bottom   velocity    of   flow 
in  a,  266 
flow  between  bridge  piers  in  a,  296 
flow  in  an  open,  221 
flow  through   contracted    portion 

of  a,  293 
form  of,  228 
maximum  velocity   of  flow  in   a, 

236,  258,  265 
mean  velocity  of  flow  in  a,  268 
mid-depth  velocity  of  flow  in  a,  265 
of  great  width  as  compared  with 

the  depth,  288 
of  rectangular  section  and  small 

slope,  287 
steady  flow  in  a,  221 
surface  velocity  of  flow  in  a,  265 
value  of  a  and  fi  in  a,  249;  of  y  in 

a,  250;  of  n  in  a,  251 
variation  of  velocity  in  a  section 
of  a,  257 
Channel.*,  cydoidal,  239 

differential  equation  of  flow  in,  275 

examples  of,  228 

longitudinal  profile  of,  285 

of  constant    section,  steady   flow 

in,  271 
of  varying  section,  flow  in,  271 
rectangular,  229 
semi-circular,  238 
.semi-elliptic,  239 
surface-slope  in,  227 
trapezoidal,  231 
with  change  of  section,  293 
with    constant   mean  velocity    of 
flow,  235 
Chezy's  formula,  163 
Chezy's  experiments  on  Courparlet 
channel,  247 


Circular  orifices,  8x 
Cock  in  cylindrical  pipe,  169 
Cocks,  loss  of  head  due  to,  169 
Coefficients,  hydraulic,  29 
Coefficients  for  turbines,  519 
Coefficient  of  contraction,  34 

discharge,  38 

friction,  124 

resistance,  34 

velocity,  30 

viscosity,  269 
Coker,  130 

Combined-flow  turbines,  495 
Compressibility,  25 
Constants,  useful,  xvii 
Continuity,  27 
Contraction,  imperfect,  34 

incomplete,  35 

loss  of  head  due  to  abrupt,  165 
Coulomb,  122 
Courparlet  channel,  experiments  on, 

247 
Critical  velocity,  129 

Cunningham,  257 

Current-meters,  306 

Cylinders,  thickness  of,  337,  344 

Cylindrical  body  in   pipe,  pressure 

on,  406 

Cylindrical  mouthpiece,  63 

Danaldes,  386 

Darcy,  126,  139,  249,  260.  303 

Darcy  gauge.  302 

D'Aubuisson,  126 

Defontaine*s  velocity-curve  formula, 

262 
Density,  2 
Diagrams  of  pipe-flow  experiments, 

146 
Didion,  403 

Differential  accumulator,  342 
equation  of  steady  vaned  motion, 

275 
Diffusor,  Boyden's,  492 

Divergent  mouthpiece,  66 

Downward-flow  turbine,  490,  494 

Draft-tube,  theory  of,  529 

Drummond  on  Miner's  Inch,  44 

Dubiat,  247,  258,  403 

Dupuit,  293 

Efficiency    of     centrifugal     pumps, 

555 
Efficiency    of    turbines,   conditions 

governing,  510 

remarks  on,  519 

effect  of  centrifugal  force  on,  508 
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Elasticity  of  volume,  6 
Elbows,  loss  of  head  due  to,  167 
Ellis,  177 

Energy,    losses    of    energy   in    hy- 
draulic machines,  351 

lost  in  shock,  55 

of  jet  of  water,  69 

of  water-fall,  7 

transmission  of,  156 

of  fluid,  kinetic,  11;  pressure,  11; 
weight,  II 
Engine,  hydraulic,  347 

speed  of  steady  motion  in,  351 
Enlargement  of  section,  loss  of  head 

due  to,  167 
Equations,  general,  53 
Equipotential  surface,  20 
Equivalent  uniform  main,  i86 
Erosion  caused  by  watercourses,  227 

effect  of,  226,  227 

table  of,  269 
Examples,  109,  210,  32$,  355.4o8i  539. 

572 
Exner,  308 

Expansion,  cubical,  6 
Experimental  tank,  29 
Eytelwein.  247,  248 

Farmer,  49,  81 

Flamant,  144 

Float   adjustment   in   experimental 

tank, 41 
Floats,  sub-surface,  300 

surface,  300 

twin.  301 
Flow  from  vessel  in  motion.  26 

in  a  frictionless  pipe,  27 

in  aqueducts,  240 

influence  of  pipe's  inclination  and 
position  upon  the,  138 

in  pipes.  133 

in  pipe  of  uniform  section,  133 

varying  diameter,  184 
Fluid,  definition  of,  xiii 

friction,  121 

motion,  i 

pressure,  xiii 

rotation,  17 

whirling  of,  19 
Foss,  143 

Fourneyron's  turbine,  491 
Fournie,  142 
Francis.  86,  89,  301 
Freeman,  178 
Free  surface.  20 
Friction,  coefficient  of.  124 

in  pipes,  surface,  125 


Friction,  laws  of  fluid,  123 
Frictionless  pipe,  flow  in,  27 
Froude,  131 
Froude's  table  of  frictional  resist* 

ances,  121 
Fteley,  89 
Funk,  247 

Ganguillet  &  Kutter's  formula,  250 

Gas,  definition  of,  xiii 

Ganges,  experiments  on,  257,  278 

Gauckler,  253 

Garonne,  experiments  on,  266 

Gauge,  Darcy,  303 

Hook,  298 
Gauging,  methods  of,  297 

of  pipe-flow,  207 
Gaugings  on  the  Ganges,  278;  Mis- 

sissippi^253 
General  equations,  53 
Gerstner's  formula,  421 
Graphical  representation    of   losses 

of  head,  170 
Gi'ashof,  431 
Grassi,  6 

Hagen,  139,  253 

Head,  27 

Hele  Shaw,  129 

Herschel.  208  *  • 

Hoists,  hydraulic  freight,  345 

Hook -gauge,  Boyden's,  298 

Humphreys,  252,  253,  257 

Hurdy-gurdy.  485 

Hydraulic  coefficients,  29 

engine,  344;  analysis  of,  347 

gradient,  13 

intensifier,  342 

jack,  338 

mean  depth,  222 

mean  radius,  135 

press,  335 

ram,  334 
Hydraulic  transmission,  156 
Hydraulics,  definition  of,  i 
Hydrodynamometer,  Perrodil's,  308 
Hydrometric  pendulum,  308 
Hydrostatics,     fundamental     prin- 
ciples of,  ziv 

Ice,  weight  of,  3 

Impact,  359 
apparatus,  369 
coefficient  of,  371 
on  a  flat  vane,  359 
on  a  curved  vane,  388 
on  a  hemispherical  vane,  367 
on  a  surface  of  revolution,  364 
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Impact  on  a  vane  with  borders,  368 
Impact  on  a  wheel,  378 
Imperfect  contraction,  34 
Inclination,  influence  of  pipe's,  138 
Injector,  15 
Intensifier,  341 
Inversion  of  the  jet,  48 
Inverted  siphon,  182 
Inward-flow  turbine,  490,  493 

Jaclc,  hydraulic,  338 
Jackson,  251 
Jet,  energy  of,  69 

inversion  of,  48 

measurer,  37 

momentum  of,  69 

propeller,  373 
Jet   reaction   wheel,   375;  efficiency 

of,  376;  useful  effect  of,  376 
Jet  turbine,  400 

Knibbs,  142 
Kutter,  142,  230,  253 

Laminar  motion,  2 

Lampe,  143 

Lesbros,  48 

Level  surface,  20 

Levy, 143 

Lift,  balanced  ram,  345 
hydraulic  ram,  346 

Limit  turbine,  494 

Lines  of  force.  20 

Liquid,  definition  of,  xiii 

Lock,  time  of  filling  a,  50 

Longitudinal  profile  of  open  chan- 
nel,  285 

Loss  of  energy  in  shock,  55 

Loss  of  head  due  to  abrupt  change 
of  section,  164  ;  bends,  168 ; 
cocks,  169 ;  contraction  of  sec- 
tion, 169  ;  elbows,  167  ;  enlarge- 
ment of  section,  167  :  orifice  in 
diaphragm,  166 ;  sluices,  169  ; 
valves,  169 

Losses    of    head,    graphical   repre- 
sentation of,  170 

Losses  in  centrifugal  pumps,  559 
in  turbines,  531 

Magnus,  48 

Main,  equivalent  uniform,  186 
of  uniform  diameter,  branch,  188 
with  several  branches,  201 

Manning,  230,  252 

Mariotte,  403, 

Metacentre,  xv 


Meters,  207 

inferential,  209 

piston,  209 

rotary,  209 

Schonheyder*s,  208 

Venturi,  207 
Meyer,  269 
Miner's  Inch,  44 
Mississippi,    experiments    on,    253, 

267 
Mixed-flow  turbines,  495 
Momentum  of  jet,  69 
Morin,  403,  431 
Motion,  fluid,  i 

in  plane  layers,  2 

in  stream-lines,  2 

laminar,  2 

permanent,  i 

steady,  i 
Motor  driven  by  water  flowing  along 

a  pipe,  179 
Mouthpiece,  Borda*s,  58 

convergent,  66 

cylindrical,  63 

divergent,  66 

ring-nozzle,  61 

Navier's  hypothesis,  203,  264 
Notch,  83 

rectangular,  83 

triangular,    92 
Nozzles,  174 

Ellis'  experiments  on,  177 

Freeman's  experiments  on,  178 

Open  channels,  220 

Orifice  fed  by  two  reservoirs.  195 

flow  through  an,  23 

in  a  diaphragm,  loss  of  head  due 
to,  166 

in  a  thin  plate,  22 

in  vertical  plane  surfaces,  78 

in  vessel  in  motion,  26 

with  a  sharp  edge,  22 
Orifices,  circular,  81 

large,  78 

rectangular,  78 

semi  circular,  49 

triangular,  92 
Orleans  canal,  experiments  on,  247 
Outward-flow  turbine,  491 
Overshot-wheel,  450 

arc  of  discharge  in,  452 

bucket  angle  of,  456 

division  angle  in,  456 

effect  of  centrifugal  force  in,  451  ; 
impact  on,  469;  weight  on,  467 
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Overshot-wheel,  450 

number  of  buckets  in,  45^,  458 
pitch-angle  in,  457 
speed  of,  450 
useful  effect  of,  467 
weight  of  water  on,  45a 


Packing,  cup-leather,  336 

hemp,  336 
Parabolic  path  of  jet,  25 
Paraboloidal  surface,  20 
Paris  sewer  formula,  246 
Pastal's  press,  336 
t    Path  of  fluid  particle  in  turbine,  486 
Pelton  wheel,  486 
Pendulum,  hydrometric,  308 
Permanent  regime,  i 
Perrodil's  hjdrodynamometer,  308 
Piezometer.  12 
Piobert,  403 

Pipe  connecting  three  reservoirs, 
branched,  191,200;  two  reser- 
voirs, 162 

equivalent  uniform,  186 

flow  assumptions,  133 

flow  diagrams,  144 

flow  in  frictionless,  27 

Williams'  experiments  on  flow  in, 
206 

of  uniform  section,  flow  in,  133 

of  varying  section,  184 

thickness  of,  158,  159 

variation  of  velocity  in  transverse 
section  of   202 
Pipe-flow,  effect  of   inclination  on, 

138 
Pitch-back  wheel,  472 
Pitot  tube,  302 
Plane  layers,  motion  in,  2 
Poiseuille,  128,  131 
Poncelet,  48,  418 

Poncelet  wheel,  424;  design  of,  433 
Position,  influence  of  pipe's,  137 
Practical  coefficients  in  centrifugal 

pumps,  569;  turbines,  519 
Piess,  Bramah's,  336 

Baling,  337 

hydraulic,  336 
Pressure,  centre  of,  xiv 

due  to  shock,  160 
Pressure-head,  11 

on  cylindrical  body  in  pipe,  406 
Pressure  on  thin  plate  in  pipe,  404 

of  fluids,  xiii 
Prony.  246,  248,  259 
Propeller,  jet,  373 


Pumps,   centrifugal,   547;    analysis 
of,  553;  vortex-chamber  in,  565 
Punching  bear,  339 

^  Radiating  current,  72 
Ram,  hydraulic,  335 
Rayleigh,  Lord,  48 
Reaction,  373 

Reaction  wheel,  efficiency  of,  376 
Rectangular  orifices,  78 
Regime,  permanent,  I 
Reservoir  sluices,  97 
Reservoirs,  branched  pipe  connect- 
ing three,  191,  200 

orifice  fed  by  two,  195 

pipe  connecting  two,  162 
Resistance  of  ships,  131 

of  motion  of  solids,  402 
Retarding  effect  of  air,  etc.,  in  chan- 
nel flow.  224 
Revy's  meter,  306 
Reynolds,  129,  130,  139,  141 
Rhine,  experiments  on,  247,  262,  266 
Ring-nozzle,  61 
River-bends,  269 
Riveter,  portable,  338 
Rotation  of  fluids,  17 
RUhlmann,  285,  286,  293 

Sagebien  wheels,  449 
Saone,  experiments  on,  257 
Schiele  turbine,  208 
Schonheyder's  meter,  257,  266 
Segner,  375 

Seine,  experiments  on,  257,  266 
Sharp-edge  orifices,  22 
Ships,  resistance  of,  131 
Shock,  energy  due  to,  55 

loss  of  energy  in,  55 

pressure  due  to,  160 
Simpson's  rule,  309 
Siphon,  181 

inverted,  182 
Slotte,  269 
Sluice  in  cylindrical  pipe,  169 

in  rectangular  pipe,  169 
'  loss  of  head  due  to  a,  169 
Sluices,  437 

reservoir,  97 
Smith,  Hamilton,  Jun.,  87 
Snow,  weight  of,  3 
Sonnet,  260 
Specific  gravity,  xiii 
Spiral  flow  of  water,  75 
Standing  wave,  281 
Steady  flow  in  channels  of  constant 
section,  221 
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Steady   motion,  i  ;  in   pipe  of   uni- 
form section,  133 
Steady   varied   motion,   differential 

eauation  of,  202 
Stearns,  89 

Storage  of  energy,  340 
Stream  line,  2 
Strickland,  49 
St.  Venant,  248 
Suction-tube,  theory  of,  529 
Surface-floats,  300 
Surface-friction  in  pipes,  126 

slope  in  channels,  226 

tension,  49 

velocity,  258-265 


Tables  of  backwater  function,  990, 
291,  292 
bottom  velocities  269 
Castel's  results.  69 
coefficients  of  discharge,  39,  40 
coefficients  of  weir  discharge  by 

Fteley  &  Stearns,  89 
density  of  water,  4 
discharge  through  Miner's  Inch, 46 
discharge   through   nozzles,    177, 

178 
elasticity  of  volume  of  water,  6 
erosion  and  viscosity,  269 
expansion  of  volume  of  water,  6 
expansion  of  water,  4 
frictional  losses  in  hose,  178 
maximum  velocities,  269 
c  and  y  \nv=  <m*i^,  153 
showing  best  relative  dimensions 

for  trapezoidal  section,  233 
slopes  and  mean  velocities,  227 
slopes  of  trapezoidal  section,  231 
values  of  c  and  b  in  Bazin's  form- 
ulae, 311  to  322 

v'r 
values  of  — ,    for  centrifugal 

pumps,  556 
values  oiy  in  Bazin*s  formula,  250 

values  of  --zLr  for  turbines,  503 

values  of  m  and  n  in  Q=:  m{h-\-  »), 
316 

values  of  n  in  Ganguillet  &  Kut- 
ter's  formula,  251 

viscosity  of  water  and  mercury, 
269 

values  of  c  and  b  in  channel  form- 
ulae, Ganguillet  &  Kutter,  323- 
326 


Tables,  values  of  c  and  b  in  Man- 
ning's formula,  327 
Tachometer,  308 
Tadini,  248 

Tank,  experimental,  29 
Tension,  surface,  49 
Theory  of  suction  or  draft  tube,  529 

of  turbines,  497 
Thibault,  403 
Thickness  of  hydraulic    pipes   and 

cylinders,  337-344 
Thomson,  James,  77,  93,  269 
Thomson's  turbine,  565 
Throttle-valve,  loss  of  head  due  to» 

169 
Thrupp,  139 
Time   of    emptying    and    filling  a 

canal-lock,  50 
Torricelli's  theorem,  24 
Transmission  of  energy  by  hydrau- 
lic pressure,  136 
Trautwine,  89 
Trii  ngular  notch,  92 
Tub-wheel,  387 
Turbine,  axial-flow,  490,  494 

Borda*s,  382 

Boyden's,  491 

centrifugal,  393 

combined,  495 

efficiency  of,  501,  510,  519 

Fontaine's,  494 

Fourneyron,  491 

impulse  or  Girard,  482,  507,  513, 

517 
inward-flow,  491,  493 

jet,  400 

Jonval,  494 

limit,  494 

losses  of  effect  in,  531 

mixed-flow,  490,  495 

outward-flow.  491 

parallel-flow,  404 

practical  values  of  velocities  la» 

519 
radial-flow,  490 

reaction,  482,  516 

Schiele,  495 

Scotch,  375 

Segner,  376 

Swain's,  495 

tangential,  393 

theory  of,  497 

Thomson,  491,  493 

useful  work  of,  50X 

ventilated  483 

vortex,  49r,  493 

Whitelaw,  375 
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Tuttofi,  146,  253»  289,  291,  292 
Tweddell's  differential  accumulator, 
342 

Undershot-wheel,  416 
Undershot  wheel,  actual  delivery  in 
ft.-lbs.  of,  423 

depth  of  crown  of,  431 

efficiency  of,  417,420;  Poncelet,  428 

form  of  course  of,  429 

in  a  straight  race,  418 

losses  of  effect  with,  421 

modifications  to  increase  efficiency 
of.  423 

number  of  buckets  in,  419 

Poncelet's,  424;  efficiency  of,  428 

useful  work  of,  417,  420 

with  flat  vanes,  417 
Uniform  main,  equivalent,  186 
Unwin,  403 
Useful  constants,  xvii 

Vallot,  143 

Values  of  c,  jf,  and  ^  in  »  =  cmH'*^ 

153 
Valve,  loss  of  head  due  to  a,  169 

Vane,  best  form  of,  388 

cup,  367 
Velocity,  bottom,  260,  266 

critical,  129 

curve  in  atrhannel,  257 

formulae,  Bazin's,  266 

formulae,  Boileau's,  268 

maximum,  260,  267 

mean,  258,  265 

mid-depth,  265 

of  whirl,  498 

rod,  301 

surface,  258,  265 

variation  of,  257 
Velocities     in     turbines,     practical 

values  of,  519 
Vena  contracta,  23 
Venant,  St.,  248 
Ventilated  buckets,  472 
Venturi,  water-meter,  16 
Vessels  in  motion,  orifice  in,  26 
Virtual  fall,  13 

slope,  13 
Viscosities,  table  of,  269 


Viscosity,  264 

Meyer's  formula  for,  269 

Slotte's  formula  for,  269 
Volute  of  centrifugal  pump,  558 
Vortex,  circular,  74 

compound,  76 

free,  74 

free-spiral,  75 

forced,  75 

motion,  74 

Water,  pressure  of,  6  ) 

weight  of,  2 
Water-barometer,  7 
Water-meter,  207 
Water-pressure  engine,  347 
Water-wheels,  classification  of  ver- 
tical, 416 
Wave  propagation,  velocity  of,  161 
Weight  of  fresh  water,  3 

of  ice,  3 

of  salt  water,  3 
Weir,  83 

Bazin's  flow-over,  99 

Beam,  104,  107 

broad -crested,  94,  106 

drowned,  88,  106 

inclined,  89 

rectangular,  with  end  contrac- 
tions, 86  ;  without  end  contrac- 
tions, 85 

sharp-crested,  99,  107 

submerged,  88 
Weisbach,  36,  60,  166' 
Weser,  experiments  on,  247 
Wheel,  breast,  440 

hurdy-gurdy,  485 

in  straight  race,  418 

jet  reaction,  375 

overshot,  450 

Pelton,  486 

pitch-back,  472 

Poncelet,  424 

Sagebien,  449 

undershot,  416 
Whirling  fluids,  19 
Whirlpool-chamber,  76 
Whirl,  velocity  of,  519 
Whitelaw,  375 
Williams,  206 
Woltmann,  247 
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....  4 


Cohn's  iDdicatora  and  Test-papers 12mo 

CrafU's  Qualitative  Analysis.     (Scbaeffer. ) 13nio, 

Davenport's  Statistical  Methods  with  Special  Reference  to  Bio- 
logical Variations 12ino,  morocco, 

Drechsel's  Chemical  Reactions.   (Merrill.) 12mo, 

Erdmann's  Introduction  to  Cbemicul  Preparations.    (Duulap.) 

12mo, 

Fresenius's  Quantitative  Chemical  Analysis.    (Allen.) 8vo, 

"         QualiUitive         •'  **  (Johnson.) 8vo, 

(Wells.)        Trans. 

16th  German  Edition 8vo, 

Fuertes's  Water  and  Public  Health 12mo, 

Water  Filtration  Works 12mo, 

-Gill's  Gns  and  Fuel  Analysis ..12mo, 

-Goodrich's  Fconomic  Disposal  of  Towns'  Refuse Demy  8vo, 

Hammarsten's  Physiological  Chemistry.   (Maudel.) 8vo, 

Helm's  Principles  of  Mathematical  Chemistry.   (Morgan).  12mo, 

Hopkins'  Oil-Chemist's  Hand-book 8vo, 

Ladd's  Quantitative  Chemical  Analysis l2mo, 

Landauer's  Spectrum  Analysis.     (Tingle.) 8vo, 

Lob's  Electrolysis  and  Electrosyn thesis  of  Organic  Compounds. 

(Lorcnz.) 12mo, 

Mandel's  Bio-chemical  Laboratory < 12mo, 

Mason's  Water-supply 8vo, 

"      Examination  of  Water • 12mo, 

Meyer's  liadicles  in  Carbon  Compounds.  (Tingle. ) 12mo, 

Mixter's  Elementary  Text-book  of  Chemistry 12mo, 

Morgan's  The  Theory  of  Solutions  and  its  Results 12mo, 

•  *        Elements  of  Physical  Chemistry 1 2rao, 

Kicbols's  Water-supply  (Chemical  and  Sanitary) 8vo, 

O'Brine's  Laboratory  Guide  to  Chemical  Analysis 8vo, 

Pinner's  Organic  Chemistry.     (Austen.) 12mo, 

Poole's  Calorific  Power  of  Fuels 8vo, 

liichards's  Cost  of  Living  as  Modified  by  Sanitary  Science..  12mo. 

"        and  Woodman's  Air,  Water,  and  Food 8vo, 

Hicketts  and  Russell's  Notes  on  Inorganic  Cbemistry  (Xoii- 

metallic) Oblong  8vo,  morocco, 

Kideal's  Sewage  and  the  Bacterial  Purification  of  Sewage... 8vo, 

Ruddiman's  Incompatibilities  in  Prescriptions 8vo, 

Schimpf  8  Volumetric  Analysis 12mo, 

Spencer's  Sugar  Manufacturer's  Handbook 16mo,  morocco, 

*'  Handbook    for    Chemists    of  Beet    Sugar   Houses. 

16mo,  morocco, 

Stockbridge's  Rocks  and  Soils 8vo, 

•  Tillman's  Descriptive  General  Chemlstr}' 8vo,      3  00 
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Van  Deventer's  Physical  Chemistry  for  Be^hnen.    (Boltwood.) 

Wells's  Inorganic  Qualitative  Analysis .12mo, 

**      Laboratory  Guide  in  Qualitative  Chemical  Analysis. 

8vo, 

Whipple's  Microscopy  of  Drinking-water 8vo, 

Wiechmann's  Chemical  Lecture  Notes 12rao, 

*'  Sugar  Analysis .Small  8vo, 

WuUing's  Inorganic  Phar.  and  Med.  Chemistry l^nio, 

DRAWING. 

*  Bartlett's  Mechanical  Drawing 8vo,  3  00* 

Hill's  Shades  and  Shadows  and  Perspective 8vo,  2  OO 

MacCord's  Descriptive  Geometry 8vo,  3  00- 

Kinematics 8vo,  5  00* 

Mechanical  Drawing 8vo,  4  00- 

Mahau's  Industrial  Drawing.    (Thompson.^ 2  vols.,  8vo,  3  50* 

Reed's  Topographicjil  Drawing.     (H.  A.) 4to,  5  00- 

Reid's  A  Course  in  Mechanical  Drawing 8vo.  2  00» 

**      Mechanical  Drawing  and  Elementary  Mnclifne  Design. 

8vo.  3  00 

Smith's  Topographical  Drawing.     (Macmillan.) 8vo,  2  50^ 

Warren's  Descriptive  Geometry 2  vols.,  8vo,  3  50* 

Drafting  Instruments 12mo,  1  25 

Free-hand  Drawing 12mo,  1  OO 

Linear  Perspective 12mo,  1  00- 

Machine  Construction 2  vols.,  8vo,  7  50 

Plane  Problems 12mo,  1  25. 

Primary  Geometry 12mo,  -TS^ 

Problems  and  Theorems 8vo,  2  50* 

Projection  Drawing 12mo,  1  50 

Shades  and  Shadows .8vo.  3  00- 

Stereotomy— Stone-cutting .,  .8vo,  2  50* 

Whelpley's  Letter  Engraving 12mo,  2  00 

Wilson's  Free-hand  Perspective 8vo,  2  50' 

ELECTRICITY,  MAQNETISM.  AND  PHYSICS. 

Anthony  and  Brackett's  Text-book  of  Physics.     (Magic.)  Small 

8vo.  3  00- 

Anthony's  Theory  of  Electrical  Measurements 12m o,  1  00 

Barker's  Deep-sea  Soundings 8vo,  2  00 

Benjamin's  Voltaic  Cell 8vo.  3  00^ 

History  of  Electricity 8vo,  3  0(V 
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GluMen'sABalysisbyElectrolyBis.  (Henick  and  Boltwood.)  8^0,  $8  00 
Orehore  and  Squier's  Experiments  with  a  New  Polarizing  Photo- 

Chronograph • 8vo,  3  00 

Dawson's  Electric  Railways  and  Tramways.    Small,  4to,  half 

morocco,  12  50 

*  "  Engineering  "  and  Electric  Traction  Pocket-book.      16mo, 

morocco,  5  00 

*  Dredge's  Electric  Illuminations. . .  .2  vols. ,  4to,  half  morocco,  25  00 

Vol.  11..... 4to,  7  50 

Gilbert's  De  maguete.    (Mottelay.) 8vo,  2  50 

Holmau's  Precision  of  Measurements 8vo,  2  00 

"        Telescope-mirror-scale  Method Large  8?o,  75 

Le  Cbatelier's  High  Temperatures.    (Burgess) 12m o,  3  00 

LOb's  Electrolysis  and  Electrosynthesis  of  Organic  Compounds. 

(Lorenz.) 12mo,  1  00 

Lyous's  Electromagnetic  Phenomena  and  the  Deviations  of  the 

Compass 8vo,  6  00 

*Michie's  Wave  Motion  Relating  to  Sound  and  Light 8vo,  4  00 

Morgan's  The  Theory  of  Solutions  and  its  Results 12mo,  1  00 

Niaudet's  Electric  Batteries     (Fishback. ) 12mo,  2  50 

*Parsba11  &  Hobart  Electric  Generators.    Small  4to,  half  mor.,  10  00 

Pratt  and  Alden's  Street-railway  Road-beds 8vo,  2  00 

Reagan's  Steam  and  Electric  Locomotives 12mo,  2  00 

Thureton's  Stationary  Steam  Engines  for  Electric  Lighting  Pur- 
poses  8vo,  2  50 

♦Tillman's  Heat 8vo.  1  50 

Tory  &  Pitcher's  Laboratory  Physics Small  8vo,  2  00 


ENGINEERING. 

Civiii— Mechanical— Sanitaby,  Etc. 

See  alio  Bridges,  p.  4;  Hydraulics,  p.  9;  Mate  ui alb  of  En- 
gineering, p.  11 ;  Mechanics  and  Machinery,  p.  12  ;  Steam 
Engines  and  Boilers,  p.  14.) 

Baker's  Masonry  Construction i  .<..*•.. .  .8vo,  6  00 

"       Surveying  Instruments 12nio,  8  00 

Black's  U.  S.  Public  Works Obloug  4to,  5  00 

Brooks's  Street-railway  Location 16mo,  morocco,  1  50 

Butts's  Civil  Engineers'  Field  Book 16mo,  morocco,  2  50 

Byine's  Highway  Construction 8vo,  5  00 

"      Inspection  of  Materials  and  Workmanship 16mo,  8  00 

Carpenter's  Experimental  Engineering 8vo,  6  00 

Church's  Mechanics  of  Engineering— Solids  and  Fluids. ..  .8vo,  6  00 
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Church's  Notes  and  Examples  in  Mechanics 8to,    $2  00 

Orandall's  Earthwork  Tables 8vo, 

* '         The  Transition  Curre 16mo,  morocco, 

DnTis's  Elevation  and  Stadia  Tables Small  8vo, 

Dre<lge's    Penn.    Railroad    Construction,    etc.       Large    4to, 

half  morocco,  $10;  paper, 

*  Drinker's  Tunnelling 4to,  half  morocco, 

Eissler's  Explosives — Nitroglycerine  and  Dynamite. 8to, 

FrizelVs  Water  Power.. 8vo, 

Folwell's  Sewerage 8vo, 

"        Water-supply  Engineering 8to, 

Fowler's  CoflFer-dam  Process  for  Piers 8to. 

Fuertes's  Water  Filtration  Works 12mo, 

Gerhard's  Sanitary  House  Inspection 12mo, 

Godwin's  Railroad  Engineer's  Field-l)ook 16mo.  morocco, 

Goodrich's  Economic  Disposal  of  Towns'  Refuse Demy  8vo, 

Gore's  Elements  of  Geodesy 8vo, 

HazlehursVs  Towers  and  Tanks  for  Cities  and  Towns 8vo, 

Howard's  Transition  Curve  Field-book 16mo,  morocco. 

Howe's  Retaining  Walls  (New  Edition.) ; 12mo, 

Hudson's  Excavation  Tables.    Vol.  II 8vo, 

Hutton's  Mechanical  Engineering  of  Power  Plants 8vo, 

**        Heat  and  Heat  Engines 8vo, 

Johnson's  Materials  of  Construction 8vo, 

"        Theory  and  Practice  of  Surveying Small  8vo, 

Kent's  Mechanical  Engineer's  Pocket-book 16mo,  morocco, 

Kiersted's  Sewage  Disposal 12mo. 

Mahan's  Civil  Engineering.     (Wood.) 8vo, 

Merriman  and  Brook's  Handbook  for  Surveyors. . .  .16mo,  mor., 

Merriman's  Precise  Surveying  and  Geodesy 8vo, 

"         Sanitary  Engineering 8vo, 

Nagle's  Manual  for  Railroad  Engineers 16mo,  morocco, 

Ogden's  Sewer  Design 12mo, 

Patton's  Civil  Engineering 8vo,  half  morocco, 

"       Foundations 8vo, 

Philbrick's  Field  Manual  for  Engineers .16mo,  morocco, 

Pratt  and  Alden's  Street-railway  Road-beds. 8vo, 

Rockwell's  Roads  and  Pavements  in  France 12mo, 

Schuyler's  Reservoirs  for  Irrigation Large  8vo, 

Searles's  Field  Eugineering 16mo,  morocco, 

''       Railroad  Spiral 16mo,  morocco. 

Siebert  and  Biggin's  Modem  Stone  Cutting  and  Masonry. .  .8vo, 

Smart's  Engineering  Laboratory  Practice 12mo, 

Smith's  Wire  Manufacture  and  Uses Small  4to, 

Spalding's  Roads  and  Pavements 12mo, 
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8paldlDg*§  Hydraulic  Cement 12mo,  92  00 

Taylor's  Priamoidal  Fonnulas  and  Earthwork 8yOi  1  50 

Thurston's  Materials  of  Construction 8vo,  5  00 

Tillson's  Street: PaTements  and  Paving  Materials 8vo,  4  00 

*  Trautwine's  Civil  Engineer's  Pocket-book. . .  .16mo,  morocco,  5  00 

*  *'          Cross-section Sheet,  25 

*  *'          Excavations  and  Embankments Svo,  2  00 

*  "           Laying  Out  Curves 12mo,  morocco,  2  50 

Turneaure  and  Russell  s  Public  Water-supplies 8vo,  5  00 

Waddell's  De  Pontibus  (A  Pocket-book  lor  Bridge  Engineers). 

16mo,  morocco,  8  00 

Wait's  Engineering  and  Architectural  Jurisprudence 8vo,  6  00 

Sheep,  6  60 

"     Law  of  Field  Operati      in  Engineering,  etc 8vo,  6  00 

Sheep,  5  50 

Warren's  Stereotomy— Stone-cutting 8vo,  2  50 

Webb's  Engineering  Instruments.  New  Edition.  16mo,  morocco,  1  25 

"      Kailroad  Construction 8vo,  4  00 

Wegmaun's  Construction  of  Masonry  Dams 4to,  5  00 

Wellington's  Location  of  Railways Small  8vo,  5  00 

Wheeler's  Civil  Engineering 8vo,  4  00 

Wilson's  Topographical  Surveying 8vo,  8  50 

Wolff's  Windmill  as  a  Prime  Mover 8vo,  8  00 

HYDRAULICS. 

(See  a/«e>  Engineeking,  p.  7.) 

Bazin's  Experiments  upon  the  Contraction  of  the  Liquid  Vein. 

(Ti-autwine.) , 8vo,  2^ 

Bovey 's  Treatise  on  Hydraulics 8vo 

Church's  Mechanics  of  Engineering,  Solids,  and  Fluids, . .  .8vo 

Coffin's  Graphical  Solution  of  Hydraulic  Problems 12mo,  2  50 

Ferrel's  Ti^eatise  on  the  Winds,  Cyclones,  and  Tornadoes. .  .8vo,  4  00 

Fol  well's  Water  Supply  Engineering 8vo,  4  00 

Frizell's  Water-power i 8vo,  5  00 

Fuertes's  Water  and  Public  Health 12mo,  1  50 

Water  Filtration  Works l2mo,  2  50 

Ganguillet  <fe  Kutter's  Flow  of  Water.     (Bering  &  l>autwine.) 

8vo,  4  00 

Hazens  Filtration  of  Public  Water  Supply 8vo,  8  00 

Hazlehurst's  Towers  and  Tanks  for  Cities  and  Towns 8vo,  2  50 

Herscnei's  115  Experiments 8vo,  2  00 

Kiersted  s  Sewage  Disposal 12mo.  1  25 

Mason  s  Water  Supply 8vo.  5  00 

*'    Examination  of  Water 12mo,  1  25 

Merriman's  Treatise  on  Hydraulics 8vo,  4  00 
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Nichols's  Water  Supply  (Chemical  and  Sanitary) 8Vo,  |2  50 

Schuyler's  Resei-voirs  for  Irrigation LtLTg^  8to,  5  OO 

Turueaure  and  Russell's  Public  Water-supplies Bto,  5  (KK 

Wegmann's  Water  Supply  of  the  City  of  New  York 4to,  10  OO 

Weisbach's  Hydraulics.    (Du  Bois.) &vo,  5  00 

Whipple's  Microscopy  of  Drinking  Water 8vo,  3  50 

Wilson's  Irrigation  Engineering 8yo,  4  00* 

Hydraulic  and  Placer  Mining 12mo,  2  00 

Wolff's  Windmill  as  a  Prime  Mover 8vo,  3  00- 

Wood's  Theory  of  Turbines &vo,  2  «V 

LAW. 

Davis's  Elements  of  Law 8vo,  2  50 

"      Treatiseon  Military  Law 8vo,  7  OO 

Sheep.  7  50 

Manual  for  Courts-marl ial 16mo,  morocco,  1  50 

Waits  Engineering  and  Architectural  Jurisprudence. ..... .8vo,  6  OO 

Sheep,  6  50 

Law  of  Contracts 8vo,  3  OO 

Law  of  Operations  Preliminary  to  Construction  in  En- 
gineering and  Architecture 8vo,  5  OO 

Sheep,  5  50 

Winthrop's  Abridgment  of  Military  Law 12mo,  2  50 

MANUFACTURES. 

Allen's  Tables  for  Iron  Analysis 8vo,  3  00 

Beaumont's  Woollen  and  Worsted  Manufacture 12mo,  1  50 

Bolland's  Encyclopedia  of  Founding  Terms 12mo.  8  00 

The  Iron  Founder 12mo,  2  50 

"          '*       **          '*       Supplement 12mo,  2  50 

Eissler's  Explosives,  Nitroglycerine  and  Dynamite 8vo,  4  OO 

Ford  s  Boiler  Makiug  for  Boiler  Makers 18mo,  1  00 

Metcalfe's  Cost  of  Manufactures Sro,  5  00 

Metcalf  s  Steel— A  Manual  for  Steel  Users 12mo,  2  00 

*  Ucisig's  Guide  to  Piece  Dyeing 8vo,  25  OO 

Spencer's  Sugar  Manufacturer's  Handbook  . . .  .16mo.  morocco,  2  OO 
"        Handbook    for    Chemists   of    Beet    Sugar   Houses. 

16mo.  morocco,  3  00 

Thurston's  Manual  of  Steam  Boilera 8vo,  6  00 

Waike's  Lectures  on  Explosives 8vo,  4  00 

W  est's  American  Foundry  Practice 12mo,  2  50 

'•      Moulders  Text  book 12rao,  2  50 

Wiechmaun's  Sugar  Analysis Small  dvo,  2  50 

Woodbury's  Fire  Protection  of  Mills 8vo,  2  50 
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MATERIALS  OF  ENQINEERINQ. 

(See  al&o  £»€a)9SP£B2KG,  p.  7.) 

I3aker*s  Masonry  Construction. . .  A . ; . . ; 8vo; 

Bovey's  Strength  of  Materials .8vo, 

Burr's  Elasticity  and  Besistance  of  Materials dvo, 

Byrne's  Eighway  Construction , .  .8vo, 

Church's  Mechanics  of  Engineering-^SoItds  and  Fluids . .. ..8vo, 

Du  Bois's  Stresses  in  Framed  Structures Small  4tx), 

Johnson's  Materials  of  Construction 8ro, 

Lanza's  Applied  Mechanics ^ . .  .6vo, 

Martens's  Testing  Materials.    (Henning. ) 3  vols.-,  8vo, 

Merrill's  Stones  for  Building  and  Decoration 8^, 

Merriinan's  Mechanics  of  Materials 8vo, 

"  Strength  of  Materials 12mo, 

Pattou's  Treatise  on  Foundations 8vo, 

Rockwell's  Roads  and  Pavements  in  France 13mo, 

Spalding's  Roads  and  Pavements 12mo, 

Thurston's  Materials  of  Constroctlon 8vo, 

"         Materials  of  Engineering 3  vols. ,  8vo, 

Vol.  I,  Non-metallic  8vo, 

Vol.  TL,  Iron  and  Steel 8vo, 

Vol.  III.,  Alloys.  Brasses,  and  Bronzes 8vo, 

Wood's  Resistance  of  Materials 8vo, 

MATHEMATICS. 

Baker's  Elliptic  Functions 8vo, 

^Boss's  Differential  Calculus 13mo, 

Briggs's  Plane  Analytical  Geometry 12mo, 

Chapman's  Theory  of  Equations 13mo, 

Comptou's  Logarithmic  Computations 12mo, 

Davis's  Introduction  to  the  Logic  of  Algebra 8vo, 

Halsted's  Elements  of  Geometry 4..8vo, 

"       Synthetic  Geometry 8vo, 

Johnson's  Curve  Tracing 12mo, 

Differential  Equations — Ordinary  and  Partial. 

Small  8vo, 

Integral  Calculus 12mo, 

•*  "  "        Unabridged.    Small  8vo.    {In  prees.) 

**       Least  Squares 12mo, 

•Ludlow's  Logarithmic  and  Other  Tables.     (Bass.) 8vo, 

•      '*        Trigonometry  with  Tables.     (Bass.) 8vo, 

♦Mahan's  Descriptive  Geometry  (Stone  Cutting) 8vo, 

Herriman  and  Woodward's  Higher  Mathematics. 8vO| 
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ICerrimaD'a  Method  of  Least  Bquares 8to,  |3  00 

Itice  and  Johnson's  Differential  and  Integral  Calculus, 

2  vols,  ia  1.  small  8vo,  2  50 

'«                Differential  Oalcnlw Small  8yo,  8  00 

'*  Abridgment  of  Differential  Calculus. 

Small  8to,  1  60 

Totten  's  Metrology 8yo,  2  50 

l^arren's  Descriptlye  Geometry 2  vols.,  8vo,  8  60 

*'        Drafting  Instruments. 12mo,  125 

•*       Froe-hand  Drawing 12mo,  1  00 

••       Linear  Perspective 12mo,  1  00 

••        Primary  Geometry 12mo,  75 

•*       Plane  Problems 12mo,  1  25 

**       Problems  and  Theorems 8vo,  2  50 

"        Projection  Drawing 12mo,  1  60 

"Wood's  Co-ordinate  Geometry 8vo,  2  00 

"      Trigonometry 12mo,  100 

l^oolfs  Descriptive  Geometry Large  8vo,  8  00 

MECHANICS-MACHINERY.     . 

{See  alio  Engikeering,  p.  7.) 

Baldwin's  Steam  Heating  for  Buildings 12mo,  9  60 

Barr's  Kinematics  of  Machinery 8vo,  2  60 

Benjamin's  Wrinkles  and  Recipes 12mo,  2  00 

Chordal's  Letters  to  Mechanics » 12mo,  2  00 

Church's  Mechanics  of  Engineering. ...   8vo,  6  00 

"        Notes  and  Examples  in  Mechanics 8vo,  2  00 

-Crehore's  Mechanics  of  the  Girder 8vo,  5  00 

OromweH's  Belts  and  Pulleys - 12mo,  1  50 

"         Toothed  Gearing 12mo.  1  50 

-Compton's  First  Lessons  In  Metal  Working 12mo,  1  50 

Coropton  and  De  Groodt's  Speed  Lathe 12mo,  1  50 

Dana's  Elementary  Mechanics 12mo,  1  50 

Dingey's  Machinery  Pattern  Making 12mo,  2  00 

*  Dredge's    Trans.    Exhibits    Building,    World     Exposition. 

Large  4to,  half  morocco,  6  00 

Du  Bols's  Mechanics.    Vol.  I.,  Kinematics 8vo,  8  50 

*'               *'              Vol.  IL,  Statics 8vo,  4  00 

"              "              Vol.  m..  Kinetics 8vo,  8  60 

Fitzgerald's  Boston  Machinist 18mo,  1  00 

Flather's  Dynamometers 12mo,  2  00 

Rope  Driving 12mo,  2  00 

Hall's  Car  Lubrication 1 2m o,  1  00 

Holly's  Saw  Filing 18mo,  76 
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*  Johnson's  Theoretical  Mechanics.    An  Elementary  Treatise. 

12mo,  (3  00 

Jones *s  Macbiue  Design.    Part  I.,  Kinematics 8vo,  1  60 

'*  *•  Part  II.,  Streuglb  and  Proporllou  of 

Miichlne  Parts .* 8vo,  3  00 

Lanza's  Applied  itecbanics 8vo,  7  50 

MacCord's  Kinematics 8vo,  5  00 

Merriman's  Mechanics  of  Materials 8vo,  4  00 

Metcalfe's  Cost  of  Manufactures 8vo,  5  00 

*Michie'8  Analytical  Mechanics 870,  4  00 

Richards's  Compressed  Air 12mo,  1  50 

Robinson's  Principles  of  Mechanism 8yo,  3  00 

Smith's  Press-working  of  Metals 8vo,  a  00 

Thurston's  Friction  and  Lost  Work 8vo,  3  00 

"         The  Animal  as  a  Machine 12mo,  100 

Warren's  Machine  Construction 2  vols.,  8vo.  7  50 

Weisbach's  Hydraulics  and  Hydraulic  Motors.    (Du  Bois.)..8vo,  6  00 
*•          Mechanics    of   Engineering,      Vol.   III.,   Part  I., 

Sec.  L    (Kleiu.) 8vo,  5  0(> 

Weisbach's  Meclianics    of  Engineering.    Vol.  III.,   Part  I., 

SecIL     (Klehi.) 8vo,  5  00 

Weisbach's  Steam  Engines.    (Du  Bois.) 8vo,  5  00 

Wood's  Analytical  Mechanics 8yo,  3  00 

"      Elementary  Mechanics 12mo,  125 

"               "                 '*           Supplement  and  Key 12nio,  1  25 

METALLURGY. 

Allen's  Tables  for  Iron  Analysis .....     .8vo,  3  00 

Egleston's  Gold  and  Mercury Large  8vo,  7  50 

*•         Metallurgy  of  Silver Large  8vo,  7  50 

*  Kerl's  Metallurgy— Steel,  Fuel,  etc 8vo,  15  00 

Kunbardt's  Ore  Dressing  in  Europe , 8vo,  1  50 

Metcnlf 's  Sleel— A  Manual  for  Steel  Users 12mo,  2  00 

O'Driscoll's  Treatment  of  Gold  Ores 8vo,  2  00 

Thurston's  Iron  and  Sleel 8vo,  3  50 

Al  loys 8vo ,  2  50 

Wilson's  Ci^anide  Processes 12mo,  1  60 

MINERALOGY  AND  MINING. 

Barringer's  Minerals  of  Commercial  Value Oblong  morocco,  2  50 

Beard's  Ventilation  of  Mines 12mo,  2  50 

Boyd's  Resources  of  South  Western  Virginia 8vo,  3  00 

"      Map  of  South  Western  Virginia Pocket-book  form,  2  00 

Brush  and  Penfield's  Determinative  Mineralogy.   New  Ed.  8vo,  4  00 
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CAiester'B  Catalogue  of  Minerals • • 9to, 

Paper, 

**      Dictionary  of  tbe  Names  of  Minerals 8vo, 

'Dana's  American  Localities  of  Minerals Large  8vo, 

Descriptive  Mineralogy.  (E.S.)  LargeSvo.  half  morocco. 
First  Appendix  to' System  of  Mineralogy. . .  .'.Large  8yo, 

Mineralogy  and  Petrography.     (J.  D.) 12mo, 

Minerals  and  How  to  Study  Them.     (E.  S.) 12mo, 

Text-book  of  Mineralogy.    (E.  S.)...  New  Edition.    Svo, 

*  Drinker's  Tunnelling,  Explosives,  Compounds,  and  Rock  Drills. 

4to,  half  morocco, 

Egleston's  Catalogue  of  Minerals  and  Synonyms 8vo, 

Eissler's  Explosives — ^Nitroglycerine  and  Dynamite 8vo, 

Hussak's  Bock-forming  Minerals.     (Smith.) Small  8vo, 

Ihlseng's  Manual  of  Mining 8vo, 

Kunhardt's  Ore  Dressing  in  Europe , 8vo, 

O'Driscoirs  Treatment  of  Gold  Ores 8vo, 

♦  Penfield*s  Record  of  Mineral  Tests Paper,  8vo, 

Rosen busch's    Microscopical    Physiography  of   Minerals    and 
Rocks.     (Iddiugs.) 8vo, 

Sawyer's  Accidents  in  Mines Large  8vo, 

'Stockbridge's  Rocks  and  Soils 8vo, 

Tillman's  Important  Minerals  and  Rocks 8vo, 

Walke's  Lectures  on  Explosives 8vo, 

Williams's  Lithology 8vo, 

Wilson's  Mine  Ventilation 12mo, 

"        Hydraulic  and  Placer  Mining 12mo, 

STEAM  AND  ELECTRICAL  ENGINES,  BOILERS,  Etc 

(See  also  Engineebino,  p.  7.) 

^Baldwin's  Steam  Heating  for  Buildings 12mof  2  60 

Clerk's  Gas  Engine c Small  8vo,  4  00 

Ford's  Boiler  Making  for  Boiler  Makers 18mo,  1  00 

Hemenway's  Indicator  Practice 12mo,  2  00 

Kent's  Steam-l)oiler  Economy 8vo,  4  00 

Enenss's  Practice  and  Theory  of  the  Injector 8vo,  1  50 

MacCord's  Slide  Valve 8vo.  2  00 

Meyer's  Modem  Locomotive  Construction 4to,  10  00 

Peabody  and  Miller's  Steam-boilers 8vo,  4  00 

Peabody's  Tables  of  Saturated  Steam 8vo,  1  00 

Thermodynamics  of  the  Steam  Engine 8vo,  6  00 

Valve  Gears  for  the  Steam  Engine 8vo,  2  50 

Manual  of  the  Steam-engine  Indicator 12mo,  1  50 

.Fray's  Twenty  Years  with  the  Indicator Large  8vo,  2  50 
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Pupio  and  Osteibc^e  Tbermodf  namieft.  ...••••••« 13mo,    |1  25 

Reagan's  Steam  and  Electric  Locomotives 12mo,      2  00 

BOntgen's  TiiermOdynamics.     (Du  Bois. ) 8vo,    **5  00 

Sinclair's  Locomotive  Running 12mo,      2  00 

Snow's  Steam-beiler  Practice , 8vo.      8  00 

Thurston's  Boiler  Bxplosions 12mo,      1  50 

Engine  and  Boiler  Trials 8vo,      5  00 

Manual  of  tbe  Steam  Engine.     Part  I.,  Structure 

and  Theory 8 vo,      6  00 

Mannal  of  the  Steam  Engine.     Part  II.,  Design, 

Construction,  and  Operation 8vo, 

2  parts, 

"  Philosophy  of  the  Steam  Engine 12mo, 

'*  Reflection  on  the  Motive  Power  of  Heat.    (Carnot.) 

12mo, 

Stationary  Steaxn  Xngimss Svo, 

Steam-boiler  Construction  and  Operation 8vo, 

Spangler's  Valve  Gears 8vo, 

"        Notes  on  Tiiermodynamics 12mo, 

Weisbach's  Steam  Engine.     (Du  Bois.) 8vo, 

Wliitham's  Steam-engine  Design.. «.* 8vo, 

Wilson's  Steam  Boilers.     (Flather.)  •    12mo, 

Wood's  Thermodynamics,  Heat  Motors,  etc 8vo, 

TABLES,  WEIOHT5,  AND  MEASURES. 

Adriance's  Laboratory  Calculations 12mo,  1  25 

Allen's-  Tables  for  Iron  Analj-sis 8vo,  3  00 

Bixby's  Graphical  Computing  Tables Sheet,  25 

Oompton's  Logarithms 12mo,  1  50 

OrandaH's  Railway  and  Earthwork  Tables 8vo,  1  50 

Davis's  Elevation  and  Stadia  Tables Small  Svo,  1  00 

Fisher's  Table  of  Cubic  Yards Cardboard,  25 

liudson's  Excavation  Tables.    Vol  II 8vo,  1  00 

Johnson's  Stadia  and  Earthwork  Tables , 8vo,  1  25 

Ludlow's  Logarithmic  and  Other  Tables.    (Bass.) 12mo,  2  00 

Totten's  Metrology 8vo,  2  50 

VENTILATION, 

Baldwin's  Steam  Heating 12mo,  2  50 

Beard's  Ventilation  of  Mines 12mo,  2  50 

Carpenter's  Heating  and  Ventilating  of  Buildings 8vo,  8  00 

<}erhard's  Sanitary  House  Ins^^ection 12mo,  1  00 

Wilson's  Mine  Ventilation 12mo,  1  25 


MISCELLANEOUS  PUBUCATION5. 

Aloott'8  GemSp  Sentiment,  Language Oilt  edges^  $5  00 

Emmon'fl  Greological  Guide-book  of  the  Eocky  Kountains.  .8vo,  1  50 

Ferrel's  Treatise  on  tiie  Winds 8vo,  4  OO 

Haines's  Addresses  Delivered  before  the  Am.  Ry.  Assn.  ..18mo,  2  50 

Mott's  The  Fallacy  of  the  Present  Theory  of  Sound.  .Sq.  16mo.  1  00 

Kiclmrds*s  Cost  of  Living 12mo,  1  00 

Ricketts's  History  of  Rensselaer  Polytechnic  Institute 8vo,  8  00 

Rothcrham*8   The    New   Testament    Critically   Emphasized. 

12mo,  1  50 
**             The  Emphasized  New  Test.    A  new  translation. 

Large  8vo,  2  00 

Totten's  An  Important  Question  in  Metrology • 8vo,  2  50 

HEBREW  AND  CHALDEE  TEXT-BOOKS. 

For  Schools  and  Theological  Seminaries. 

Gesenius's  Hebrew  and  Chaldee  Lexicon  to  Old  Testament. 

(Tregelles. ); Small  4to,  half  morocco,  6  OO 

Green's  Elementary  Hebrew  Grammar 12mo,  1  25 

Grammar  of  the  Hebrew  Language  (New  Edition). 8 vo,  3  00 

Hebrew  Chrestoinathy 8vo,  2  OO 

Letteils's   Hebrew  Bible  (Massoretic  Notes  in  English). 

Svo,  arabesque,  2  25 

MEDICAL. 

Hammarsten^s  Physiological  Chemistry.   (Mandel.) 8vo,      4  00 

Mott's  Composition,  Digestibility,  and  Nutritive  Value  of  Food. 

Large  mounted  chart,       1  25 

Ruddiman's  Incompalibilities  in  Prescriptions 8vo,      2  OO 

Steel's  Treatise  on  the  Diseases  of  the  Dog 8vo,      8  50 

Woodhull's  Militaiy  Hygiene 16mo,      1  60 

Worcester's  Small  Hospitals — Establishment  and  Maintenance, 
iucludiug  Atkinson's  Suggestions  for  Hospital  Archi- 
tecture.....  ..r....r..... .12mo,      1  25 

19 


